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PREFACE. 



In presenting to my readers this New Catalogue of British Literature I 
am giving what is, to all intents and purposes, a record of the literary output of the 
past year, based on an entirely new plan of arrangement, and I do not intend to 
plead any excuse for the publication of this work, since I am of opinion that it yrill 
vindicate itself. 

My intention in compiling it was the simple one of furnishing booksellers, 
publishers, book-readers, and all who take a bibliographical interest in books, with 
a handy and exact statement of the year's literature ; and the facilities afforded me 
have been such as enable me to claim for this New Catalogue a special place of 
its own among i*eference-books. 

The features which distinguish this work from all others of the same kind 
cause me to hope that, as the years go on, and volumes succeed each other, it will 
be accepted as the standard authority. In reality the matter here embodied is the 
work of the publishers themselves, since they have furnished me, month by month, 
with written descriptions of the publications they have issued. These have been 
carefully arranged, annotated, indexed, and numbered, so that a Catalogue has 
been realized which is at once authoritative and descriptive. 

I may be permitted to point out that the annotations are made from an 
examination of the books themselves, and these the publishers have sent me. 
No attempt has been made to criticise the works. The object intended to be 
served is the valuable one of supplying librarians and booksellers vrith such 
information as will enable them to classify them properly, and to furnish book- 
readers with a guide to their contents and scope. 

The same sequence of numbering has been maintained in this Catalogpie as in 
the monthly issues of the New Book List. The advantage of this is that either 
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may be used as a code book for ordering purposes. Furthermore, this sequence 
enables a reader to fix the month in which the work was issued, thus : — 



Nos, 


1— 299 


... Janaarj. 


J» 


300— 872 


... February. 


>» 


873—1389 


... March. 


» 


1390—1817 


... April. 


>» 


1818-2286 


... May. 


» 


2287—2607 


... June. 


» 


2608-3045 


... July. 


99 


3046—3345 


... August. 


)9 


3346—3753 


... September. 


>» 


3754—4227 


... October. 


>» 


4228—6015 


... November. 


»» 


5016—5596 


... December. 



As the information supplied by the publishers reaches me monthly, a card 
catalogue is also printed, and this is sent to them periodically, with a request to 
rectify any errors of omission or commission. Such errors have been embodied 
in " Errata," which readers will find through the pages of this work. 

The numbering of books in future volumes will follow on. 

This plan will enable me to compile cumulative indexes at any time, and it 
possesses the concurrent advantage that by using these numbers the ordering of 
books is greatly facilitated. 

I am only too conscious of the deficiences which a critical examination could 
bring to light. This srolume is but an earnest of what it is intended to do in 
future issues, and I will thank my readers for any suggestions for improve- 
ments. A complete bibliography of English Literature for even one year does 
not exist ; but the kind reception which my efforts have obtained from publishers 
makes me believe that it may yet be realized. 

I have much pleasure in recording here my indebtedness to the publishers 
for their kindly co-operation, and my thanks to my assistants for their generous 
help. 

CEDRIC CHIVERS, 

Manager of Library Bureau. 
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ERRATA. 



Book No. 305 for Monastic Allies read Monastic Life 



642 „ 


Morken 


,, 


Hosken 


1062 „ 


Gill 


>> 


Cell 


1089 „ 


Hertstet 


»j 


Hertslet 


1558 ;, 


j> 


)) 


»> 


1614 „ 


Lussdorf 


>> 


Sussdorf 


2412 „ 


Verga 


>j 


Perga 


4028 „ 


McCundle 


>5 


McCrindle 


4283 „ 


Bartholomew 


»» 


Bartholow 


4660 „ 


McCumm 


>J 


MacCunn 


4664 „ 


McKechnil 


}> 


McKechnie 
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z Armstrong, H. G. — Football impetigo ; an enquiry into a contagious affection 
of the skin occurring amongst football players. 12 pp. Illus. 8vo, 1896, 
paper, is. Churchill 

2 Arnold, Matthew— On translating Homer. Popular edition. 180 pp. 

Cr. 8vo, 1896, cloth, limp, 2s. 6d. Smith Elder 

3 Arnold, Sarah L. — Waymarks for teachers. 276 pp. i2mo, 1896, cloth, 

6s. 6d. Gay & Bird 

4 Arthur, T. S.— Ten nights in a bar-room and what I saw there. 320 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s. James Blackwood 

5 Ashby, Henry, and Wright, G. A. — ^The diseases of children, medical and 

surgical. 3rd edition. 123 + 814 pp. Illus. 8vo, 1896, cloth, 25s. 

Longmans 

6 Ashurst, John, ed. — The international encyclopaedia of surgery: a 

systematic treatise on the theory and practice of surgery. By various authors. 
Vol. vii. (supplementary volume). 52 + 1082 pp. Illus. Sup. roy. 8vo, 

1895, cloth, 3 IS. 6d. Macmillan 

7 Bain, R. Nisbet— Charles XH., and the collapse of the Swedish empire, 

1682-1719. 18 + 320 pp. Illus. Cr. 8vo, 1895, cloth, extra, 5s., cloth 
gilt (prize edition), 6s., and Roxburgh, 6s. G. P. Putnam's Sons 

8 Baker, R. H.— The organist and choirmaster's diary, 1896. 175 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. S. Low 

9 Balzac, Honors de — Ursule Mirouet. Translated by Clara Bell, edited with 

preface by George Saintsbury. 14 + 260 pp. Illus. Cr. 8vo, 1895, cloth, 
3s. 6d net. J. M. Dent 

zo Bangs, John Kendrick — Mr. Bonaparte of Corsica. 12 + 265 pp. Illus. 
i2mo, 1895, cloth, 5s. net. Gay & Bird 

11 Barr, Robert—A woman intervenes. 8 + 352 pp. Illus. Cr. 8vo, 1896, 

cloth, 6s. ChATTO & WiNDUS 

12 Barrett, Joan— Monte Carlo stories. 8 + 162 pp. Fcp. 8vo, 1896, cloth, 

IS. 6d. Chatto & WiNDUs 

13 Barron, Capt. William— Old whaling days. 10 + 212 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. net. Simpkin 

14 Baynes, Herbert— The idea of God and the Moral sense in the light of 

language ; being a philological enquiry into the rise and growth of spiritual 
and moral concepts. 16 + 104 pp. Dy. 8vo, 1896, cloth, los. 6d. 

Williams & Norgate 

15 Beattie, J. C— On the relation between the variation of resistance in 

bismuth in a steady magnetic field and the rotatory or transverse 
effect. (Transactions of the Royal Society of Edinburgh. Vol. 38, No. 7). 
II pp. Plate. Med. 4to, 1895, paper, is. Williams & Norgate 

16 Bede, Cuthbert— The adventures of Mr. Verdant Green, an Oxford fresh- 

man, with numerous illustrations, " a college joke to cure the dumps.'* 280 pp. 
Cr. 8vo, 1896, flush, 3s., cloth, 3s. 6d. James Blackwood 

17 Beecher, Henry Ward— Lectures to young men on various important 

subjects. 320 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. James Blackwood 

18 Bennett, Rev. W. H.— The theology of the Old Testament. Fcp. 8vo, 

1896, cloth, 2S. 6d. HoDDER & Stoughton 

19 Birchenough, Mabel C— Disturbing elements. 332 pp. Cr. 8vo, 1896, 

cloth, 6s. Smith, Elder 

20 Bjorling, P. R.— Pumps and pump motors. Pt. 12. 16 pp. Illus. 

Roy. 4to, 1896, paper, 5s. E. & F. N. Spon 
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21 Blair, J, Fulton — ^The apostolic gospel, with a critical reconstruction of the 

text. lo + 394 pp. 8vo, 1896, cloth, 12s. 6d Smith, Elder 

22 Body, Rev. George— The life of love : a course of Lent lectures. 12 + 237 PP- 

i6mo, 1896, cloth, 2S. 6d. Longmans 

23 Boedder, Bernard— Manuals of Catholic philosophy, Natural theology. 

2nd edition. 12 + 480 pp. Cr. 8vo, 1896, cloth, 6s. 6d. Longmans 

24 Bonnechose, Emile D. — Bertrand du Guesclin. 20 + 188 pp. (Pitt Press 

series). Ex. fcp. 8vo, 1896, cloth, 2s. Camb. Univ. Press 

25 Bonnechose, Emile D.— Bertrand du Guesclin. Pt. 2. 36 + 148 pp. 

(Pitt Press series). Ex. fcp. 8vo, 1896, cloth, is. 6d. Camb. Univ. Press 

26 Bradford, Amory H.— Heredity and Christian problem. 14 + 281 pp. 

Cr. 8vo, 1895, cloth, 5s. net. Macmillan 

27 Bradford,. Gamaliel, Junr.— Tjrpes of American character. 12 + 210 pp. 

Pott Svo, 1895, cloth, 3s. Macmillan 

28 Bradford, Governor William— The history of Plimoth plantation : con- 

taining an account of the voyage of the pilgrim fathers in the "Mayflower.'^ 
Reproduced in facsimile from original manuscript. Sup. roy. 4to, 1896, 
half-bound buckram, J[^j^ 4s, Ward & Downey 

29 Braithwaite, Dr, James, and Trevelyan, E. F., eds.— The retrospect of 

medicine: a half-yearly journal. Vol. 112. 26 + 452 pp. Cr. 8vo, 1896, 
cloth, 6s. 6d. Simpkin 

30 Brooks, Phillips— Sermons for the principal festivals and fasts of the 

church year. 359 pp. Cr. 8vo, 1896, cloth, 4s. 6d. R. D. Dickinson 

31 Brown, Robert— The countries of the world : being a popular description of 

the various continents, islands, rivers, seas, and peoples of the globe. 328 pp. 
Illus. 4to, 1895, cloth, 6s. Cassell 

32 Buchanan, Robert, and Murray, Henry— The Charlatan. 8 + 272 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

33 Buckland, Rev. A. R.— On sermon preparation: recollections and sugges- 

tions by the Bishop of Ripon, Dean Lefroy, Dean Farrar, and other writers. 
8 + 230 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Seeley 

34 Burdett, Henry C— Cottage hospitals, general, fever and convalescent. 

3rd edition. 24 + 380 pp. La. cr. 8vo, 1896, cloth, los. 6d. 

Scientific Press 

35 Burnett, James E.— Love and laughter: a legacy of verse. 12 + 161 pp. 

Frontispiece. Cr. 8vo, 1895, cloth, 5s. G. P. Putnam's Sons 

36 Burrell, Dr. D. J.— The spirit of the age. 381 pp. Cr. 8vo, 1896, cloth, 5s. 

H. R. Allenson 

37 Burroughs, John— Wake-Robin. Riverside edition. 14 + 234 pp. Portraits. 

Cr. 8vo, 1896, cloth, 4s. 6d. net. J. M. Dent 

38 Butler, Rev. Alban— Lives of the saints. People's edition. 12 vols. 32mo, 

1896, cloth, i8s. Burns & Gates 

39 Butler, Rev. Alban — Lives of the saints. People's edition for January. 

552 pp. 32mo, 1896, cloth, IS. 6d. Burns <& Gates 

40 Butler, Rev. Alban — Lives of the saints. People's edition for February. 

321 pp. 32mo, 1896, cloth, IS. 6d. Burns & Gates 

41 Butler, Rev. Alban — Lives of the saints. People's edition for March. 

383 pp. 32mo, 1896, cloth, IS. 6d. Burns & Gates 

42 Butler, E. A.— Our household insects : an account of the insect pests found 

in dwelling houses. 10 + 344 pp. (Silver Library). Illus. Cr. 8vo, 1896, 
cloth, 3sl 6d. Longmans 
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43 Calderwood, Dr. Henry— Evolution and man's place in nature. 

2nd edition. 20 + 316 pp. Illus. Dy. 8vo, 1896, cloth, los. Macmillan 

44 Cambridge Bible for students. Ex. fcp. 8vo, 1896, cloth, 4s. 6d. C. J. Clay 

45 Cambridge Bible for students : New Testament. Ex. fcp. 8vo, 1896, cloth, 

IS. 6d. C. J. Clay 

46 Cambridge Bible for students: Issue in separate parts Samuel i and 2. 

Matthew, Luke, Acts. Ex. fcp. 8vo, 1896, cloth, limp, 4d. each. C. J. Clay 

47 Carrington, Edith— The animals on strike, and other tales. Illustrated by 

F. M. Cooper. 8 + 184 pp. (Animal life readers). Illus. Post 8vo, 
1896, cloth, IS. G. Bell 

48 Carrington, Edith— From many lands. Illustrated by Harrison Weir. 

4 + 206 pp. (Animal life readers). Post 8vo, 1896, cloth, is. G. Bell 

49 Carrington, Edith— History of the robins, and Keeper's travels. Illus- 

trated by Harrison Weir. 8 + 205 pp. (Animal life readers). Post 8vo, 
1896, cloth, IS. GBell 

50 Carrington, Edith — Man's helpers. Illustrated by Harrison Weir. 

8+180 pp. (Animal life readers). Post 8vo, 1896, cloth, is. G Bell 

51 Carus- Wilson, Mrs. Ashley— Tokiwa, and other poems. 366 pp. Cr. 8vo, 

1896, cloth, 6s. HoDDER & Stoughton 

52 Catholic directory, ecclesiastical register and almanac for 1896. 534 pp- 

i2mo, 1896, cloth, 2s. 6d. net, paper, is. 6d. net. Burns & Gates 

53 Cherance, Rev. Leopold de— St Anthony of Padua. 220 pp. Frontispiece. 

Cr. 8vo, 1896, boards, 2s. 6d. net. Burns & Gates 

54 Chester, Rev. A. S. M.— Miss Lovemouse's letters. Illustrated by 

Louis Wain. 21 pp. Oblong, 1895, paper, is. Nelson 

55 Chester, Rev. A. S. M.— Puppy dog's tales. Illustrated by Louis Wain. 

22 pp. Oblong, 1895, paper, is. Nelson 

56 Chester, Rev. A. S, M.— Up the chimney to Ninny land. 86 pp. Sm. 4to, 

Illus. 1895, manilla boards, is. 6d. Nelson 

57 Christian, Sydney — Persis Yorke. 6 + 340 pp. Sq. i6mo, 1896, cloth, 4s. 

Smith, Elder 

58 Clark, J. W. — Students precedents in conveyancing. 2nd edition. 

II + 152 pp. Cr. 8vo, 1896, cloth, 55. Sweet & Maxwell 

59 Clarke, Rev. Arthur E., ed.— The Southwell diocesan church calendar, 

clergy list and general almanack for 1896. 16 + 352 pp. Cr. 8vo, 
1896, paper, is. 6d. Bemrose 

60 Clodd, Edward, and others— Leisure readings. 344 pp. Illus. Cr. 8vo, 

1896, cloth, 3s. 6d. Longmans 

61 Cochrane, Alfred — Leviore plectro: occasional verses. 10 + 82 pp. 

Fcp. 8vo, 1896, cloth, 3s. 6d. Longmans 

6ia Cole, W. H. — Notes on permanent way material. 2nd edition. 164 pp. 
Illus. Cr. 8vo, 1896, cloth, 7s. 6d. E. & F. N. Spon 

62 Confucius, Proverbial philosophy of : quotations from the Chinese Classics for 

each day in the year. Compiled by Forster H. Jenings, with preface by Hon. 
Pom Kwang Soh, Minister of justice to his majesty the King of Korea. 
9 + 120 pp. i6mo, 1895, cloth,' 3s. 6d. G. P. Putnam's Sons 

63 Coster, G. T. — Gloria Christi : Poems. 97 pp. i6mo, 1896. Buckram, 3s. 6d 

net. H. R. Allenson 

64 Cotterill, J. H.— The steam eng^ine considered as a thermodynamic 

machine. 3rd edition. 430 pp. Illus. Dy. 8vo, 1896, cloth, 15s. 

E. & F. N. Spon 

65 Coxhead, S. A.— Shades of the choir carvers of Amiens and Persephone 

(Two plays). 8 + 130 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net. Digby 
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66 Cousins, The : a medley of moods among mine own people. 2nd edition. 

Fcp. 8vo, 1896, boards, 2s. net. 

67 Craik, Mrs. (Dinah Maria Muloch) — John Halifax, gentleman. 

New edition. 439 pp. Cr. Svo, 1896, cloth, 3s. 6d. Hurst & Blackett 

68 Crook, S. T. — Tan-Ho: a tale of travel and adventure. Cr. Svo, 1896, cloth, 

3s. 6d. Burns & Gates 

69 Culin, Stewart— Chinese games with dice and dominoes. 50 PP« I^^^s. 

1896, paper, 2s. 6d. net. George Redway 

70 Darlington, H. A.— Alice's toys and treasures: Sunday stories for New 

Church children. 83 pp. Fcp. 8vo, 1895, cloth, is. James Speirs 

71 Dawe, W. Carlton— The history of Godfrey Kinge. 4 + 3^6 pp. Cr. 8vo, 

1896, cloth, 6s. Ward & Downey 

72 Dawn breaking, The. 58 pp. Crown 8vo, 1896, limp cloth, is. 

Skeffington & Son 

73 Dawson, Sir J. W.— Eden lost and won. Studies of the early history and 

final destiny of man as taught in nature and revelation. 232 pp. Cr. 8vo, 
1896, cloth, 5s. HoDDER & Stoughton 

74 Delavigne— Les enfants d'Edouard. 32 + 208 pp. Ex. fcp. 8vo, 1896, 

cloth, 2S. Camb. Univ. Press 

75 " Doceo " Phil's octave, their eight nights' entertainment. 4 + 88 pp. Cr. 8vo, 

1896, paper, is. Digby, Long 

76 D'Ombrian, Rev. H. Honywood~The rosarian's year book for 1896. 

54 pp. Imp. i6mo, 1896, paper, is. Bemrose 

77 Donovan, Dick— The mystery of Jamaica Terrace. 4 + 308 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Chatto & Windus 

78 Dooner, W. T.— To Coomassie and back. 70 pp. Map. Cr. 8vo, 1896, 

paper, is. SimpkiN 

79 Downman, Edward A.— English pottery and porcelain ; being a concise 

account of the development of the potter's art in England. 200 pp. 
Cr. 8vo, 1896, cloth, 5s. L. Upcott Gill 

80 Drinkwater, W. H.— Longman's word building and spelling book. 

122 pp. Cr. 8vo, 1896, IS. 6d. Longmans 

81 Dublin university calendar for the year 1896, to which are added the list of the 

senators and the university electors. 96 + 767 pp. i2mo, 1896, cloth, 4s. 

Longmans 

82 Dublin university examination papers : being a supplement to the university 

calendar for the year 1896. 7 + 563 pp. i2mo, 1896, cloth, 4s. 

Longmans 

83 Dudevant, A.— The complete French reader, compiled after that of F. Ahn. 

Revised with additions and edited with English notes by C. A Thimm. 
6th edition. 136 pp. Dy. 8vo, 1896, cloth, 2s. 6d. E. Marlborough 

84 Eckenstein, Lina — Woman under Monasticism. 16 + 496 pp. 

Roy. 8vo, 1896, buckram, 15s. Camb. Univ. Press 

85 Edershein, Rev. Alfred— History of the Jewish nation after the 

destruction of Jerusalem under Titus. 14 + 553 PP- ^vo, 1896, 
cloth, 1 8s. Longmans 

86 Edwards, Dr. T. C— The God man. Cr. 8vo, 1896, cloth, 3s. 6d. 

HoDDER & Stoughton 

87 EUicott, Rev. C. J.— Foundations of sacred study. 2nd series. 228 pp. 

La. post, 8vo, 1895, cloth, 2s. 6d. S.P.C.K. 

88 English men of letters series. Vol. 13. Bacon by Church. 

. . Bunyan by Froude. Bentley by Jebb. 8vo, 1895, cloth, 3s. 6d. Macmillan 
6 
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89 Euripides— Orestes. 38 + 216 pp. Ex. fcp. 8vo, 1895, cloth, 4s. 6d. 

Camb. Univ. Press 

90 Evans, A. Johnson, and Fearenside, C. S.— History of England from 

I7I4-I770> being part of the intermediate text book of English history. 
Vol. IV., 2nd edition. 236 + 16 pp. (University tutorial series). Cr. 8vo, 
1896, cloth, 3s. 6d. W. B. Clive 

91 Evans, M. A. B. — Nymphs, nixies and naiads. Illustrated by William 

A. Mc'CuUogh. Ill pp. i6mo, 1895, cloth, 5s. G. P. Putnam's Sons 

92 Evans, M. O.— Christianity and churchmanship. 32 pp. Cr. 8vo, i8q6. 

Paper, 6d, cloth, is. H. R. Allenson 

93 Fawcett, Edward— On the localisation of the foramina at the base of 

the skull. 16 pp. Fcp. 8vo, 1896, paper, is. Simpkin 

94. Fifth of November and other tales. Sm. cr. 8vo, 1896, cloth, 2s. 6d. 

Burns & Oates 

95 Fitzgerald, Percy— The layman's day, or jewels of practical piety. 

Fcp. 8vo, 1896, cloth, 2s. Burns & Oates 

96 Flugel-Schmidt-Tanger— A dictionary of the German and English 

languages for home and school. 2 vols. Dy. 4to, 1896, half basil, 
iSs., 8s. 6d. each vol. Asher 

97 For His sake: missions. 220 pp. Illus. 8vo, 1896, cloth, 2s. 

Religious Tract Society 

98 Fortescue, Hon. J. W.— Dundonald. 10 + 227 pp. Portrait (English men of 

action). Cr. 8vo, 1895, cloth, 2S. 6d. Macmillan 

99 Foster, G. C, and Atkinson, E.— Elementary treatise on electricity 

and magnetism. Founded on Joubert's " Trait6 Eldmentaire d'Electricit^." 
19 + 552 pp. Illus. Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

100 Fowler, Mabel E.— In fair Florence. 142 pp. Cr. 8vo, 1896, paper, is. 

Simpkin 

lOi Fraser, Mrs. Hugh— The brown ambassador : a story of the three days' 
moon. 6+197 pp. Cr. 8vo, 1895, cloth, 3s. 6d. Macmillan 

102 Fyffe, C. A.— A history of Modern Europe. 1792-1878. i + 1112 pp. 

Illus. with maps. Cr. 8vo, 1895, cloth, los. 6d. Cassell 

103 Gladstone, Bt. Hon. W. E., ed.— The works of Joseph Butler, Bishop of 

Durham. 2 vols. 8vo. 1896, cloth, 28s. Clarendon Press 

104 Gasquet, J. R.— Cardinal Manning. 125 pp Portraits. Cr. 8vo, 1896, 

cloth, IS. Catholic Truth Society 

105 Girardey, Very Rev. F. — Popular instructions on marriage. 191 pp. 

32mo, 1896, cloth, 2s. net Burns & Oates (Benziger, New York) 

106 Gordon, Armistead C. — Congressional currency ; an outline of the federal 

money system. 9 + 234 pp. Cr. 8vo, 1895, cloth, 5s. G. P. Putnam's Sons 

107 Gordon, Dr. A. J.-^The holy spirit in mission. 2nd edition. Cr 8vo, 1896, 

cloth, 3s. 6d. Hodder & Stoughton 

108 Green, Prof. William Henry— The higher criticism of the Pentateuch. 

198 pp. 8vo, 1895, cloth, 5s. 6d. R. D. Dickinson 

109 Green, Prof. William Henry— The unity of the book of Genesis. 

600 pp. 8vo, 1896, cloth, 7s. 6d. R. D. Dickinson 

110 Grenfell, B. P., ed.— Revenue laws of Ptolemy Philadelphus. 

55 + 253 pp. with folio of 13 plates. 2 vols. 4to, 1896, 31s. 6d. net. 

Clarendon Press 

ziz Gurney, Alfred— Day-dreams : Poems. 11+90 pp. Cr. 8vo, 1895, cloth, 
3s. 6d. Longmans 
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112 Haab, Dr. O.— Atlas of opthalmoscopy. 55 + 64 pp. Illus. Cr. 8vo, 1896, 
cloth, los. 6d Baillisrb, Tindall & Cox 

X13 Haggard, H. Rider— Montezuma's daughter. 12 + 325 pp. lUus. 
(Silver Library). Cr. Svo, 1896, cloth, 3s. 6d. Longmans 

X14 Hammond, Rev. J.— The forgiveness of sins. 121 pp. Illus. i2mo, 
1896, cloth, 2s. Skeffington & Son 

1x5 Hansen, E. C— Practical studies in fermentation. Translated by 
A. K. Miller. 277 pp. Illus. Dy. 8vo, 1896, cloth, 12s. 6d. 

E. & F. N. Spon 

116 Hardy, Thomas— The hand of Ethelberta. (Wessex uniform edition). 

10 + 480 pp., etching and map. Cr. 8vo, 1896, cloth, 6s. Osgood 

117 Hardy, Thomas— A laodicean. (Wessex uniform edition). 10 + 500 pp. 

etching and map. Cr. 8vo, 1896, cloth, 6s. Osgood 

118 Harris, Emily Marion— The Narrative of the Holy Bible. 2nd edition. 

12 + 372 pp. Cr. 8vo, 1895, cloth, 3s. 6d. Kegan Paul 

X19 Harrison, Rev. A. J.— The church in relation to sceptics, a conversational 
guide to evidential work. New edition. 16 + 348 pp. Cr. 8vo, 1896, 3s. 6d. 

Longmans 

120 Hawke, Leonard— Where the waters ebb and flow. 8 + 88 pp. 

Cr. 8vo, 1896, cloth, is. 6d. Digbv, Long 

121 Hayes, Capt. M. H.— Illustrated horse breaking. 2nd edition enlarged. 

^4 + 374 pp. Illus. Imp 32 mo, 1896, buckram, j£i is. W. Thacker 

122 Hazlitt, W. C. — ^The coin collector. 300 pp. 12 plates. (Collector series). 

Svo, 1896, cloth, 7s. 6d. net. George Redway 

123 Hedley, Bishop— Our divine Saviour and other discourses. 2nd edition. 

346 pp. Cr. 8vo, 1896, cloth, 6s. Burns & Oates 

124 Helps and hints to Christian workers. 48 pp. 24 mo, 1896, morocco limp, 

IS. R. L. Allan & Son (Glasgow) 

125 Heurtley, Rev. C. A. — Wholesome words: sermons on some important 

points of Christian doctrine. Preached before the University of Oxford, 
edited with a prefatory memoir of the author by Rev. William Ince. 
64 + 212 pp. Cr. Svo, 1896, cloth, ss. Longmans 

126 Hiorns, Arthur H.— A textbook of elementary metallurgy for the use 

of students. 2nd edition. 16 + 212 pp. Illus. Globe 8vOy 1895, cloth, 3s. 

Macmillan 

127 Hodges, Sydney— When leaves were green. 3 vols. Cr. 8vo, 1896, cloth, 

15s. net. Chatto & Windus 

128 Hogarth, G.— A wandering scholar in the Levant. 206 pp. Illus. 

Cr. Svo, 1896, cloth, 7s. 6d John Murray 

129 Holden, Clara M.— The warfare of girlhood. 96 PP- Cr. Svo, 1S96, 

cloth limp, IS. 6d. H. R. Allenson 

130 Holley, Marietta— Samantha in Europe. By Josiah Allen's wife. 200 pp. 

Illus. La. Svo, 1896, cloth, los. Funk & Wagnalls Co. 

131 Holmes, Oliver Wendell — Poetical Works. Cambridge edition. 

21 + 352 pp. Roy. Svo, cloth, Ss. 6d. Low 

132 Hooker, Sir J. D., and Jackson B. D., eds.— Index Kewensis, an 

enumeration of the genera and species of flowering plants from the time 
Linnaeus to the year 1SS5 inclusive. 2 vols. 4to, 1896, half morocco, 
;^io IDS. net. Clarendon Press 
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133 Hope, Anthony— Comedies of courtship. 352 pp. Cr. 8vo, 1896, cloth, 6s. 

A. D. Innes & Co. 

134 Horace— Odes. Book 3. 11 + 108 pp. (Pitt Press series). Ex. fcp. 8vo, 

1896, cloth, 2s. Camb. Univ. Press 

135 Housman, Laurence— The house of joy. 181 pp. Cr. 8vo, 1895, cloth, 6s. 

Kegan Paul 

136 HuUahy Dr. John— The history of modern music : a course of lectures 

delivered at the Royal Institution of Great Britain. 7th edition. 12 + 210 pp. 
8vo, 1896, cloth, 8s. 6d. Longmans 

137 Isaacs, Rev. F. W.— The beatitudes, as learned by the cross : thoughts 

on the Seven last words of our Lord. 83 pp. Cr. 8vo, 1896, cloth, is., 
paper, 6d. Mowbray 

138 Jacob, T. Evan— The civil service essay writer. 77 pp. Globe 8vo, 

1895, paper, is. Macmillan 

139 Jacob, T. Evan— Companion to the civil service essay writer. 63 pp. 

Globe 8vo, 1895, paper, is. 6d. Macmillan 

140 Jacob, T. Evan— The civil service reader. 8 + 207 pp. Globe 8vo, 1896, 

paper, 2s. Macmillan 

141 James, G. H.— Talks to the young folks. 160 pp. Crown 8vo, 1896, 

art linen, 2s. 6d. H. R. Allenson 

142 Jerome, Jerome K., ed.— The Idler. 4 + 596 pp. IHus. Roy. 8ve, 1896, 

cloth, SS. ChATTO & WiNDUS 

143 Jewett, Sarah Orne — The life of Nancy, and other stories. 322 pp. 

Cr. 8vo, 1896, cloth, 6s. Longmans 

144 Johnson, E. C— Annuities to the blind. 3rd edition. 15 + 238 pp. 8vo, 

1895, cloth, 3s. 6d. SiMPKiN 

145 Johnson, Sir George — History of the cholera controversy, with 

directions for the treatment of the disease, i + 78 pp. 8vo, 1896, cloth, 3s. 

G. & A. Churchill 

146 Johnson, Capt. T. G. — Francois Severin Marceau. 1769-1796. 

16 + 341 pp. lUus. Cr. 8vo, 1896, cloth, 5s. G. Bell 



X47 Kaposi— Disease of the skin. 684 pp. Illus. Roy. 8vo, 1896, cloth, 25s. 

Bailliere, Tindall & Cox 

148 Keane, A. H.— Ethnology. 30 + 442 pp. Illus. Cr. 8vo, 1895, cloth, los. 6d. 

Camb. Univ. Press 

149 Knies, Dr. Max— Disease of the eye. 470 pp. Illus. Roy. 8vo, 1896, 

cloth, 1 8s. Bailliere, Tindall & Cox 

150 King:, Grace— New Orleans, the place and the people, with illustrations by 

Frances E. Jones. 23 + 404 pp. Cr. 8vo, 1895, cloth los. 6d. Macmillan 

151 Kingsford, Dr. William— History of Canada. 1868-1815. Vol. 8. 

19 + 603 pp. with maps. Dy. 8vo, 1895, cloth, 15s. Kegan Paul 

152 Koch, A.— Academy architecture, 1895. Vol. 2. (Supplement). 148 pp. 

Illus. 4to, 1896, paper, 4s. net, cloth, 4s. lod. net. Simpkin 

153 Kompert, Leopold — Christian and Leah, and other ghetto stories. 

Translated by Alfred S. Arnold. 8 + 248 pp. Illus. (Iris series). 
Sq. fcp. 8vo, 1895, cloth, 2s. 6d. net. J. M. Dent 
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154 Laffan, May— Flitters, Tatters and the counsellor, and other sketches. 
8 + 340 pp. Cr. 8vo, cloth, 3s. 6d. Macmillan 

15s Lang, Andrew — Cock lane and common sense. New edition. 
20 + 357 PP« (Silver Library). Cr. Svo, 1896, cloth, 3s. 6d. Longmans 

156 Lang, Andrew— A monk of Fife : being the chronicle written by Norman 

Leslie, of Pitcullo, concerning marvellous deeds that befell in the realm of 
France in the years of our redemption, MCCCCXXIX-XXXI. Now first done 
into English, out of the French by Andrew Lang, with illustrations and initial 
letters by Selwyn Image. 8 + 396 pp. Cr. 8vo, 1896, cloth, 6s. Longmans 

157 Lawrence, Dr. T. J.— The principles of international law. 22 + 645 PP* 

8 vo, 1895, cloth, I2S. 6d. net. Macmillan 

158 Lawson, W. Elsworth— Heroic endeavour. 52 pp. Nar. 8vo, 1896, 

paper, is. H. R. Allenson 

159 Lees, J.— Questions on Shakespeare's Julius Cssar. 72 pp. Post 8vo, 

1896, cloth limp, IS. Allman & Son 

160 Leith- Adams, Mrs. — The old pastures : a story of the woods and fields. 

319 pp. Cr. Svo, 1895, ^rt canvas, 6s Kegan Paul 

161 Little, Canon W. J. Knox— A treasury of meditation. 363 pp. 

i2mo, 1896, cloth, 3s. 6d. Skeffington & Son 

162 Littledale, Willoughby A.— The registers of Christchurch, Newgate 

Street. 1538-1754. 518 pp. Plate. Sup. roy. Svo, 1896, cloth, £1 is., 
sold only to members of Harleian Society. Michell & Hughes 

163 Lock, C. G. W.— The miner's pocket book. 2nd edition. 472 pp. Illus. 

Fcp. 8vo, 1896, roan, 12s. 6d. E. & F. N. Spon 

164 Lockwood, C. B.— Traumatic infection : Hunterian lecture delivered at the 

Royal College of Surgeons of England. 138 pp. Illus. Cr. 8vo, 1896, 
cloth, 3s. Young J. Pentland 

i(^ Louis, Francois — Poesies de Tenfance choisies. 6th edition. 160 pp. 
1 2 mo, 1896, cloth, IS. 6d. E. Marlborough 

z66 Luckock, Dr. Herbert Mortimer— After death; an examination of the 
testimony of primitive times respecting the state of the faithful dead and their 
relationship to the living. New edition. 15 + 271pp. Cr. Svo, 1896, cloth, 
3s. 6d. Longmans 

167 Luckock, Dr. Herbert Mortimer— The bishops in the Tower : a record 
of stirring events affecting the Church and Nonconformists from the restoration 
to the revolution. New edition. 16 + 225 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Longmans 

x68 Luckock, Dr. Herbert Mortimer— The divine liturgy ; being the order for 
Holy Communion, historically, doctrinally, and devotionally set forth, in fifty 
portions. New edition. 28 + 414 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Longmans 

169 Luckock, Dr. Herbert Mortimer — Footprints of the Son of Man, as 

traced by St. Mark ; being eighty portions for private study, family reading 
and instructions in church. New edition. 20 + 403 pp. Cr. 8vo, 1896; 
cloth, 3s. 6d. Longmans 

170 Luckock, Dr. H. M.— The intermediate state between death and 

judgment ; being a sequel to " After death.*' New edition. 16 + 258 pp. 
Cr. Svo, 1896, cloth, 3s. 6d. Longmans 

171 Luckock,. Dr. Herbert Mortimer— Studies in the history of the book of 

common prayer ; the Anglican reform ; the Puritan innovations ; the 
Elizabethan reaction; the Caroline settlement, with appendices. New 
editions. 32 + 257 pp. Cr. Svo, 1896, cloth, 3s. 6d. Longmans 
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172 McCarthy, Justin Huntly — A London legend. Cheap edition. 

8 + 312 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

173 MacColl, Rev. Malcolm— England's responsibility towards Armenia. 

4th edition. 9 + 80 pp. 8vo, 1896, paper, 6d. Longmans 

Z74 Mackinnon, James— The union of England and Scotland : a study of 
international history. 18 + 524 pp. 8vo, 1896, cloth, i6s. Longmans 

175 Maclean, A. J. — Grammar of vernacular Syriac. 20 + 364 pp. Dy. 8vo, 

1896, cloth, 1 8s. Camb. Univ. Press 

176 Macmahon, Ella— A pitiful passion. 348 pp. Cr. 8vo, 1896, cloth, 6s. 

Hutchinson 

177 Macmillan's official copy books. 13 books. 1895, paper, 2d. each. 

Macmillan 

178 Maitland, Edward — ^Anna Kingsford; her life, letters, diary and works,. 

896 pp. lUus. Dy. 8vo, 1896, cloth, ji^i iis. 6d. net. George Redway 

179 Malleson, Col — Delagoa bay: the key to South Africa. 32 pp. Post 8vo, 

1896, paper, 6d. Harrison & Sons 

x8o Mantegazza, Paolo— The art of taking a wife. 3rd edition. 310 pp. 
Fcp. 8vo, 1896, cloth, 3s. 6d. Gay & Bird- 

181 Marden, Orison Swett— Architects of fate ; or, steps to success and power. 

464 pp. Post 8vo, 1895, art linen, 3s. 6d. Nelson 

182 MartineaUy Dr. James — Hours of thought on sacred things : sermons. 

New edition. 2 vols. Cr. 8vo, 1896, cloth, 3s. 6d. each. Longmans 

183 Martineau, John — ^The Transvaal trouble, how it arose: being an 

extract from the life of Sir Bartle Frere. 262 pp. Cr. 8vo, 1896, paper, 2s. 

John Murray 

184 Mathers, Helen— The rebel. 2nd edition. 216 pp. 24mo, 1895, cloth, 2s. 

Mentz, Kenner & Gelberg 

185 Mathewy Frank— The wood of the brambles. 462 pp. Cr 8vo, 1896,. 

cloth, 4s. 6d. net. John Lane. 

X86 Maxwelly Mrs. — Translated : a brief memoir of Eustace G. D Maxwell. 4th 
edition. 96 pp. Illus. Cr. 8vo, 1896, leatherette, is. Marshall Bros. 

187 Medical Directory for 1896, including the London medical directory, the 
provincial medical directory, the jnedical directory for Wales, Scotland, 
Ireland, &c. 52nd edition. 1983 pp. 8vo, 1896, 14s. G. & A. Churchill 

z88 Merriman, Henry Seton—The sowers. 6 + 378 pp. Cr. 8vo, 1896, cloth, 6s. 

Smith, Elder 

189 Miller, E. D.— Modern polo. Edited by Capt, M. H. Hayes. 14 + 324 pp. 

Illus. Imp. 32mo, 1896, cloth, 12s. 6d. W. Thacker 

190 Mind : a quarterly review of psychology and philosophy, edited by G. F. Stout 

with the co-operation of Professor H. Sidgwick, Professor W. Wallace, Dr. 
Venn, Dr. Ward and Professor E. B. Titchenet. New series. Vol. IV., 1895, 
8 + 560 pp Dy. 8vo, 1895. Williams & Norgate 

191 Modern reader's Bible, The : a series of works from the sacred scriptures 

presented in modern literary form. Proverbs edited with introduction and 
notes by Richard G. Moulton. 24 + 194 pp. i6mo, 1895, cloth. 2s. 6d. 

Macmillan 

192 Molesworthy Mrs. Mary : a nursery story for very little children. 10 + 180 pp» 

Illus. Globe 8vo, 1896, cloth, 2s. 6d. Macmillan 

193 Muirheady Alice Jane — Helen Murdoch, or treasures of darkness. 256 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. H. R. Allenson 
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194 MulhoUand, Rosa— Our own story, and other tales. 250 pp. Cr. 8vo, 1896, 
cloth, 2S. 6d. Catholic Truth Society 

19s Murche, Vincent T.— Object lessons for infants. Vol. 2. 12 + 199 pp. 
Illus. Globe Svo, 1895, cloth, 2s. 6d. Macmillan 

196 Murray, Henry — The ordeal of Thomas Taffler: costermonger. 

140 pp. Illus. Fcp. 8vo, 1896, paper, is. Ward & Downey 

197 Murray, Dr. J. A. H.— The Oxford English dictionary. (Development— 

Diffluency). 64 pp. 4to, 1896, paper, 2s. 6d. Clarendon Press 

198 Murray, Dr. John— On the deep and shallow water marine fauna of the 

Kerguelen Islands of the great southern ocean. (Transactions of the 
Royal Society of Edinburgh. Vol. 38, No. 10). 157 pp. Map. Med. 410, 
1896, paper, 12s. 6d. Williams & Norgate 

199 Muther, Prof. Richard— The history of modern painting. 3 vols. Vol. 2. 

836 pp. Illus. Imp. 8vo, 1896, cloth, i8s. 6d. net. H. Henry 

200 Neumann, L.— German Chips. Series I. 12 pp. Dy. 8vo, 1896, paper, 3d. 

T. Brear & Co. (Bradford) 

201 Norway, Arthur H.— History of the post office packet service between 

the years 1793-1815, compiled from records, chiefly official. 12 + 312 pp. 
Illus. Cr. 8vo, 1895, cloth, 8s. 6d. net. Macmillan 

202 Origen. Commentary on St John. 2 vols. Cr. 8vo, 1896, cloth, 15s. net. 

Camb. Univ. Press 



203 Parry, John— The parish district visiting book and sick and communi- 

cants' list. 90 pp. Cr. 8vo, 1896, limp pigskin, 2s. net. H. R. Allenson 

204 Parsons, Mrs.— Wrecked and saved. 219 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Burns & Gates 

205 Peile, Thomas Williamson— One hundred and ten Bible readings from 

Genesis, compiled and prepared for use of schools, &c. 8 + 316 pp. 
Dy. 8vo, 1896, cloth, 6s. Bemrose 

206 Phillips, Claude— The picture gallery of Charles I. 128 pp. Illus. 

Sup. roy. 8vo, 1896, paper, 3s. 6d. net. Seeley 

207 Pidgeon, Daniel — ^Venice. 152 pp. Frontispiece. Pott 8vo, 1895, cloth, 

3s. 6d. net. * Kegan Paul 

208 Plotinus, Select works of, translated by Thomas Taylor, new edition with 

preface, &c., by G. R. S. Mead. 74 + 343 pp. (Bohn's Philosophical Library). 
Post 8vo, 1896, cloth, 5s. G. Bell 

209 Poe, Edgar Allan— Works. Vols. 5-8. La. fcp. 8vo, 1896, cloth, 2s. 6d. 

net per vol. James Shiells 

210 Pole, William— The philosophy of music ; being the substance of a course 

of lectures delivered at the Royal Institution of Great Britain, in February and 
March, 1877. 4th edition, revised. 20 + 328 pp. La. post 8vo. (English 
and Foreign Philosophical Library). 1895, doth, 7s. 6d. Kegan Paul 

21 1 Pollock, Sir Frederick— An introduction to the history of the science 

of politics. 12 + 128 pp. Cr. 8vo, 1895, cloth, 2s. 6d. Macmillan 

212 Pope, Alexander — Essay on man. Epistles 1-4, with introduction and 

notes by E E. Morris. 32 + 93 pp. (English Classics). Globe 8vo, 1895, 
cloth, IS. 9d. Macmillan 

213 Praed, Mrs. Campbell— Mrs. Tregaskiss. 3 vols., or 8vo, 1896, cloth, 

15s. net. Chatto & Windus 

2x4 Purcell, Edmund Sheridan— Life of Cardinal Manning, Archbishop of 
Westminster. 2 vols., portrait. 8vo, 1895, cloth, 30s. net. Macmillan 
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215 Quain, Jones,— Elements of anatomy. Edited by Edward Albert Schafer 
and George Dancer Thane. loth edition. Vol. 3, part 4. Splanchnology. 
8 + 344 pp. lUus. Roy. 8vo, 1896, cloth, i6s. Longmans 

2X6 Randolph, B. W. — ^The law of Sinai ; being devotional addresses on the 
Ten Commandments. 8 + 194 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

217 Rawnsley, Canon H. D.— Harvey Goodwin, Bishop of Carlisle. 372 pp. 

lUus. 8vo, 1896, cloth, 1 6s. John Murray 

218 Reade, Charles— The course of true love never did run smooth, and 

Singleheart and Doubleface. 8 + 264 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Chatto & Windus 

219 Reid, Rev. William, Temperance autobiography of. 274 pp. Portrait. 

Cr. 8vo, 1895, cloth, 2s., paper, is. Houlston & Sons 

220 Retz, Cardinal de. Memoirs of, translated from the French of 1723. 

15 + 304 PP- Portrait (Historic Memoir series). Dy. 8vo, 1896, cloth, los. 6d. 

H. S. Nichols 

221 Romanes, George John, Life and letters of, written and edited by his wife. 

10+360 pp. lUus. 8vo, 1896, cloth, 15s. Longmans 

222 Roscoe, Henry E., and Harden, Arthur— A new view of the origin of 

Dalton's atomic theory. 12 + 191 pp. lUus. 8vo, 1896, cloth, 6s. net. 

Macmillan 

223 Rossetti, Christina — New poems, hitherto unpublished or uncollected. Edited 

by William Michael Rossetti. 24 + 397 pp. Globe 8vo, 1896, cloth, 7s. 6d. 

Macmillan 

224 Rotch, Dr. T. M. — Pediatries : the hygiene and medical treatment of children. 

12 + 1 124 pp. lUus. Roy. 8vo, 1896, cloth, 25s. net. Young J. Pentland 

225 Royal Historical Society, Transactions of. Vol. 9. 6 + 296 pp. 8vo. 

1895, cloth, 2 IS. Longmans 

226 Royal science reader. Book 2. 146 pp. lUus. Post 8vo, 1896, cloth, rod. 

Nelson 

227 Sachs, Dr. B.— Nervous disease of children. 688 pp. Illus. Roy. 8vo, 

1896, cloth, 2 IS. Bailliere, Tindall & Cox 

228 Salvadori, T. — Catalogue of birds in the British Museum. Vol. 27. 

1895. Catalogue of the Chenomorphae. (Palamideae, Phoenicopteri Anseres, 
Crypturi and Ratitae). 9 + 636 pp. Illus. 8 vo, 1895, cloth, 32s. Longmans 

229 Scott, Sir Walter— Lady of the lake. 24 + 238 pp. (Pitt Press series). 

Ex. fcp. 8vo, 1896, cloth, 2S. 6d. Camb. Univ. Press 

230 Scott, Sir Walter— Lay of the last minstrel. 32 + 204 pp. (Pitt Press 

series). Ex. fcp. 8vo, 1896, cloth, 2s. Camb. Univ. Press 

231 Scott, Sir Walter— Waverley novels. Standard edition. Vol. 4. Rob Roy. 

54 + 423 pp. Illus. Cr. 8vo, 1896, art canvas, 2s. 6d. A. & C. Black 

232 Sea of Galilee mission of the Free Church of Scotland. 94 pp. Illus. 

Sm. 4to., 1895, cloth, 2S. 6d. Nelson 

233 Sergeant, Adeline — Erica's husband. 2 vols. Cr. 8vo, 1896, cloth, 14s. 

Hurst & Blackett 

234 Sergeant, Adeline— Roger Vanbrugh's wife. 339 pp. Cr. 8vo, 1896, 

cloth, 6s. Hutchinson 

23s Shaler, Nathaniel Southgate— Domesticated animals: their relation to 
man and to his advancement in civilization. 12 + 268 pp. Illus. Roy. 8vo, 

1896, cloth, I OS. 6d. net. Smith, Elder 

236 Shannon, C H., and White, G. W. Gleeson, eds.— The pageant, 1896. 
25 pp. Illus. 4to, 1896, cloth, 6s. net ; large paper edition ;^i is. net. 

H. Henry 
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^7 Shapcote, Emily Mary— Legends of the Blessed Sacrament ; gathered 
from the history of the Church and lives of the Saints. New edition. 1 74 pp. 
Illus. 4to, 1896, cloth, 6s. Burns & Gates 

238 Shakespeare, William — Coriolanus, with preface glossary, etc., by Israel 

Gollanez. 10 + 194 pp. Frontispiece. (Temple Shakespeare). 1896, 
cloth, IS. net, paste grain, is. 6d net. J. M. Dent 

239 Shakespeare, William— Troilus and Cressida, with preface glossary, etc. , 

by Israel Gollanez. 12 + 180 pp. Frontispiece (Temple Shakespeare). 
1896, cloth, IS. net, paste grain, is. 6d. net. J. M. Dent 

240 Shears, James C— Machinery and apparatus for manufacturing 

chemists. 93 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. E. Marlborough 

241 Sienkiewicz, Henryk — Without dogma. Translated from the Polish by Iza 

Young. 12 + 424 pp. Cr. 8vo, 1895, 4s. 6d. net. J. M. Dent 

242 Smith, Mrs. J. Alexander (Annie M. Young) — Doe no yll, or the Brandon 

family motto. 160 pp. Illus. Cr. 8vo, 1896, cloth, is. 6d. and 2s. 

Wesleyan Meth. S. S. U. 

243 Smyly, Judge— Annual county courts practice. 50 + 1432 PP- Dy. 3vo, 

1896, cloth, 25s. Sweet & Maxwell 

244 Socin, Dr. A. — Arabic grammar : paradigms, literature exercises and glossary. 

2nd edition, translated from the third German edition by the Rev. Arch. R. S. 
Kennedy. 16 + 159 pp. Cr. 8vo, 1895, cloth, 8s. 6d. 

Williams & Norgate 

245 Soulsby, Lucy H. M.— Stray thoughts for girls. New edition. 

8 + 186 pp. i6mo, 1896, cloth, IS. 6d. net. Longmans 

246 Southam, A. D. — Electrical Engineering as a profession. How to enter 

it, and guide to the engineering profession. 197 pp. Illus. Cr. 8vo, 1896, 
official edition, cloth, 3s. 6d. net. Southam & Co. 

247 Souvestre, Emile— Un philosophe sous les toits, with introduction notes, 

exercises and vocabulary by Louis Moriarty. 20 + 253 pp. (Primary series). 
Globe 8vo, 1895, cloth, 2s. 6d. Macmillan 

248 Spurr, Rev. F. C— The exiled God. 96 pp. i2mo, 1896, is. 

Marshall, Bros. 

249 Stacpoole, H. de Vere— Pierrot : a story. 163 pp. (Pierrot's Library). 

i2mo, 1896, cloth, 2S. net. John Lane 

250 Staley, Rev. Vernon— Plain words on the Holy Catholic Church, sth 

edition. 117 pp. Illus. i6mo, 1896, cloth limp, is. net. 

* Skeffington & Son 

251 Stanley, H. M.—Coomassie : the story of the campaign in Africa, 1873-4, 

with illustrations by Melton Prior. 212 pp. Illus. Cr. 8vo, cloth, 2s. 6d. 

Low 

252 Steams, Frank Preston— The midsummer of Italian art, containing an 

examination of the works of Fra Angelico, Michel Angelo, Leonardo da Vinci, 
Raphael, Santiand Correggio. 9 + 321 pp. Illus. Cr. 8vo, 1895, cloth, 9s. 
net. G. P. Putnam's Sons 

253 Steams, Frank Preston— Sketches from Concord and Appledore. 

Concord thirty years ago ; Nathaniel Hawthorne ; Louise M. Alcott ; Ralph 
Waldo Emerson ; Matthew Arnold ; David A. Wasson ; Wendell Phillips ; 
Appledore and its visitors; John Greenleaf Whittier. 12 + 276 pp. Illus. 
Cr. 8vo, 1895, cloth, 9s. G. P. Putnam's Sons 

254 Stevens, Dr. G. B. — Doctrine and life : a study of some of the principal truths 

of the Christian religion in their relation to Christian experience. 247 pp. 
i2mo, 1896, cloth, 6s. 6d. Gay & Bird 
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255 Stewart, Dr. G. N.— Physiolog^y. 796 pp. Ulus. 8vo, 1896, cloth, 15s. 

Bailliere, Tindall & Cox 

256 Stoddardy Charles Augustus— Cruising among the Caribbees. Summer 

days in winter months. 12 + 198 pp. lUus. Dy. 8vo, 1896, cloth, 7s 6d. 

Kegan Paul 

257 Sturges' guide to the game of draughts, revised by J. A. Kear. 28 + 240 pp. 

Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net. G. Bell 

258 Sturgis, Julian— A master of fortune. 206 pp. Nar. 8vo, 1896, cloth, 2s., 

paper, is. 6d. Hutchinson 

259 Sutton, Henry Septimus— Five essays for students of the divine 

philosophy of Swedenborg. 7 + 227 pp. Cr. 8vo, 1895, cloth, 3s. 6d. 

James Speirs 

260 Sweetman, Walter— Roland Kyan : an Irish sketch. 8 + 284 pp. Cr. 8vo, 

1896, cloth, 6s. DiGBY, Long 

261 Swinburne, Algernon. Charles— A word for the Navy : poem. 16 pp. 

Cr. 8vo, 1896, paper, id. net. George Redway 

262 Talmage, T. de Witt— Around the tea table. New edition. 276 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s. James Blackwood 

263 Tarr, Ralph S.— Elementary physical geography. 32 + 488 pp. Illus. 

Cr. 8vo, 1895, cloth, 7s. 6d. net. Macmillan 

264 Tebbutt, Arnold— A hand-book of bandy, or hockey on the ice. 57 pp. 

Illus. Cr. 8vo, paper, is, Horace Cox 

265 Thom— Official directory of the United Kingdom and Ireland for 1896. 

50 + 1939 pp. Dy. 8vo, 1896, cloth, £t is. Longmans 

266 Thompson, Sir Edward Maunde— English illuminated manuscripts. 

67 pp. Illus. Folio, 1895, half parchment, i8s. net. Kegan Paul 

267 Tool-Basket for preachers, Sunday School Teachers and open-air 

workers. 89 pp. i6mo, 1895, art linen, is. H. R. Allenson 

268 Trail, Prof. H. D.— The barbarous Britishers : a tip top novel. 96 pp. 

Cr. 8vo, 1896, paper, is. net. John Lane 

269 Underwood, Capt. W. J. — Emerson and Swedenborg: a review of 

Emerson's lecture on Swedenborg. 5c pp. Cr. 8vo, 1896, leatherette. 

James Speirs 

270 University correspondent and University Correspondence College 

magazine. Vol. IV., 1895. 816 + 8 pp. Dy. 4to, 1896, cloth, 5s. 

W. B. Clive 

271 Vedder, Henry C— American writers of to-day. 326 + 7 pp. Cr. 8vo, 1896, 

cloth, 7s. 6d. Gay & Bird 

272 Vergil, Aeneid. Book VIII. A vocabulary, in order of the text, with test 

papers interleaved. 20 pp. (University Tutorial series). Cr. 8vo, 1896, 
paper, is. W. B. Clive 

273 Villiers, John de— The Transvaal. 10 + 88 pp. Illus. with map. 1896, 

paper, is. Chatto & Windus 

274 Vincent, W. T.— In search of gravestones, old and curious. 1 14 pp. 

Illus. Dy. 8vo, 1896, cloth, 6s. Mitchell & Hughes 

27s Vintras, Louis— A pagan soul. 316 pp. Cr. 8vo, 1896, cloth, 6s. 

Hurst & Blackett 

276 Vjrse, Maud— The poetic year and other poems. 8 + 68 pp. Cr. 8vo, 

1896, cloth, 2s. 6d. H. R. Allenson 

277 Walford, Edward— The complete peerage, baronetage, knightage, 

and House of Commons, 1896. 882 pp. 32mo, 1896, cloth, 5s. 

Chatto & Windus 
IS 
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278 Walford, Edward— House of Commons, 1896. 16 + 194 pp. 321110, 1896. 

cloth, IS. ChATTO & WiNDUS 

279 Walford, Edward— Shilling baronetage, 1896. 6 + 208 pp. 32mo, 1896 

cloth, IS. ChATTO & WiNDUS 

280 Walford, Edward— Shilling knightage, 1896. 12 + 226 pp. 32mo, 1896, 

cloth, IS. ChATTO & WiNDUS 

281 Walford Edward— Shilling peerage, 1896. 10 + 210 pp. 32mo, 1896, 

cloth, IS. ChATTO & WiNDUS 

282 Walker, Louisa— Varied occupations in string work, comprising^ 

knotting, netting, looping, plaiting and macrame. 16 + 254 pp. 

Illus. Globe 8vo, 1896, cloth, 3s. 6d. Macmillan 

283 Ward, B. W.— Sir Geoffrey de Skeffington : a romance of the crusades. 

8 + 310 pp. Cr. 8vo, 1896, cloth, 6s. Digby, Long 

284 Watson, William— Purple east : poems. 48 pp. Illus. Fcp. 8vo, 1896, 

paper, is. net. John Lane 

285 Waugh, Joseph Laing— And a little child shall lead them. 188 pp. 

Frontispiece. Pocket 8vo, 1896, paper, is. Oliphant, Anderson & Ferrier 

286 Webster, Rev. F. S.— The secret of holiness. 112 pp. Fcp 8vo, 1896, 

paper, is. net. Marshall Bros. 

287 Weekley, E., and Wyatt, A. J.— The tutorial French grammar, 

381+8 pp. (University Tutorial series). Cr, 8vo, 1896, cloth, 4s. 6d. 

W. B. Clive 

288 Wharton, James— Peeps heavenward for young disciples. 3rd edition. 

60 pp. 8vo, 1895, cloth, 6d. R. L. Allan & Son (Glasgow) 

289 Whjrte, Dr. Alexander— Lancelot Andrewes and his private devotions : 

a biography, a transcript and an interpretation. 2nd edition. 8 + 226 pp. 
Post 8vo, 1896, art linen, 3s. 6d. Oliphant, Anderson & Ferrier 

290 Wilson, H. W.— Ironclads in action : a sketch of naval warfare from 1855 

to 1875, with an introduction by Captain A. T. Mahon, U.S.N., with maps 
and plans. Illus. 2nd edition. 2 vols. 8vo, 30s. Low 

291 Windsor magazine. Vol. II. 746 pp. Illus. Roy. 8vo, 1896, cloth, 6s. 

Ward, Lock & Bowden 

292 Woman, what have I to do with thee ? A dissertation on the position of 

Mary in redemption on the doctrine of invocation of Saint. 147 pp. Cr. 8vo, 
1895, cloth, 2S. Kegan Paul 

293 Woods, R. A., and others —The poor in great cities : their problems and 

what is being done to solve them. 422 pp. Illus. Dy. 8vo, 1896, cloth, 12s. 

Kegan Paul 

294 Woolsey, Abby Howland— Handbook for hospitals. 5 + 267 pp. Cr. 8vo, 

1895, cloth, 3s. 6d. G. P. Putnam's Sons 

295 Wright, T. H. — Eddies : poems. 68 pp. 8vo, 1896, paper, 2s. net. 

SiMPKIN 

296 Wylie, J. H.— History of England under Henry IV. Vol. III. 1407-1410. 

11+482 pp. Crown 8vo, 1896, cloth, 15s. Longmans 

297 Year book of treatment for 1896: a critical review for practitioners of 

medicine and surgery, i +484 pp. Dy. 8vo, 1895, cloth, 7s. 6d, Cassell 

298 Yellow book. Vol. VIII. 406 pp. Illus. Pott 4to, 1896, cloth, 5s. net. 

John Lane 

299 Zimmern, Alice— Porphyry, the philosopher, to his wife Marcella. 

78 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net George Redway 
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300 Abbott, A. C— The principles of bacteriology: a practical manual for 

students and physicians. 3rd edition. 493 pp. lUus. Post 8vo, 1896, cloth, 
I2S. 6d net. H. K. Lews 

301 Ag^uilar, Grace— The days of Bruce. 560 pp. lUus. (Adventure library). 

Cr. Svo, 1896, cloth, 3s. 6d. Warne 

302 Aikman, Dr. C. M.— The food of crops and how to apply it. 88 pp. 

Cr. Svo, 1896, cloth, 2S. Vinton 

303 Alcott, Louisa M. — Little women, or, Meg, Jo, Beth and Amy. 16 + 

590 pp. Illus. 4to, 1896, cloth, 6s. Walter Scott 

304 Allenshaw, Ernest— Failure, a timely warning; Success, a practical guide. 

88 pp. Fcp. 8vo, 1896, cloth, is. Sonnenschein 

305 Allies, Thos. W.— The monastic allies, from the Fathers of the Desert to 

Charlemagne. 22 + 382 pp. Dy. 8vo, 1896, cloth, 9s. net. Kegan Paul 

306 American steam and hot water practice. 317 + 7 PP- IWus. Dy. 4to, 

1896, cloth, 1 6s. net. Engineerifg Record Office 

307 Andrews, William, ed.— Curious church gleanings. 286 pp. Illus. 

8vo, 1896, cloth, 7s. 6d. Simpkin 

308 Anson, Commander W. V.— Detail book for the use of Her Majesty's 

ships. 104 pp. Sq. i6mo, 1896, cloth, 2s. 6d. J. Griffin (Portsmouth) 

309 Appleton, G. W.— A philanthropist at large. 320 pp. Cr. 8vo, 1896, 

cloth, 6s. Downey & Co. 

310 Arabian Nights Entertainments. Translated from the Arabic. New 

edition. 556 pp. (Universal library). Illus. Roy. 8vo, 1896, cloth, 5s. 

James Blackwood 

311 Archer, A. H.— Practical veterinary advice for steckowners. 80 pp. 

Cr. 8vo, 1896, cloth, is. 6d. Vinton 

312 Archer-Hind, T. H.— Some scripture problems and their solutions. 

58 pp. Cr. Svo, 1896, cloth, 3s. 6d. Stock 

313 Are these things so. 63 pp. Fcp. 8vo, 1896, paper, 6d. John Hodges 

314 Armstrong, F.— "Old Caleb's will.*' 256 pp. (Our girls* bookshelf series). 

Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

315 Arnold, Matthew— Poems. 203 pp. (Olive series, Vol. i). Portrait. Cr. 

i6mo, 1896, cloth, IS. Routledge & Sons 

316 Arnold, Matthew — Poems. Vol. 3. Dramatic and later poems. 8 + 352 pp. 

(Eversley series). Globe 8vo, 1895, cloth, 5s. Macmillan 

317 Art, modern English. 12 4- 50 pp. Illus. Roy. 4to, 1895, cloth, J[^2 2s. net. 

Blades 

318 Atkinson, Philip—Electricity for everybody, its nature and uses explained. 

239 pp. Illus. Cr. 8vo, 1895, cloth, 5s. Gay & Bird 

319 Austin, Alfred— England's darling: poem. 20+ 104 pp. Cr. Svo, 1896, 

cloth, 6s. Macmillan 



320 Bahadur, Yussuff Khan— Mahommedan law relating to marriage, 

divorce, &c. 2 vols, 8to, 1895, cloth, 30s. W. Thacker 

321 Bailey, L. H. — Plant-breeding; being five lectures upon the amelioration of 

domestic plants. 12 + 293 pp. (Garden-craft icries). Globe 8vo, 1895, 
cloth, 4s net. Macmillan 

322 Baker, J. G.— New ferns of 1892-93. 12 pp. (Bounical series). Dy. 8vo, 

1896, paper, is. net. Henry Frowde 

323 Balzac, Honord de— The atheist's mass and other stories. Translated 

by Clara Bell, edited by Prof. G. Saintsbury. 16 + 292 pp. Illus. 
Cr. Svo, 1896, cloth, 31. 6d. net. J. M. Dint 



Digitized by 



Googl( 



324 Balzac, Honord de — Old Goriot. Translated by Ellen Marriage, with preface 

by George Saintsbury. 12 + 308 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net. 

J. M. Dent 

325 Battles of the z^th century. Vol. i, 768 pp. Illus. 4to, 1896, cloth, 9s. 

Cassell 

326 Baxter, Rev. W. L.— Sanctuary and sacrifice : a reply to Wellhausen. 

511 pp. (Bible students library). Vol. 4. Dy. 8vo, 1896, cloth, 6s. 

Eyre & Spottiswoode 

327^Bayley, R. Child— Modem magic lanterns : a guide to the management of 

the optical lantern for the use of entertainers, lecturers, photographers and 

others^ 122 pp. Illus. Cr. 8vo, 1895, paper, is. Upcott Gill 

328 Baynes, Thomas Spencer— Shakespeare studies and essay on 

English dictionaries. 2nd edition. 16 + 409 pp. Cr. 8vo, 1896, cloth, 
fs, 6d. Longmans 

329 Beale, Alfred— Excelsior English-Spanish and Spanish-English 

dictionary, commercial and technical. 7 + 342 pp. Sm. cr. 8vo, 1896, 
roan^ los. 6d. Kegan Paul 

330 Beale, E. J., ed.— Carter's practical gardener. 16th edition. 211 pp. 

Illus Cr. 4to, 1896, paper, is. E. Marlborough 

331 Beeman, Neville, ed. — The Kent magazine: quarterly. Vol. i. No. i. 

122 pp. Illus. Imp. post, 1896, paper, 2s. 6d. net. Tower Publishing Co. 

332 Begg, H.— British Columbia. 568 pp. Maps. Dy. 8vo, 1896, cloth, 12s. 6d. 

Low 

333 Bell, Rev. Chas. D.— Tales told by the fireside. 254 pp. Cr. 8vo, 1896, 

cloth, 5s. Stock 

334 Berdoe, Edward — Browning and the christian faith. 260 pp. Cr. 8vo, 

1896, cloth, 58. G. Allen 

335 " Bertram*' — By your leaves, gentle men ! A poem, in reply to Mr. 

W. Watson's " apologia," and some other poems and fragments. 80 pp. Cr. 
8vo, 1896, cloth, 4s. 6d. net. Simpkin 

336 Bevan, Frances A. — Matelda and the cloister of Hellfde : extracts from 

the book of Matilda of Magdeburg. Vol. i. 4 + 159 pp. Cr. 8vo, 1896, cloth, 

2S. 6d. NiSBET 

337 Bible women and nurses : a record of the work of the London bible and 

domestic female mission. Yearly Vol. 12. 260 pp. Illus. 4to, 1896, cloth, 3s. 

Cassell 

338 Bibliogjaphica : papers on books; their history and art. Vol. 2. 503 pp. 

Illus. La. imp. 8vo, 1895, Half morocco, ^£2 2s. net. Kegan Paul 

339 "J Bindley, Rev. T. Herbert — The creeds: four addresses. 60 pp. Sm. post 
8vo, 1896, limp cloth, 6d. S P.C.K. 

340 Blatchford, Robert (Nunquam)~Fantasias. 2nd edition. 170 pp. Cr. 8vo. 

1896, paper, is. Walter Scott 

341 Blatchford, Robert— The Nunquam papers. 2nd edition. 173 pp. Cr. 

8vo, 1896, paper, is. Walter Scott 

342 Bloomfield, Charles— An old Roman city. 178 pp. Illus. La. 8vo, 1895, 

cloth, IS. 6d. R. L. Allan & Son, (Glasgow) 

343 Boissier, Gaston — Rome and Pompeii. 435 pp. Maps and plans. 

La. cr. 8vo, 1896, cloth, 7s. 6d. Fisher Unwin 

344 Bold, Philip— Catholic doctrine and discipline simply explained. 

Edited by Father Eyre. 10 + 340 pp. Dy. 8vo, 1896, cloth, 10s. 6d. 

Kegan Paul 

345 Bonnechose, Emile de— Bertrand du Guesclin, connetable de 

France et de Cdstille. Edited by Ernest Weekley, introduction, 
text and notes. 155 pp. (The university tutorial series). Cr. 8vo, 1896, cloth, 2s. 

W. B. Clive 
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346 Bonney, T. G. — Ice work ; present and past 14 + 295 pp. With maps. 

(International scientific series, vol. 78). 1896, cloth, 5s. Kegan Paul 

347 Book by book. Vol. i. Old Testament. 8 + 344 pp. Cr. 8vo, 1896, cloth, 

4s. 6d. ISBISTER 

348 Book by book. Vol. 2. New Testament. 8 + 230 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. ISBISTER 

349 Book prices current. 8 + 527 pp. 8vo, 1896, buckram, j£i 7s. 6d. net. Stock 

350 Book queries. The international book finder, V0I.4. 4 + 320 pp. Post 4to, 

1896, cloth, 4s. Jaggard & Co., (Liverpool) 

351 Booth, Charles— Life and labour of the people in London. Vol. 7. 

Population classified by trades (continued). 8 + 508 pp. 8vo, 1896, cloth, 
7s. 6d. net. Macmillan 

352 Bommann, Edwin— The Shakespeare secret. 278 pp. Illus. La. 8vo, 

1895, cloth, 2 IS. net. Wohlleben 

353 Borrow, George— Lavengro, the scholar, the gipsy, the priest 

Illustrated by E. J. Sullivan, with an introduction by Augustine Birrell. 
43 + 5^9 PP' (Macmillan's illustrated standard novels.) Cr. 8vo, 1896, 
cloth, 3s. 6d. Macmillan 

354 Boswell, James— The life of Samuel Johnson : with his correspondence 

and conversations. Edited by Edward Malone. New edition. 592 pp. Illus. 
(Universal library). Roy. 8vo, 1896, cloth, 5s. James Blackwood 

355 Boulnois, H. Percy— Housing of the labouring classes and back to 

back houses. 72 pp. Illus. (St. Bride's press publications, No. 12). 
Fcp. 8vo, 1896, cloth, IS. net. St. Bride's Press 

356 Brady, George Stewardson, and Norman, Canon Alfred Merle — A 

monograph of the marine and freshwater ostracoda of the 
North Atlantic and North- Western Europe. Part II., sections II. to 
IV. Myodocopa, cladocopa, and platycopa. 164 pp. (Transactions of the Royal 
Dublin Society). Vol. 5 (series 2), part 12. Illus. 4to, 1896, paper, 8s. 

Williams & Norgate 

357 Bray, Mrs. — Branded. 2nd edition, i vol. 288 pp. Crown 8vo, 1896, art 

canvas, 3s. 6d. Griffith & Farran 

358 Breton, Frederic — ^The trespasses of two : a novel, i vol. 373 pp. 

Cr. 8vo, 1896, cloth. 6s. Hutchinson 

359 Bridgett. Rev. T. E.— Poems on England's Reunion with Christen- 

dom. 56 pp. 1 8mo, 1896, paper, 2d. Catholic Truth Society 

360 Brigg^, H. Mead — By tangled paths: stray leaves from nature's by-ways. 

203 pp. Frontispiece. Cr. 8vo, 1896, cloth, 3s. 6d. Warne 

361 Bright & Sons—" ABC*' descriptive priced catalogue of the world's 

postage stamps, envelopes, post-cards, &c. 714 pp. Ulus. 
Fcp. 8vo, 1896, boards, is. 6d. net. Simpkin 

362 Bright Sunset, A, with preface by Dr. J. H. Wilson. 9th edition. 8 + 144 pp. 

Illus. Cr. 8vo, 1896, cloth gilt, is. Marshall Bros. 

363 British Museum. Facsimiles of royal, historical, literary, and other autographs in 

the department of MSS. ist series 1-30. 30 facsimiles. Folio, 1895, port- 
folio, 6s. Longmans 

364 British Museum. Guide to the manuscripts, autographs, charters, seals, 

illuminations, and bindings exhibited in the department of manuscripts and the 
Grenville library. 140 pp. Cr. 8vo, 1895, paper, 3d. Longmans 

365 Brooks, S. H.— The erection of dwelling houses. 7th edition. 180 pp. 

Illus. i2mo, 1896, cloth, 2S. 6d. Crosby Lockwood 

366 Browne, E. G.— Catalogue of Persian MSS in the library of 

University of Cambridge, n +472 pp. Dy. Svo, 1896, cloth, 15s. 

Camb. Univ. Press 
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367 Browne, T. B., Ltd.— The advertiser's ABC. 1162 pp. Super-roy. Svo,. 

1896, cloth, I OS. 6d. T. B. Browne 

368 Bruce, Philip Alexander— Economic history of Virginia in the 

seventeenth century. An inquiry into the material condition of the 
people, based upon original and contemporaneous records. 2 vols. 
Ex. cr. 8vo, 1896, cloth, 25s. net. Macmillan 

369 Buchan, Alexander— Specific gravities and oceanic circulation. 

(Transactions of the Royal Society of Edinburgh, vol. 38., No. 9). 
26 pp. Maps. Med. 4to, 1896, cloth, 7s. 6d. Williams & Norgate 

370 Bridge, E. A. W.— Life and exploits of Alexander the Great 

54 + 610 pp. Frontispiece. Dy. 8vo, 1896, cloth, 12s. 6d. net. C J. Clay 

371 Burdett, Henry C— Burdett's official intelligence. 2200 pp. Dy. 4to, 

1896, half bound calf, ;^2s. 2s. Spottiswoode & Co. 

372 Burke, Sir Bernard— Peerage, baronetage, knightage, &c., for 1896. 

58th edition. 1802 pp. Illus. Super roy. 8vo, 1896, cloth, 38s. 

Harrison & Sons 

373 BurnSi Rev. Dr. Dawson and Caine, W. S.— Local option. 3rd edition. 

136 pp (Imperial Parliament series). Cr. 8vo, T896, cloth, is. 

SONNENSCHEIN 

374 Burns, Robert— The Poetical Works of Robert Burns, with brief 

memoir. Complete index combining titles and first lines, glossary. Illus- 
trations by Faed, Harvey, Erskine, Nicol, Archer, Barr, Macculloch. Ready 
reference edition. 442 pp. Illus. Cr. 8vo, 1896, paper, 7s. 6d. 

D. Bryce (Glasgow) 

375 Burnside, Rev. F.— The official year book of the Church of England 

for 1896. 660 pp. Dy. 8vo, 1896, paper, 3s., cloth, 4s. S.P.C.K. 

376 Burroughs, John— Winter sunshine. Riverside edition. 8 + 242ppr. Illus. 

with etched title, and frontispiece. Cr. 8vo, 1896, cloth, 4s. 6d. net. 

J. M. Dent 

377 Burrow, C. K.—Asteck's madonna and other stories. 8 + 200 pp. (Odd 

vols.) Pott 8vo, 1896, cloth; IS. 6d. net. J. M. Dent 

378 Burrows, Montague — Life of Edward Lord Hawke. New edition. 

7 + 333 PP- Portrait. Cr. 8vo, 1896, cloth, 6s. W. H. Allen 

379 Butcher, C. J.— Rural almanac and sportsman's illustrated calendar. 

42nd edition. 82 pp. Illus. Roy. 8vo, 1895, paper, is. Horace Cox 

380 Calverley, H. C. — Unity not uniformity : Some thoughts on the union of 

Churches. 30 pp. Cr. 8vo, 1896, cloth, 6d. net. Simpkin 

381 Campan, Madame — Memoirs of the Court of Marie Antoinette* 

Reprint of 1854 edition. 2 vols. Portraits. Dy. 8vo, 1896, cloth, j£i is. net. 

H. S. Nichols 

382 Cannan, Edward— Studies in economics and political science. Edited 

by W. A. S. Hewins. The history of local rates in England. 4 + 140 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. Longmans 

383 Carleton, William— Traits and stories of the Irish peasantry. Edited 

by D. J. O'Donoghue. Vol. i. 58 + 220 pp. Illus. Cr. 8vo, 1896, cloth, 
3s. 6d. net. J. M. Dent 

384 Carmen, Sylva, Queen of Roumania. — Shadows on love's dial. 259 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Downey 

385 Carpenter, RoUa C— Heating and ventilating buildings. An elemen- 

tary treatise. 14 + 209 pp. Illus. Dy. 8vo, 1895, cloth, 12s. 6d. net. 

Chapman & Hall 

386 Carr, Rev. A.— General Epistle of St James in Greek, annotated. 

48 + 74 pp. (Cambridge Greek Testament for schools and colleges). 
Ex. fcp. 8vo, 1896, cloth, 2S. 6d. Camb. Univ. Press 
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387 Carroll, Lewis— Symbolic logic. Part i. Elementary. 32 + 188 pp. 

Globe 8vo, 1896, cloth, 2s. net. Macmillan 

388 Casseirs new geographical readers. Book 7 and last. 256 pp. Illus. 

(Casseirs new Geographical readers). 8vo, 1896, cloth, is. 9d. Cassell 

389 Cayley, A.— Collected mathematical papers. Vol. 9. 16 + 622 pp. 

Dy. 4to, 1896, half vellum, 25s. Camb. Univ. Press 

390 Cayley, Henry— Guide to travellers on the maintenance of health in 

unhealthy countries. 20 pp. Pocket size, 1896, cloth limp, is. 

Horace Cox 

391 Chambers' Encyclopaedia. Vol. 3. 828 pp Illus. Roy. 8vo, 1895, cloth, 

I OS., half morocco, 15s. Chambers 

392 Chambers' Encyclopaedia. Vol. 4. 828 pp. Illus. Roy. 8vo, 1896, cloth, 

los., half morocco, 15s. Chambers 

393 Chambers' Encyclopaedia. Vol. 5. 828 pp. illus. Roy. 8vo, 1896, cloth, 

I OS., half morocco, 15s. Chambers 

394 Chambers, A.— Our life after death. 9th edition. 213 pp. Cr. 8vo, 1896, 

cloth, 2s. 6d. net. C. Taylor 

395 Chambers, Dr. Robert— The life and works of Robert Burns. Revised 

by William Wallace. Four volumes. Volume i. 492 pp. Illustrated with 
etchings and photogravures. Cr. 8vo, 1896, cloth, 7s 6d. per vol. Chambers 

396 Chambers, Robert W. — The red republic : a story of the time of the 

Commune of 1871. 8 + 475 pp. Cr. 8vo, 1896, cloth, 6s. Putnam's Sons 

397 Champness, T, and Middleton, Lancelot— The mission minstrel; or 

songs of saving grace : words. 80 pp. Roy. i6mo, 1896, paper, id., cloth, 3d. 

T. Champness (Rochdale.) 

398 Champness, T., and Middleton, Lancelot— The mission minstrel; or 

songs of saving grace : words with tunes. 216 pp. Dy. 8vo, 1896, cloth, 3s., 
boards, 2s. » T. Champness (Rochdale) 

399 Chatwood, Arthur Brunei— The new photography. 120 pp. Illus. 

Cr. 8vo, 1896, paper, is. Downey 

400 Chevalier, Albert — The " uninitiated " : his experiences and impressions — 

A fool's philosophy. 136 pp. Illus. i8mo, 1896, paper, is. 6d. 

SONNENSCHEIN 

401 Children — Report on the scientific study of the mental and physical conditions 

of childhood, with particular reference to children of defective constitution and 
with recommendations as to education and training. 117 pp. 8vo, 1896, 
paper, 2s. 6d. (Committee on mental and physical condition of children.) 

7TH International Congress, Hygiene and Demography 

402 Churchill, Rev. Stuart— True Church and where to find it 

87 pp. Cr. 8vo, 1896, leatherette, is. Stock 

403 Chute, H. N.— Physical laboratory manual. 18 + 218 pp. Illus. Cr. 8vo, 

1896, cloth, 2s. 6d. Isbister 

404 Cicero— Pro Cluentio. Introduction, text and notes. Edited by J. D. 

Maillard. 176 pp. (University tutorial series). Cr. 8vo, 1896, cloth, 3s. 6d. 

W. B. Clive 

405 Cicero — Pro Cluentio. Introduction, text, notes, vocabulary and translation. 

In one vol. 176 + 16 + 84 pp. Edited by J. D. Maillard. (University 
tutorial series). Cr. 8vo, 1896, cloth, 5s. 6d. W. B. Cliye 

406 Cicero— Pro Cluentio. A close translation by J. D. Maillard. 84 pp. 

(University Tutorial series). Cr. 8vo, 1896, paper, 2s. W. B. Cuve 

407 Cicero — Pro Cluentio. A vocabulary (interleaved) and test papers. 16 pp. 

(University tutorial series). Cr. 8vo, 1896, paper, is. W. B. Clive 

408 Clergy list, 1896. 1200 pp. 8vo, 1896, cloth, los. 6d. Kelly & Co. 

409 Collins, E. Treacher— Researches into the anatomy and pathology 

of the eye. 140 pp. Illus, 8vo, 1896, cloth. H. K. Lewis 
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4X0 Connelly> Very Rev. Canon — Simple vesper book. 99 pp. i8mo, 1896, 
cloth, 6d. Catholic Truth Society 

4ZZ CoraeliuS) Nepos— Hannibal, Cato, Atticus. Edited by A. H. Allcroft and 
W. F. Masom. 68 pp. (The Preceptors' series). Cr. 8vo, 1896, cloth, is. 

W. B. Clive 

4x2 Costelloe, B. F. C— Catholica. 136 pp. Cr. 8vo, 1896, cloth, 8d. 

Catholic Truth Society 

413 Cottage Gardening. A practical manual with calendar for gardening operations. 
80 pp. Post 8vo, 1896, paper, 6d., cloth, 8d. W. & R. Chambers 

4x4 CoursonSy Viscount R. des— The Armenian rebellion: its origin and its 
object. 2nd edition. 32 pp. 4to, 1896, paper, 4d. Simpkin 

4x5 Cowan, Professor— Land marks of Church history. 10 + 190 pp. 

(Guild library). Cr. 8vo, 1896, cloth, is. 6d. net. A. & C. Black 

416 Cowell, George— Memorials of a gracious life. 3^9 PP ^Y- ^vo, 1895, 

cloth, 5s. COLLINGRIDGE 

417 Cox, Rev. Sir George W.— The Church of England and the teaching: 

of Bishop Colenso. New edition. 48 pp. Fcp. 8vo, 1896, paper, 6d. 

Kegan Paul 

4x8 Craik, Mrs. (Dinah Maria Muloch) — A life for a life. New edition. 370 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Hurst & Blackett 

419 Crawfurd, Oswald, ed.— Lyrical verse from Elizabeth to Victoria. 

With notes and index. La. paper edition. 10 + 452. La. cr. 8vo, 1896, 
morocco, 21s. net. Chapman & Hall 

420 Crawfurd, Oswald — The white feather and other stories. 253 pp. 

Frontispiece. (Chapman's story series). Sm. cr. 8vo, 1896, cloth, 2s. 6d., 
paper. 2s. Chapman & Hall 

42X Creed or conscience? 198 pp. (Tracts for the Times, 3rd series). Cr. 8vo, 
1896, cloth, 2s. Unitarian Association 

422 Crockett, S. R.— The stickit minister. nth edition. 290 pp. lUus. 

Cr. 8vo, 1896, cloth, 6s. Fisher Unwin 

423 Croker, B. M.— The real lady Hilda. 10 + 236 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. Chatto & WiNDUS 

424 Croker, Thomas Crofton—A walk from London to Fulham, enlarged 

and in many places re-written by Beatrice E. Home. 327 pp. Illus. Fcp. 
8vo, 1896, cloth, 7s. 6d. net, Kegan Paul 

425 Crow, Mrs. Martha, ed. — Elizabethan sonnet-cycles. Phillis, by Thomas 

Lodge. Licia, by Giles Fletcher. Vol. i. 12 + 158 pp. Fcp. 8vo, 1896, 
cloth, 5s. net. Kegan Paul 

426 Crowest, F. J. — The story of British music, From the earliest times to 

the Tudor period. 8 + 396 pp. Illus. Dy. 8vo, 1896, cloth, 15s. Bentley 

427 Cumberland, Stuart— What I think of South Africa, its people, and 

its politics. 10 + 224 pp. Illus. Cr. 8vo, 1896, cloth, 5s. 

Chapman & Hall 

428 Cunningham, C. D., and Abney, Capt. W. de W.— Christian Aimer's 

Fiihrerbuch (facsimile). 261pp. Portrait. Cr. 8vo, 1896, cloth, ^£2 2s. net. 

Low 

429 Davidson, John — The elements of Euclid. Books i & 2, with numerous 

deductions. 136 pp. Illus. (Royal school series.) Post 8vo, 1896, 
cloth, IS. T. Nelson 

430 Davies, P. J.— Standard practical plumbing. Vol. 2. 802 pp. Illus. 

Cr. 4to, 1896, cloth, los. 9d. net. E. & F. N. Spon 

431 Dawson, Sir J. W. and others — Present day tracts. Vol 13. 8 + 352 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d Religious Tract Society 

22 



Digitized by 



Googl( 



432 Dean, Alexander— Vegetable culture : a primer for amateurs, cottagers and 

allotment holders. Edited by J. Wright. 8+136 pp. Illus. Pott 8vo, 
1896, cloth, IS. Macmillan 

433 Denning, D. — Fretwork and marquetry : a practical manual of instructions 

in the art of fret-cutting and marquetry work. 164 pp Illus. Cr. 8vo, 1896, 
cloth. 2S. 6d. Upcott Gill 

434 Dennis, H. J.— Advanced third grade perspective. 7th edition, i vol. or 

2 parts. 186 + 70 pp. Illus. Oblong roy. 8vo, 1896, cloth leather back, 
15s. vol. ; 7s. 6d. each part. Bailliere 

435 Dickens, Charles— Bleak House. With forty illustrations by Phiz, and 

facsimile of wrapper to first part. A reprint of the original edition, with an 
introduction, biographical and bibliographical, by Charles Dickens the younger. 
36 + 815 pp. Cr. 8vo, 1896, cloth. Macmillan 

436 Dobson, Austin -Poems on several occasions. Illustrated by A. Lalange, 

with portrait of author signed by himself. New revised and enlarged edition. 
2 vols. La. cr. 8vo, 1895, art canvas, £^ 3s. net., silk boards, j£i net. 

Kegan Paul 

437 Dodwell, Robert — Pocket county companion, Hampshire. 195 pp. 

Map. 24mo, 1896, cloth, 2s. Tylston, Edwards & A. P. Marsden 

438 Dodwell, Robert— Pocket county companion, Lancashire. 239 pp. 

Map. 24mo, 1896, cloth, 2s. Tylston, Edwards & A. P. Marsden 

439 Dougall, Lily— The madonna of a day. 4 + 448 pp. Cr. 8vo, 1896, 

cloth, 6s. Bentley 

440 Dubois, Dr. Eugene — On pithecanthropus erectus : a transitional form 

between man and the apes. 18 pp. Illus. Transactions of the Royal Dublin 
Society. Vol 6 (Series 2), part i. 4to, 1896, paper, is. Williams & Norgate 

441 Dudevant, A.— French and English commercial correspondence. New 

edition. 107 pp. (Foreign commercial correspondence series.) Dy. 8vo, 
1896, paper, is., cloth, is. 6d E. Marlborough 

442 Dumas, Alexandre— Twenty years after. (D'Artagnan edition.) 2 vols.. 

Frontispieces. Crown 8vo, 1896, cloth, 3s. 6d. each. Routledge 

443 Dunbar, E. D.— Documents relating to the Province of Moray. 179 pp. 

Dy. 8vo, 1896, cloth, 5s. net. Douglas (Edinburgh) 

444 Dunsford, Follett — Dunsford*s Stock Exchange handbook. 252 pp. 

Fcp. 8vo, 1896, cloth, IS. net. Effingham Wilson 

445 Dure, Michael — ^The imagination of their hearts. 190 pp. Sq. i2mo, 

1 896, art linen, 4s. Henry 

446 Durham University calendar for 1896. pp. 540. Cr. 8vo, 1896, cloth, is. 6d. 

T. Caldcleugh (Durham) 

447 Dvivedi, Manilal N.— The imitation of Sankara: being a collection of 

several texts bearing on the Advaita. 26 + 235 PP- Cr. 8vo, 1896, 
cloth, 5 s. net. Geo. Red way 

448 Earle, A. M. — Margaret Winthrop. 341 pp. (Women of colonial and 

revolutionary times, vol. i). i2mo, 1896, cloth, 5s. John Murray 

449 Earle, Rev. W. — The reunion of Christendom made practicable and 

pacificatory. 102 pp. 8vo, 1896, paper, 2s. 6d. Simpkin 

450 Edwardes M. — Silkworms. 2nd edition. Illus. (Practical guide books.) 

8vo, 1896, paper, 6d. Dean 

451 Edwards, O. M., ed — Wales : a national magazine Vol. 2. 578 pp. Illus. 

4to, 1896, cloth, 8s. Simpkin 

452 Eldridge, Rev. C. O.— Local preachers and village methodism. 162 pp. 

Dy. i6mo., 1896, cloth, is. T. Champness (Rochdale) 
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453 Elliot, G. F. S. -A naturalist in mid Africa: being an account of a 

journey to the mountains of the moon and Tanganika. 430 pp. lUus. 
with maps. Med. 8vo, 1896, buckram, i6s. A. D. Innes 

454 Elliot, Mrs. Minto — Roman gossip. 2nd edition. 374 pp. Cr. Svo, 1896, 

cloth, 6s. John Murray 

455 Ellis, H. D.— Graphic Arithmetic Charts, i & 2. ist edition. Sheet. 

Price 6d. each. Mounted on linen and eyeletted, is. G. Philip & Son 

456 Emerson, P. H. — Marsh leaves, with 16 photo etchings from plates taken 

by the author. 165 pp. Illus. Imp. 8vo, 1895, cloth, 12s 6d. D. Nutt 

457 Emery, George Frederick— Handy guide to patent law and practice. 

I St edition. 24 + 312 pp. Illus. Cr. 8vo, 1896, cloth, 6s. net. 

Effingham Wilson 

458 Emmett, J. T.— Religious education.. 40pp. Dy. 8vo, 1896. paper, 6d. 

Unwin Bros. 

459 England and Wales. Relief map. 28in. 4- 24in., 1896, mounted on linen 

with roller, 4s. 6d. Longmans 

460 English men of letter series. Vol. 12. Pope, by Leslie Stephen, Johnson, 

by Leslie Stephen Gray, by Edmund Gosse. 32 4- 630 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. Macmillan 

461 '^ Euclid''— Analysis of the chess ending king and queen against 

king and rook. Edited by E. Freeborough. 12 + 131 pp. Illus. Svo. 

1895, cloth, 6s. net. Kegan Paul 

462 Euripides — Ion. Edited with introduction, notes and critical appendix, by 

C. S. Jerram, M.A. 186 pp. (Clarendon Press lives series.) Ex. fcp. Svo 

1896, cloth, 3s. Clarendon Press 

463 Every man's own lawyer: By a barrister. 33rd edition. 750 pp Cr. 8vo. 

1896, cloth, 6s. 8d. Crosby Lockwood 

464 Ewing, Juliana Horatia— We and the world: a book for boys, parts i 

and 2. 2 vols. 218 + 252 pp. (Uniform library edition of Mrs. Ewing*s 
works, vols. 13 and 14). Crown 8vo, 1896, half cloth, 2s. 6d. each. 

S.P.C.K. 

465 Fancourt, C. Thorpe— Story of an old oak tree. 127 pp. Cr. 8vo, 

1896, cloth, ss. Stock 

466 Fanthorne, Frederic — Reminiscences of Agra. 2nd edition. 87 pp. 

Cr. 8vo, 1895, cloth, 2s. 6d. W. Thacker 

jFearHf y^. JEaton. See Foam. 

467 Fenn, George Manville — The tiger lily. New edition. 6 4- 276 pp. 

Post 8vo, 1896, boards, 2s. Chatto & Windus 

468 Fiedler, G. — ^A third German reader and writer : a first course on German 

syntax. 8 4- 176 pp. (Parallel grammar series). Imp. i6mo, 1896, limp 

cloth, 2S. SONNENSCHEIN 

469 Fisher, A. T.— Outdoor life in England. 9 + 474 pp. Dy. 8vo, 1896, 

cloth, 14s. Bentley 

470 Flaubert, Gustave— The temptation of St. Anthony. 7 + 360 pp. Illus. 

Cr. 8vo, 1896, cloth, 6s. net. Nichols 

471 Fletcher, William Younger— English bookbindings in the British 

Museum. pp. Illus. Folio, 1895, silk, jQ^ 3s. net. Kegan Paul 

472 Foam, J. Eaton— Modem photography for amateurs. New and revised 

edition. 4th edition. 124 pp. Illus. Cr. 8vo, 1896, paper, is. Upcott Gill 

473 Form building. A system of kindergarten drawing from copy and dictation. 

44 pp. Illus. (Kindergarten series). Dy. 4to, 1896, boards, 2s. 6d. 

George Philip 
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474 Foster, Roger — Commentaries on the constitution of the United 

States, historical and juridical, with observations upon the ordinary provisions 

of state constitutions and a comparison with the constitution of other countries. 

pp. Dy. 8vo, 1896, cloth, £1 4s. net. Kegan Paul 

475 Foster, R. F. — Whist tactics. A complete course of instruction in the 

methods adopted by the best players. 141 pp. Diagrams. Cr. 8vo, 1895, 
cloth, 5s. Warne 

476 Fowler, A.— Popular telescopic astronomy. 86 pp. Illus. Cr. 8vo, 

1896, cloth, 2s. Philip 

477 Franck, F. — The German letter writer, in the forms of polite German 

correspondence and English explanatory notes. New edition. 108 pp. 
8vo, 1896, paper, is. E. Marlborough 

478 Froude, J. A. — Lectures on the Council of Trent: delivered at Oxford 

in 1892, 1893. 8 + 305 pp. 8vo, 1895, cloth, 12s. 6d. Longmans 

479 Full— Secretarial handbook and correspondence guide, ist edition. 

Vol. I. 54 pp. Fcp. 8vo, 1896, cloth, IS. 9d. Simpkin 

480 Funk, J. K. ed.— The Homiletic Review. Vol. 30. July to December, 1895. 

586 pp. 8vo, 1896. cloth, 8s. Funk & Wagnalls 

481 Gace, Rev. Frederic Aubert — Some questions of the church catechism 

and doctrines involved, briefly explained; for the use of families and 
schools. 13th edition. 66 pp. 3 2 mo, 1896, paper, 6d. Simpkin 

482 Garden oracle and illustrated floricultural year book. 276 pp. Illus. Cr. 

8vo, 1896, boards, is. Gardeners* Magazine Office 

483 Gardner, Ernest Arthur— A handbook of Greek sculpture. Pt. i. 

20 + 268 pp. Illus. (Handbooks of archaeology and antiquities). Ex. cr. 8vo, 
1896, cloth, 5s. Macmillan 

484. Gay, Rev. Teofilo — The Waldenses, their rise, struggles, persecutions and 
triumphs. 126 pp. Illus. (Library of excellent literature.) Fcp. 8vo, 1896, 
cloth, IS. James Blackwood 

485 Gennadius, I., Trans— Reply of the Holy Catholic and apostolical 

orthodox church of the east to the encyclical of Pope Leo XIII. on 
reunion. 16 pp. 8vo, 1896, paper, 6d. net. J. & E. Bumpus 

486 Geological map of England and Wales, scale 4m. to lin., sheet 12. London 

area and Weald, printed in colours. 40 x 27ins., 1895, mounted in case, 
6s. sheet, 2s. 6d. Stanford 

487 George IV.— Court of England under George IV. 2 vols. Dy. 8vo, 1896, 

cloth, 25s. Macqueen 

488 Gibbs, Fredk. T. M.— Illustrated guide to the royal navy and foreign 

navies, etc. 300 pp. Illus. Roy. 4to, 1896, morocco, 25s. 

Waterlow & Layton 

489 Gift, Theo.— Dishonoured : a novel. 8 + 374 pp. Cr. 8vo, 1896, cloth, 6s. 

G. Bell 

490 Gilbert, T. J. —An account of the Parliament House, Dublin, with notices 

of parliaments held there 1661 — 1800. 150 pp. Illus. 4to, 1896, 
cloth, ids. 6d. Hodges & Figgis (Dublin) 

491 Gissing, George— The paying guest. 160 pp. (Casseirs pocket library 

series.) Sm. 8vo, 1896, cloth, is. 4d. Cassell 

492 Glazebrook, R. T.— J. Clerk Maxwell and modern physics. 224 pp. 

Portrait. (Century science series.) 8vo, 1896, cloth, 3s. 6d. Cassell 

493 Golden penny, June to Dec, 1895. About 500 pp. Illus. (Half-yearly.) 8vo, 

1896, cloth, 3s. Graphic Office 

494. Goldsmith, Oliver— Poetical works. 96+ 192 pp. (Aldine Poets' series.) 
Fcp. 8vo, 1895, cloth, 2s. 6d. net. G. Bell 
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495 Goldsmith, Oliver— The vicar of Wakefield. Facsimile and verbatim reprint 

of the first Mulready edition. 320 pp. Reproduction of the whole of the 
Mulready illustrations. La. cr. 8vo, 1896, cloth, 2s. 6d., extra, 3s. 6d. 

Bliss, Sands & Foster 

496 Goodricke, C. A., ed.— Tea exchange tables. 64 pp. Dy. 8vo, 1896, 

half roan, 2 IS. Effingham Wilson 

497 Gospeller, The. Vol. 1895. 384 pp. Cr. 8vo, 1895, cloth, 2s. 6d., paper, is. 

Mowbray 

498 Gospels ; The story of, for the use of children, by the author of " Charles 

Lowder." 248 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Mowbray 

499 Graham, G. F. — Eng^lish synonyms, classified and explained in the practical 

exercises ; designed for schools and private tuition. New edition. 8 + 425 pp. 
i2mo, 1896, cloth, 6s. Longmans 

500 Graham, R. B. Cunninghame—Father Archangel of Scotland. 227 pp. 

Cr. 8vo, 1896, cloth, 4s. 6d. A. & C. Black 

501 Gray, G. E.— Handbook of procedure of the House of Commons. 

71 pp. Cr. 8vo. 1896, cloth, 2s. 6d. H. Cox 

502 Green, Anna Katharine — Doctor Izard. 5 + 268 pp. Illus. Cr. 8vo, 1896, 

cloth, 3s. 6d. Putnam's Sons 

503 Green, J. R.— History of the English people. Vol. 3. 8 + 352 pp. 

(Eversley series). Globe 8vo, 1896, cloth, 5s. Macmillan 

504 Green, J. R.— History of the English people. Vol. 4. The Reformation, 

1 540-1 593. 8 4- 373 pp. (Eversley series). Globe 8vo, 1896, cloth, 5s. 

Macmillan 

505 Greenbow, H. M. — Brenda's experiment. 234 pp. ("Unknown 

author *' series). Cr. 8vo, 1896, cloth, 2s. 6d. Jarrold 

506 Gribble, Frances— The things that matter: a novel. 350 pp. Cr. 8vo, 

1896, cloth, 6s. A. D. Innes 

507 Griffiths, A. B,— Special manures for garden crops. 128 pp. Cr. 8vo, 

1895, cloth, 2S. Collingridge 

508 Grinnell, George Bird— The story of the Indian. 16 + 270 pp. Illus. 

Cr. 8vo, 1896, cloth, 6s. Chapman & Hall 

509 Growoll, A.— Bookselling. Part 2. 141 pp. Illus. Dy., 1896, paper boards, 

9s. net. Low 

510 Guiffrey, Jules — Sir Anthony Van Dyck : his life and work. 319 pp. 

Illus. Folio, 1896, buckram, ^2^4 4s. Henry 

511 Gwilliam, G. H., Burkitt, F. Crawford, and Stenning, John F., eds — 

Anecdota Oxoniensia : Biblical and patristic relics of the Palestinian Syriac 
literature, from MSS in the Bodleian library and in the library of St. Catherine 
on Mount Sinai. 114 pp. (Anecdota Oxoniensia series). Cr. 4to, 1896, 
paper, 12s. 6d. Clarendon Press 

512 Hall, Bradnock — Rough mischance. Cr. 8vo, 1896, boards, 2s. 

Routledge 

513 Hamilton, Anthony—Memoirs of Count Grammont. Edited by Sir 

Walter Scott. New edition. 432 pp. Illus. Dy. 8vo, 1896, cloth, los. 6d. 

J. C. Nimmo 

514 Hammond, Rev. F. J.— The passion of oiir Lord and the blessed 

sacrament of the altar. 59 pp. Cr. 8vo, 1896, cloth, 2s. net., paper, 
is. 6d. net. Mowbray 

515 Hane, Joachim — Journal, containing his escapes and sufferings during Kis 

employment by Oliver Cromwell in France, 1653-4 Edited from the MS in 

Worcester college library, by C. H. Firth. 32 + 103 pp. Fcp. 8vo, 1896, 

cloth, 3s. 6d. net. B. H. Blackwell (Oxford) 
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5i6 Hansson, Laura Marholm — Modern women: an English rendering of 
"Dasbuch der frauen," by Hermione Ramsden. 211 pp. Cr. 8vo, 1896, 
buckram, 3s. 6d. net. John Lane 

517 Hardingham, E. — The romance of Rahere, and other poems. 262 pp. 

Cr. Svo, 1896, cloth, 5s. Stock 

518 Harris, Mrs. Rendel — Heart purity. 96 pp. (Upward life series). 

Long i2mo, 1896, cloth, is. Marshall Bros. 

519 Hartmann, Franz— Premature burial. 8 + 128 pp. Cr. 8vo, 1896, paper, is. 

SONNENSCHEN 

520 Hassam, A., ed.— Arabic self taught. New edition. 95 pp. (Self taught 

library). Cr. 8vo, 1896, limp cloth, 2s. 6d., paper, 2s. E. Marlborough 

521 Hathaway, Penrose— Notes for Sunday-school teachers and others. 

126 pp. Cr. 8vo, 1896, cloth, 2s. 6d. Stock 

522 Hatton, Joseph— The banishment of Jessop Blythe. 2nd edition. 

368 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

523 Haycraft, M. S.— "Gildas Haven/' a story. 231 pp. (Popular novels). 

Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

524 Herbert, Lady— A life's struggle. 2nd edition. 92 pp. lUus. Cr. 8vo, 

1896, boards, 6d. Catholic Truth Society 

525 Hibberd, Shirley — Rustic adornments for homes of taste. Revised by 

F. W. Sanders. 344 pp. Illus. Cr. 4to, 1895, cloth, los. 6d. 

COLLINGRIDOE 

526 Hilton, James— Chronograms collected. Vol. 3. 16 + 506 pp. Cr. 410,. 

1896, roxburgh, j£2 2s. Stock 

527 Historicus — Cocoa : all about it. 2nd edition, no pp. Illus. Fcp. 4to^ 

1896, cloth, 2S. 6d. • Low 

528 Hoare, Charles — Iron and steel : a work for the forge, foundry, factory and 

office. 9th edition. 400 pp. Oblong 32mo, 1896, leather, 6s. Crosby Lockwood 

529 Hobbes, R. G.— Reminiscences and notes of 70 years' life travel and 

adventure. Vol. 2. 570 pp. 8vo, 1896, cloth, 15s. Stock 

530 Hocking, Silas K.— For Abigail. New edition. 274 pp. Illus. Cr. 8vo,. 

1896, cloth, 3s. 6d. Warne. 

531 Hocking, Silas K.— Where duty lies. New edition. 359 pp Illus. 

Cr. 8vo, 1896, cloth, 3s. 6d. Warne 

532 HoUis, Margery— Up in arms. 3 vols. Illus. Fcp. 8vo, 1896, cloth, 12s. 

Bentley 

533 Holman, Silas W. — Computation rules and logarithms, with tables of 

other useful functions. 46 + 73 pp. Imp. 8vo, 1896, cloth, 5s. net. 

Macmillan 

534 Holmes, Eleanor. — A painter's romance, and other stories. 352 pp. 

Cr. 8vo., 1896, cloth, 6s. Hurst & Blackett 

535 Hooper, Grant, and others, eds — Ham's customs year book. 368 pp. 

Cr. 8vo, 1896, cloth, 3s. net. Effingham Wilson 

536 Hooper, Grant, and others, eds.— Ham's customs year book, with ware- 

housing regulations. 151 + 368 pp. Cr. 8vo, 1896, cloth. 4s. 6d. net. 

Effingham Wilson 

537 Hooper, Grant, and others, eds.— Ham*s inland revenue year book. 

376 pp. Cr. 8vo, 1896, cloth, 3s. net. Effingham Wilson 

538 Hooper, Grant, and others, eds — Ham's inland revenue year book, with 

warehousing regulations. 147 4- 376 pp. Cr. 8vo, 1896, cloth, 4s. 6d. net. 

Effingham Wilson 

539 Horace— Odes, Bk. 2, with notes by Dr. J. Gow. 40 + 70 pp. (Pitt press. 

series). Ex. fcp. 8vo, 1896, cloth, is. 6d. Camb. Univ. Press 
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540 Horace ; The odes and carmen seculare of, translated into English verse 

by Archdeacon A. S. Aglen. 207 pp. Cr. 8vo, 1896, cloth, 4s. 6d. net. 

Maclehose (Glasgow) 

541 Hornby, J.—Gas manufacture. 14 + 262 pp. Illus. (Technological hand- 

books). Post 8vo, 1896, cloth, ss. G. Bell 

542 Howard, Joseph Jackson— Wardour press series of armorial book 

plates, baronets, from collection of J. J. Howard. 27 pp. 100 plates. 
Dy. 4to, 1895, cloth, 21S. Mitchell & Hughes 

343 Howe, W. F.— The classified directory to the metropolitan charities 
for 1896. 2ist annual edition. 44 + 163 pp. Fcp. 8vo, 1896, paper, is. 

Longmans 
544 Howell-Ap-Howell— The birthplace and childhood of Napoleon. 

64 pp. Photos. Cr. 8vo, 1896, cloth, 3s. 6d. net. Simpkin 

345 Hugo, Victor— Notre Dame de Paris. (Notre Dame edition). 2 vols. 

Illus Cr. 8vo, 1895, cloth, 3s. 6d. each. Routledge 

546 Hugo, Victor — Toilers of the sea. (Notre Dame edition). 2 vols. Illus. 

frontispiece to each. Cr. 8vo, 1896, cloth, 3s. 6d. each. Routledge 

347 Hull, George— The heroes of the heart, and other lyrical poems. Popular 
edition. 114 pp. Cr. 8vo, 1896, paper, is. Simpkin 

548 Hundel, F.— German composition and idioms and a copious selection 

of German idioms and familiar phrases. 8+196 pp. (Hossfeld's 
educational series). Cr. 8vo, 1896, cloth, 2s. 6d. Hirschfeld Bros. 

549 Humphrey, Rev. Father Wm. — Conscience and law ; or, principles of human 

conduct. 230 pp. Cr. 8vo, 1896, cloth, 4s. 6d. net. Baker 

550 Humphrey, Rev. Father Wm.— Recollections of Scottish Episco- 

palianism. 62 pp. Roy. 8vo, 1896, cloth, 2s. 6d. net. Baker 

551 Hungerford, Mrs. — A point of conscience. 3 vols. Cr. 8vo, 1896, cloth, 

15s. net. Chatto & Windus 

552 Hunt, Violet — The maiden's progress : a novel in dialogue. 4 + 289 pp. 

Cr. 8vo, 1896, cloth, 6s. Chapman & Hall 

553 Hunter, Rev. John — Hymns of faith and life. 2nd edition. 907 pp. 

Fcp. 8vo, 1896, cloth, 3s. 6d. net. Maclehose (Glasgow) 

554 Hutchings, Rev. W. H. — Sermon sketches : second series, taken from some 

of the Sunday lessons throughout the Church's year. 18 + 324 pp. Cr. 8vo, 
1896, cloth, 5s. Longmans 

555 Hutton, J. E.— A short history of the Moravian Church. 7 + 280 pp. 

8vo, 1895, cloth, 2s. 6d. Moravian Publication Office 

556 In a silent world, by the author of " Views of English Society." 8 + 224 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

557 Ingram, A. F. W.— Work in great cities. 184 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. Wells Gardner 

558 Insane, handbook for attendants on the. By the committee of the 

Medico-Psychological Association. 3rd edition. 128 pp. Cr. 8vo, 1896, 
cloth, 2S. Bailliere 

559 Institution of Electrical Engineers, Journal. No. 119. no pp. Dy. 8vo, 

1896, paper, 2s. 6d. net. E. & F. N. Spon 

560 Iron and Steel Institute, Journal. Part 2, 1895. 658 pp. Illus. Dy. 8vo, 

1896, cloth, 1 6s. E. & F. N. Spon 

561 Jacks, Wm. — Robert Burns, and other tongues. 580 pp. Illus. Cr. 8vo, 

1896, cloth, 9s. net. Maclehose (Glasgow) 

562 Jacobs, J. — Jewish ideals, and other essays. 18 + 242 pp. Dy. 8vo, 1896, 

cloth, 6s. D. NuTT 
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563 James, C. T. C— A worker in iron. 2nd edition. 211 pp. Cr. 8vo, 1896, 

cloth, 2S. 6d. Gay & Bird 

564 Jefferson, S. — Urania, night, and other astronomical poems. 96 pp. Roy. 8vo, 

1896, letherette, 3s. 6d. Stock 

565 Jessopp, Rev. Augustus — Random roaming, and other papers. 2nd edition. 

264 pp. Cr. 8vo, 1896, limp cloth, 3s. 6d. Fisher Unwin 

566 Jevons, W. — The monastery's tale, and other poems. 96 pp. Fcp. 8vo, 

1896, vellum back, 2s. 6d. Sonnenschein 

567 Jordan, William, and Browne, F. Gore — A handy book on the formation, 

management, and winding up of joint stock companies. 19th edition. 
32 + 445 pp. Cr. 8vo, 1896, cloth, 5s. net. Jordan 

568 Keith, George S. — Plea for a simpler life. 4th and 5th editions. 150 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. A. & C. Black 

569 Kelly's— Handbook to the titled, landed and official classes for 1896. 

22nd annual edition. 1362 pp. Cr. 8vo, 1896, cloth gilt, i6s. Simpkin 

570 Kempe, H. R. — Engineers' year book of formulae, rules, tables, data, 

and memoranda for 1896. 670 pp. Cr. 8vo, 1896, leather, 8s. 

Crosby Lockwood 

571 Kerr, Dr. — Covenants and the Covenanters : covenants, sermons and docu- 

ments of the covenanted reformation. 442 pp. Illus. Cr. 8vo, 1896, cloth, 6s. 

R. W. Hunter (Edinburgh) 

572 Kidston, Robert— On the fossil flora of the Yorkshire coal field. 

(Transactions of the Royal Society of Edinburgh. Vol. 38, No. 5). 20 pp. 
Med. 4to, 1896, paper, 3s. Williams & Norgate 

573 King, Richard Ashe— Swift in Ireland. 204 pp. (New Irish Ubrary series.) 

Sm. cr. 8vo, 1896, paper, is., cloth, 2s. Fisher Unwin 

574 Kingsley, Charles — The heroes, or Greek fairy tales for my children. Pocket 

edition. 22 -h 228 pp. Pott 8vo, 1896, cloth, is. 6d. Macmillan 

575 Krdhnke, G. H. A. — Handbook for laying out curves on railwa/s and 

tramways, calculated for every possible angle and radius. 12 + rt2 pp. 
I Plate. 16 mo, 1896, cloth, 5s. Kegan Paul 

576 Lander, Harry — Stages in the journey. 256 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. A. D. Innes 

577 Law, William— The power of the spirit, with additional extracts from his 

writings selected by Rev. Andrew Murray. 7 + 218 pp. Cr. 8vo, 1896, cloth, 

2S. 6d. NiSBET 

578 Lawrence, E. E. — Circular tablet. A connecting link in FroebeFs series of 

gifts.- 48 pp. Illus. Dy. 4to, 1896, boards, 2s. 6d. G. Philip 

579 Laxton, W.— Builder's price book for 1896. 79th edition. 856 pp. 

Cr. 8vo, 1896, cloth, 4s. Simpkin 

580 Leet, Charles Henry — Dairy milk : its dangers and the remedies. 30 pp, 

8vo, 1896, paper, 2d. C. H. Leet (Liverpool) 

581 Lcgge, T. M.— Public health in European capitals (Berlin, Paris, 

Brussels, Christiania, Stockholm, Copenhagen), ist edition. 6 + 202 pp, 
Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Sonnenschein 

582 Leigh, E. C. A.— List of English clubs in all parts of world. 100 pp. 

Fcp. 8vo, 1896, leatherette, is. Spottiswoode 

583 Leigh, Garrett— Lives that came to nothing. 8 + 180 pp. Illus. by Ida 

Lovering. (Iris series). Sq, fcp. 8vo, 1896, cloth, 2s. 6d. net. J. M. Dent 

584 Leighton, John— Book plate annual and armorial year book for 1896. 

36 pp. Illus. 4to, 1896, paper, 2s. 6d. A. & C. Black 
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585 Lely, J. M.— Annual statutes of practical utility passed in 189s 

With notes. 116 pp. Roy. 8vo, 1895, cloth, 5s. Sweet & MAXWEax 

586 Lely, J. M. — Chitty^s statutes of practical utility, from the earliest times 

to the end of 1894, with notes and indexes. 5th edition. 13 vols. Roy. 8vo, 
1894-6, cloth, j£i^ 13s. Sweet & Maxwell 

587 Leprosy. Conditions under which leprosy has declined in Ireland, by Edward 

H. Ehlers. Leprosy in South Africa, by S. P. Impey. On spontaneous 
recovery from leprosy, by S. P. Impey. 79 pp. 8vo, 1895, paper, 3s. 6d. net. 

Macmillan 

588 Licensed victuallers' legal text book and almanack, 1896. 240 pp. 

Illus. 4to, 1896, sewed, is. Simpkin 

589 Linton, E. Lynn— The one too many. New edition. 8 + 358 pp. 

Post 8vo, 1896, boards, 2 s. Chatto & Windus 

590 Lockwood— Builders', architects', contractors', and engineers' price 

book for 1896. 800 pp. Cr. 8vo, 1896, cloth, 4s. Crosby, Lockwood 

591 Loftie, W. J., ed.— Orient line guide. New edition. 431 pp. Illus. 

4to, 1896, cloth, 2s. 6d. Low 

592 London matriculation directory. No. 19, January, 1896. 144 + 64 + 4 pp. 

(University tutorial series). Cr. 8vo, 1896, cloth, is. net. W. B. Clive 

593 Longfellow, W. P. P., ed.— A cyclopaedia of architecture in Italy, 

Greece, and the Levant. 32 + 546 pp. Illus. 4to, 1896, leather back, 
vellum sides, ;^6 6s. net. Fisher Unwin 

594 Lord, W. F.— The lost possessions of England, i + 326 pp. Cr. 8vo, 

1896, cloth, 6s. Bentley 

595 Lorimer, Norma — A sweet disorder : novel. 350 pp. Cr.8vo, 1896, cloth, 6s. 

A. D. Innes 

596 Lough, Thomas— England's wealth, Ireland's poverty. 221 pp. 

Diagrams. Dy, 8vo, 1896, cloth, 7s. 6d. Fisher Unwin 

597 Love, James Kerr, and Addison, W. H. — Deaf mutism, a clinical and 

pathological study, with chapters on the education and training of deaf mutes. 
385 pp. Illus. Dy. 8vo, 1896, cloth, 9s. net. Maclehose (Glasgow) 

598 Lowe, C. J. — Fern growing. 206 pp. Illus. (Moms's popular works in 

natural history series). Super roy. 8vo, 1895, cloth, 12s. 6d. net. J. C. Nimmo 

599 Lubbock, Sir John— A contribution to our knowledge of seedling^s. 

6 + 288 pp. Illus. (International scientific series). Cr. 8vo, cloth, 5s. 

Kegan Paul 

600 Lubbock, Sir John — The use of life. New edition. 8 + 200 pp. Globe 8vo, 

1896, cloth, IS. 6d., paper, is. Macmillan 

601 Lucian— Somnium and piscator, translated into English from the text of 

W. E. Heitland, by H. Hailstone. 38 pp. Cr. 8vo, 1895, sewed, 2s. 

Simpkin 

602 Lynn, W. T.— Remarkable comets. 4th edition. 44 pp. Fcp. 8vo, 1896, 

limp cloth, 6d. Stanford 

603 Lytton, Lord— Paul Clifford. New Knebworth edition. 546 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. ROUTLEDGE 

604 Macalister, J. Y. W., ed. — The library : a magazine of bibliography and 

library literature. Vol. 7. 442 pp. 8vo, 1895, cloth, 14s. 6d. Simpkin 

605 Mac'ColI, Malcolm — Editorial ethics : a statement of facts in a letter to the 

editor of the " Nineteenth Century." 20 pp. Dy, 1896, paper, 6d. 

Chapman & Hall 

606 Macdonald, Dr. Greville— A treatise on diseases of the nose and its 

accessory cavities. 2nd edition. 20 + 381 pp. Frontispiece. Cr 8vo, 
1896, cloth, I OS. 6d. net. Macmillan 
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607 Macgibbon, D., and Ross, T.— The ecclesiastical architecture of 

Scotland, from the earliest Christian times to the 17th century. Vol. i. 
483 pp. lUus. Roy. 8vo, 1896, buckram, 42s. net. Douglas (Edinburgh) 

608 Mackie, David— A3rrshire village sketches and poems. 2nd edition. 

160 pp. Portrait. Cr. 8vo, 1896, cloth, 2s. Dunlop & Drennan (Kilmarnock) 

609 Maclaren, E. T. — Dr. John Brown, and his sisters Isabella and Jane. 

5th edition. 86 pp. Fcp. 8vo, 1896, paper boards, is.6d. Douglas (Edinburgh) 

610 McLaughlin, M. Louise — The second madame: a memoir of Elizabeth 

Charlotte, Duchesse d' Orleans. 5 + 172 pp. Cr. 8vo, 1896, cloth, 5s. net. 

Putnam's Sons 

611 McLean, Mary Hall— Francis Xavier, the Apostle of the Indies. 192 pp. 

Map. Cr. 8vo, 1895, parchment, 6s. net. Kegan Paul 

612 McManus, Miss L. — The red star. 208 pp. (Autonym library). 24mo, 

1896, paper, is. 6d., cloth, 2s. Fisher Unwin 

613 Macnamara, T. J.— Schoolmaster sketches. 192 pp. Cr. 8vo. 1896, 

cloth, 2S. 6d. Cassell 

614 Macpherson, Hector C. — Thomas Carlyle, 160 pp. (Famous Scots 

series). Post 8vo, 1896, art canvas, is. 6d., ditto, gilt top, uncut, 2s. 6d. 

Oliphant, Anderson & Ferrier (Edinburgh) 

615 Manchester conference of the society of friends: verbatim report. 400 pp. 

Dy. 8vo, 1896, paper, 6s. net, cloth, 2s. 6d. net, half morocco, 7s. 6d. net. 

Headley Bros. 

616 Mann, Mary E. — Susannatv 2nd edition. 403 pp. La. cr. 8vo,i896, art 

linen, 6s. Henry 

617 Mansford, Charles, and Inglebright, John— A bride's experiment : a 

story of Australian bush life. 256 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net. 

Bellairs 

618 March, Thomas— History of the Paris Commune of 1871. 8 + 372 pp. 

Maps. Dy. 8vo, 1896, cloth, 7s. 6d. Sonnenschein 

619 Marchetti, G. — Italian and English commercial correspondence. New 

edition. 86 pp. (Foreign commercial correspondence series). Dy. 8vo, 
1896, cloth, IS. 6d., paper, is. E. Marlborough 

620 Mark wick, Edward — The city of gold. 324 pp. Illus. (Tower adventure 

series). Dy., 1896, cloth, 6s. Tower Publishing Co. 

621 Marryat, Capt.— The King's Own. King's Own edition). 400 pp. Illus. 

Cr. 8vo, 1896, cloth, 3s. 6d. Routledge 

622 Marryat, Florence— Parson Jones. 3rd edition. 357 pp. Cr. 8vo, 1896, 

art canvas, 3s. 6d. Griffith & Farran 

623 Martin, Temple Chevallier— The law of maintenance and desertion 

and orders in bastardy and procedure before justices therein. 

Including the act of session, 1895. 2nd edition. 268 pp. Dy. 8vo, 1896, 
cloth, 9s. ' Stevens & Haynes 

624 Mason, Rev. A. J. and others.— Lectures. 198 pp. Sm. post 8vo, 1896, 

cloth, 2S. S.P.CK. 

625 Maspero, Prof. G.— The dawn of civilisation. (Egypt and Chaldaea). 

Translated by M. L. Maclure. 2nd edition. 800 pp. Illus., with maps. 
Dy. 4to, 1896, cloth, bevelled, 24s. S.P.CK. 

626 Masson, David —The life of John Milton. Narrated in connection with 

the political, ecclesiastical, and literary history of his time. Vol. 3. 
1643-1649. 2nd edition. 16 + 729 pp. 8vo, 1896, cloth, i8s. 

Macmillan 

627 Matthews, Brander— Bookbindings, old and new. 14 + 342 pp. Illus. 

(Ex-libris series). Imp. i6mo, 1896, cloth, 7s. 6d. net. G. Bell 

628 Maturin, B. W.— Some principles and practices of the spiritual life. 

208 pp. Cr. 8vo, 1896, cloth, 4s. 6d. Longmans 
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529 Mead, G. R. S.— PlOtinus. 4S pp. (Theosophy of the Greeks series). SVoy 

1895, cloth, IS. net. Theosophical Publishing Societv 

630 Medico-chirugical transactions. Vol. 78. (Second series, vol. 60). Published 

by the Royal medical and chirugical society of London). 109 + 298 pp^ 
Illus. 8vo, 1896, cloth, 23s. net. Longmans- 

631 Medico-chirugical transactions. Vol. 79, pt. i. 73 pp. Illus. 8vo, 

1895-96, paper, 5s. net. Longmans- 

632 Meissner, Matthias— German and English commercial correspon- 

dence. — New edition. 90 pp. (Foreign commercial correspondence 
series). Dy. 8vo, 1896, cloth, is. 6d.,. paper, is. E. Marlborough. 

633 Miles, E. H.— How to answer grammar and philology questions for 

scholarship examinations. 98 pp. 8vo, paper, 2s. 6d. net. Macmillan 

634 Military heroes of England from the invasion of Julius Caesar to the 

conclusion of the Afghan war. 22nd thousand edition. 332 pp. Illus. 
(Choice reading series). Cr. 8vo, 1896, cloth, 2s. 6d. James Blackwood- 

635 Miller, Mrs. F. Fenwick — Harriet Martineau. 12 + 212 pp. Portrait. 

(Eminent women series). 8vo, 1896, cloth, is. W. H, Allen 

636 Milton, John— Paradise lost. Book 3. Edited with introduction and notes^ 

by M. Macmillan. 32 + 83 pp. (Macmillan 's English classics). Globe 8vo,. 

1896, cloth, IS. 3d. Macmillan 

637 Mitchell, Edmund— Towards the eternal snows. 380 pp. Cr. 8vo, 

1896, cloth, 6s. • Hutchinson 

638 Mitchell, Williams— House and home ; or, the value and virtue of domestic 

life. 128 pp. Illus. Cr. 8vo, 1896, cloth, 2s. Bryce (Glasgow) 

639 Modern reader's Bible, The : a series of works from the sacred scriptures 

presented in modern literary form. Ecclesiasticus, edited by Richard G. 
Moulton. 34 + 207 pp. i6mo, 1896, cloth, 2s. 6d. Macmillan 

640 MoUoy, J. Fitzgerald—The most gorgeous Lady Blessington : a. 

memoir. 2 vols. Illus.' Cr. 8vo, 1896, cloth, 21s. Downey 

641 Monkhouse, Cosmo — In the National Gallery. The Italian schools from 

the thirteenth to the sixteenth century. 313 pp. Illus. Cr. 8vo, 1895,. 
buckram, 7s. 6d. A. D. Innes 

642 Morken, James Dryden— Christopher Marlowe and Belphegor. 

166 pp. Sm. cr. 8vo, 1896, half cloth, 3s. 6d. Henry 

643 Morris, F. O. — History of British birds. Vol. 2. 4th edition. 292 pp. 

Illus. (Morris's popular works on natural history series). Super roy. 8vo, 1896, 
cloth, 15 s. net. J. C. Nimmo 

644 Morris, F. O.— History of British butterflies. 8th edition. 244 pp. 

Illus. (Morris's popular works on natural history series). Super roy. 8vo^ 
1895, cloth, 15s. net. J. C. Nimmo 

645 Morris, F. O., and Kirby, W. Egmont— A natural history of British 

moths. 4th edition. 4 vols. Illus. (Morris's popular works on natural 
history series). Super roy. 8vo, 1896, cloth, j£^ 3s. net. J. C. Nimmo 

646 Morris, B. R., and Tegetmeier, W. B.— British game birds and wild 

fowl. 4th edition. 2 vols Illus. (Morris's popular works on natural 
history series). Super roy. 8vo, 1895, cloth, 30s. net. J. C. Nimmo 

647 Morris, F. O. and Tegetmeier, W. B.— Nests and eggs of British 

birds. 4th edition. 3 vols. Illus. (Morris's popular works on natural 
history series). Super roy. 8vo, 1896, cloth £2 5s. net. J. C. Nimmo 

648 Morris, Malcolm, ed. — The practitioner. A journal of practical medicine. 

Vol. 2, new series. 642 pp. Illus. La. 8vo, 1896, cloth, 7s. 6d. Cassell 

649 Mortimer, Rev. A. G. — Helps to meditation : Sketches for every day in 

the year with an introduction, by the Bishop of Springfield. Vol. i. 12th 
edition. 20 + 240 pp. 8vo, 1896, cloth, 7s. 6d. Longmans 
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650 Mortimer, John— Mercantile Manchester, past and present, reprinted 

from "Diary and Buyers' Guide" for 1896. 146 pp. Illus. Dy. 8vo, X896, 
cloth, 3s. Palmer Howe & Co. (Manchester) 

651 Mosse, Rev. W. G. — Forty days, xio pp. Sm. post8vo, 1896, cloth, is. 

S.P.CK. 

652 Mossman, T. W., translator— The great commentary of Cornelius k 

Lapide. Sth edition of Vols, i and 3. Dy. 8vo, 1896, cloth, 12s. net. 

John Hodqbs 

653 Moulton, Prof. R. G.— The literary study of the Bible. 12 + 533 pp. 

Dy. 8vo, 1896, cloth, los. 6d. Isbist»r 

654 Muddock, J. E. — Basile the jester. 8 + 376 pp. Frontispiece by Stanley 

Wood. Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

655 Muir, Dr. Pearson Mc'Adam— History of the church of Scotland. 

13 + 231 pp. (Guild library series). Cr. 8vo, 1896, cloth, is. 6d. net. 

A. & C. Black 

656 Muir, Sir William— The mameluke or slave dynasty of Egypt, 1260- 

1517 A.D. 32 + 246 pp. 12 plates, I map. 8vo, 1896, cloth, ids. 6d. 

Smith Elder 

657 Mliller, F. Max, ed.— The Ved^ta— Sutras, with the commentary 

by Sank^rak^iya. Translated by George Thibaut. Ft. 2, containing full 
index by Dr. M. Winternitz to pts. i and 2. 8 + 508 pp. (Sacred books of 
the East series. Vol. 38.) 8vo, 1896, cloth, 12s. 6d. Clarendon Press 

658 Muntz, Eugene — Raphael : his life, works and times. Translated by Walter 

Armstrong. New edition, revised, corrected and condensed. 8 + 236 Illus. 
Roy. 8vo, 1896, cloth, 7s. 6d. Chapman & Hall 

659 Murray, Rev. Andrew— Eagle wings. 92 pp. (Upward life series). 

Ix)ng 1 2 mo, 1896, leatherette, 6d, cloth, is. Marshall Bros. 

660 Murrell, William— A manual of pharmacology and therapeutics. 

657 pp. Cr. 8vo, 1896, cloth, los. 6d. Bailliere 



66k Nicholson, J. Shield— Strikes and social problems. 238 pp. Cr. 8vo. 
1896, cloth, 3s. 6d. A. & C. Black 

662 Noble, W. M.— Huntingdonshire and the Spanish Armada. 8 + 64 pp. 

Dy. 8vo, 1896, parchment, 3s. 6d. Stock 

663 Nolan, James— Satellite evolution : the evident scope of tidal friction : the 

meaning of Saturn's rings. 114 pp. Cr. 8vo, 1895, cloth, 3s. 6d. Simpkin 

664 Norway, G.— Tregarthen. 3 vols. Cr. 8vo, 1896, cloth, 21s. 

Hurst & Blackett 



665 O'Donoghue, David J.— Life of William Carleton. 2 vols. Illus. 

La. post 8vo, 1896, cloth, 2Ss. Downey 

666 O'Grady, Standish— Ulrick the Ready; or, The chieftain's last rally. 

289 pp. Frontispiece. Cr. 8vo, 1896, cloth, 6s. Downey 

667 Oliphant, Mrs.— A child's history of Scotland. 233 pp. Frontispiece. 

(No. I of children's study series). Long 8vo, 1896, cloth, 2s. 6d. 

Fisher Unwin 

668 Oliver and Boyd— Edinburgh almanac and national repository, 1896. 

1 182 pp. Cr. 8vo, 1896, cloth, 6s. 6d. Simpkin 

669 Oppenheim, E. P.— The mystery of Mr. Bernard Brown. 6 + 572 pp. 

Illus. Cr. 8vo, 1896, cloth, 6s. Bentley 

670 Oppenheim, E. Phillips— The modem prometheus. 185 pp. Long8vo, 

1896, paper, is. 6d. Fisher Unwin 

3 33 



Digitized by 



Googl( 



671 Ortmans, J., ed. — Cosmopolis. ist edition. No. i, vol. i. 320 pp. Dy. 8vo, 

1896, paper, 2s. 6d. net. Fisher Unwin 

672 Otway, Sir Arthur, ed. — Autobiography and journals of Admiral Lord 

Clarence E. Paget 16 + 366 pp. lUus. Dy. 8vo, 1896, cloth, i6s. 

Chapman & Hall 

673 Ouida — Two offenders. New edition. 4 + 254 pp. Post 8vo, 1896, boards, 2s. 

ChATTO & WiNDUS 

674 Ovid— Heroides, I., V., XII. Edited by A. H. Allcroft and B. J. Hayes. Intro- 

duction, text, notes, vocabulary and test questions. 83 pp. (Preceptors series). 
Cr. 8vo, 1896, cloth, is. 6d. W. B. Clive 



675 Pacific line guide to South America. 162 pp. lUus. and maps. 8vo, 1896, 

cloth, 2S. 6d. net. Simpkin 

676 Parr, Mrs.— The Squire. 480 pp. 8vo, 1896, cloth, 3s. 6d. Cassell 

677 Parts of the Pacific, by "A Peripatetic Parson." 10 + 388 pp. Illus. 

Dy. 8vo,' 1896, cloth, los. 6d. Sonnenschein 

678 Peacock, T. L.— Headlong Hall and Nightmare Abbey. 24 + 244 pp. 

Illus. (Illustrated standard novels series). Cr. 8vo, 1896, cloth, 3s. 6d. 

Macmillan 

679 Penn, Sylvia — The Curse of the Fevrills. 2nd edition. 282 pp. Illus. 

(Popular books for boys and girls series). Cr. 8vo, 1896, cloth, 2s. 6d. 

Jarrold 

680 People's poultry book, The, or eggs and chickens for profit. 40 pp. Illus. 

8vo, 1896, paper covers, id. John Leng & Co. 

681 Peterborough diocesan kalendar, 1896. 432 pp. Cr. 8vo, 1896, paper, is. 

Simpkin 

682 Philpotts, Eden— My laughing philosopher: novel. 352 pp. Illus. 

Cr. 8vo, 1896, cloth, 6s. A. D. Innes 

683 Piccadil — Piccadilly tales. 150 pp. Dy. 12010, 1896. paper, is. 

Unwin Bros. 

684 Plumptre, Charles John— King's College lectures on elocution; or 

the physiology and culture of voice and speech, and the expression of the 
emotions by language, countenance and gesture. Fifth edition. 16 + 493 pp. 
Illus. Dy. 8vo, 1895, cloth, 15 s. Keg an Paul 

685 Pocock, J.— The brewing of non-excisable beers. 6S pp. Illus. 

Cr. 8vo, 1895, cloth, 2s. 6d. Simpkin 

686 Pole, William— The theory of the modern scientific game of whist. 

19th edition. 14 + iii pp. Fcp. 8vo, cloth, 2s. 6d. Longmans 

687 Pollock, Sir Frederick.— The land laws. 10 + 234 pp. (English citizen 

series). Cr. 8vo, 1896, cloth, 2s. 6d. Macmillan 

688 Pope, Alexander — Essay on criticism. Annotated by A. S. West. 

8+170 pp. (Pitt press series). Ex. fcp. 8vo, 1896, cloth, 2s. 

Camb. Univ. Press 

689 Portfolio, The. Artistic monographs. Vol. 8. 240 pp. Illus. Super roy. 8vo, 

1895, cloth, I OS. 6d. Seeley 

690 Pratt, Lieut.-Col. Sisson C— Guide to Promotion. Pt. i.— Ranks of 

lieutenant, captain and major. 2nd edition. 20 + 211 pp Cr. 8vo, 

1896, boards, 7s. Stanford 

691 Prime, Priestley— Solos in verse. 64 pp. Cr. 8vo, 1896, cloth, 3s. 

Sonnenschein 

692 Pryce, Richard — The burden of a woman: a novel. 2nd edition. 

317 pp. Cr. 8vo, 1896, cloth, 3s. 6d. A. D. Innes 
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693 Public schools year book, 1896. 7th edition. 364 pp. Illus. Cr. 8vo» 

1896, cloth, 2S. 6d. SONNENSCHEIN 

694 PuUieblank, Joseph— The teacher's handbook of the Bible : a syllabus 

of Bible readings. 7th thousand. 16 + 427 pp. Crown Svo, 1896, 
cloth, ^s. 6d. Longmans 

695 Queen's London, The : a pictorial and descriptive record of the streets, 

buildings, parks and scenery of the great Metropolis. 384 pp. Illus. 
Oblong 4to, 1896, cloth, 9s. Cassell 

696 Questions on English history and literature : sixteenth series. Inter- 

mediate English, 1896. 40 pp. (University tutorial series). Cr. 8vo, 1896, 
paper, is. 6d. W. B. Clive 

697 Quetteville, P. W. de— The empty tomb and other poems. 256 pp. 

Cr. 8vo, 1896, cloth, 5s. Sonnenschein 

698 Radcliffe, Reginald — Recollections of, by his wife Jane Radcliffe. 8 + 248 

Illus. Dy. 8vo, 1896, cloth, 4s. 6d., cloth gilt, 6s. Morgan & Scott 

699 Raymond, George L.— Painting, sculpture and architecture as 

representative arts: an essay in comparative Esthetics. Illus. 
Cr. 8vo, 1896, cloth 9s. Putnam's Sons 

700 Reade, Charles— Autobiography of a thief and the wandering heir. New 

edition. 8 + 312 pp. (Library edition of Readers works series). Cr. 8vo, 1896, 
cloth, 3s. 6d. Chatto & Windus 

701 Reeves, Arthur Middleton— The finding of Wincland the Good. Edited 

and translated from the earliest records, with a biography and correspondence 
oftheauthorby W. D. Foulke. 72 + 205 pp. l^^^s. 4to, 1896, half vellum, sos. 

Frowde 

702 Reichel, Oswald J.;»-Complete manual of canon law. 7 + 416 pp. Frontis- 

piece. Dy. 8vo, 1896, cloth, 12s. net. John Hodges 

703 Reid, G. A.— The present evolution of man. 8 + 370 pp Dy. 8vo, 

1896, cloth, 7s. 6d. Chapman & Hall 

704 " Review of Reviews." Vol. 12. 588 pp. Illus. Cr. 4to, July-Dec, 1895, 

cloth, 5s. " Review of Reviews " Office 

705 Richards, Joseph W.— Aluminium. 665pp. ^y- ^vo, 1896, cloth, 30s. 

2s. 6d. net. Low 

706 Richardson, J. M.—^ Apples of gold or talks with the children. 207 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s. net, cloth limp, is. 6d. net. Headley Bros. 

707 Richardson, J. M.— Six generations of friends in Ireland. 3rd edition. 

300 pp. Illus. Cr. 8vo, 1895, limp, is. 6d. net, cloth limp, 2s. net, cloth, 2s. 6d. 

Headley Bros. 

708 Richter, Henry— The corn trade invoice clerk. 30 pp. Dy. 8vo, 1896, 

paper, is. net. Effingham Wilson 

709 Richards, M. S. C. — The exiles: a romance of life. 4+142 pp. Cr. Svo, 

1896, cloth, 4s. 6d. net. G. Bell 

710 Riehl, W. H.— Culturgeschichtliche novellen. 14 + 302 pp. (Pitt Press series). 

Ex. fcp. 8vo, 1896, cloth, reduced to 3s. Camb. Univ. Press 

711 Rita — Asenath of the ford. 3rd edition. 376 pp. Frontispiece. Cr. Svo, 

1896, art linen, 3s. 6d. Griffith & Farran 

712 Ritchie, Frank— Easy continuous Latin prose. 8 + 200 pp. Cr. 8vo, 

1896, cloth, 2s. 6d. Longmans 

713 Robertson, Prof.— The Old Testament and its contents. 10 + 186 pp. 

(Guild library series) Cr. Svo, 1896, cloth, is. 6d. net A. & C. Black 
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7X4 Robinson, C. H.— Hausaland. 7 + 304 pp. lUus. Dy. 8vo, 1896, cloth, 14s. 

Low 

715 Robinson, Rev. F. D.— Driven by the spirit : a manual for Lent. 208 pp. 

i6mo, 1896, paper, is. 6d. Charles Taylor 

716 Robinson, Henry— Sewerage and sewage disposal. 192 pp. Dy. 8vo, 

1896, cloth, I2S. 6d. E. & F. N. Spon 

7x7 Rockwell, Alfred Perkins— Roads and pavements in France. 6+107 pp. 
Illus. Cr. 8vo, 1896, cloth, 5s. 6d. net. Chapman & Hall 

718 Rogers, Lieut-Col. E. — ^A modem sphinx. 2nd edition. 3 vols, in i. 925 pp. 
Illus. 1896, cloth, 7s. 6d. Author, 20, Buckingham Street, Strand. 

7x9 Rosenberg, F.— The preceptors mechanics. 280 + 8 pp. Illus. (The 
preceptor's series). Cr. 8vo, 1896, cloth, 2s. 6d. W. B. Clive 

720 Routledge, Robt— Discoveries and inventions of the nineteenth 

century, nth edition. 720pp. Illus. Dy. 8vo, 1896, cloth, 7s. 6d. 

Routledge 

721 Rowe, S.— A perambulation of the antient and royal forest of Dartmoor 

and Venville precincts. 3rd edition. 16 + 516 pp. Illus. Dy. 8vo, 
1896, cloth, 15s. net. Gibbings 

722 Royal Society— Catalogue of scientific papers. Vol. n. New series for 

1874-83. 602 pp. Roy. 4to, 1890, cloth, 25s. net, half morocco, 32s. net. 

Camb. Univ. Press 

723 Rubbee, K. F.— The origin of the Musalmans of Bengal. 132 pp. 

Cr. 8vo, 1895, cloth, 5s. W. Thacker 

724 Russell, W. Clark— Emigrant ship. New and cheaper edition. 400 pp. 

Cr. 8vo 1896, cloth, 2s. 6d. Low 

725 Rutherford, W. G.— Scholia Aristophanica. 2 vols. 8vo, 1896, cloth, 

50s. net. Macmillan 

726 Ryan, Charles E. — ^With an ambulance : a narrative of personal experiences 

during the Franco-German war. 364 pp. Portrait and maps. Cr. 8vo, 1896, 
cloth, 9s. John Murray 

727 St Botolph's church, Boston, in the county of Lincoln, concise sketch 

of the history of. 114 pp. Illus. 8vo, 1895, cloth, 2s. 6d. Simpkin 

728 Saintsbury, George— A history of nineteenth century literature, 

1780-1895. 12 + 477 pp. Cr. 8vo, 1896, cloth, 7s. 6d. Macmillan 

729 Sala, George Augustus— The life and adventures of, written by him- 

self. Cheap edition. 776 pp. Portrait. Ex. cr. 8vo, 1896, cloth, 7s. 6d. 

Cassell 

730 Salvo, D.— Spanish and English commercial correspondence. New 

edition. 103 pp. (Foreign commercial correspondence series). Dy. 8vo, 
1896, cloth, IS. 6d., paper, is. E. Marlborough 

731 Sanday, W. — Inspiration : Eight lectures on the early history and origin of the 

doctrine of Biblical inspiration. Being the Bampton lectures for 1893. Third 
edition enlarged, with a new preface. 30 + 477 pp. 1896, cloth, 7s. 6d. 

Longmans 

732 Sanders, Amanda—Bent ironwork for beginners and proficients. 

8 + 48 pp. Illus. Cr. 8V©, 189s, cloth, 2s. 6d., paper, is. 6d. 

Chapman & Hall 

733 Sanders, T. W.— Entydopaftdia of gardening, 435 PP- Cr. 8vo, 1895, 

cloth, 3s. 6d. COLLINGRIDGE 

734 Sanitary Institute. Examinations in sanitary knowledge. 24 pp. Illus. 

8vo, 1896, paper, 6d. Sanitarv Institute 
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735 Sanitary Institute, Journal of. Pt. 4. Vol. 116. n pp. Illus. Svo, 

1896, paper. Stanford 

736 Sarum almanack and diocesan kalendar, 1896. 270 pp. Fcp 8vo, 

1896, sewed, is. Simpkin 

737 Saunders, Howard, and Salvin, Osbert— Catalogue of the birds in the 

British Museum, vol 25. Gaviae : terns, gulls, and skuas, by H. Saunders. 
Tubinares: petrels and albatrosses, by O. Salvin. 15 + 475 pp. ^^^^s. 8vo, 
1896. cloth, 21s. Longmans 

738 Schmoller, Gustav— The mercantile system and its historical 

significance. Illustrated chiefly from Russian history. Being a chapter 
from the Studien iiber die wirthschaftliche Politik Friedrichs des Grossen. 
^0 + 95 pp. (Economic classic series). Globe 8vo, 1896, cloth, 3s. net. 

Macmillan 

739 Schoenhof, John — ^A history of money and prices : being an inquiry into 

their relations from the beginning of the 13th century to the present time. 
17 + 352 pp. Cr. 8vo, 1896, cloth, 6s. Putnam's Sons 

740 Schooling, William— Bourne's Insurance Directory, 1896. 658 pp. 

8vo, 1896, cloth gilt, 5s. Library Bureau 

741 Scott, Sir Walter — Waverley novels. Standard edition. The black dwarf 

and a legend of Montrose. 24 + 382 pp. Illus Cr. 8vo, 1896, cloth, 2s. 6d. 

A. & C. Black 

742 Scott, Sir W. — A legend of Montrose, annotated by H. F. M. Simpson. 

19 + 272 pp. Map. (Pitt Press series). Ex. fcp. 8vo, 1896, cloth, 2s. 6d. 

Camb. Univ. Press 

743 Scottish church and University almanac. 254 pp. Cr. 8vo, 1896, 

boards, is. Macniven & Wallace (Edinburgh) 

744 Scoville, Wilbur L. — The art of compounding : a text book for students and 

a reference book for pharmacists at the prescription counter. 8 + 264 pp. 
Dy. 8vo, 1895, cloth, 12s. Kegan Paul 

745 Searle, Mrs. Walter—" Sarah Deck's victory/' 5th edition. 371 pp. Illus. 

(Windsor library series). Cr. 8vo, 1896, cloth, 2s. 6d. Jarrold 

746 Sears, Lorenzo— The history of oratory from the age of Pericles to the 

present time. 5 + 440 PP- Cr. 8vo, 1896, cloth, 7s. 6d. Kegan Paul 

747 Seeley, Sir J. R. — Introduction to political science : two series of lectures. 

16 + 387 pp. (Eversley series). Globe 8vo, 1896, cloth, 5s. Macmillan 

748 Sencx— The millennium, no pp. Cr. 8vo, 1896, parchment, 2s. 6d. Stock 

749 Sharp, W. H. — Babel ; or, the scientific frontier of religion. 2 + 104 pp. 

Cr. 8vo, cloth, 2s. 6d. Jaggard (Liverpool) 

750 Sharp, W. H.— Universal attraction and its relation to the chemical 

elements. The key to a consistent philosophy. 2 + 54 pp. Cr. 8vo, 
1896, cloth, 2s. Jaggard (Liverpool) 

751 Shipbuilding and marine work of the whole world. 82 pp. Fcp. 4to, 

1896, paper, is. net. Effingham Wilson 

752 Simpson, Mrs. Jane A. H.— Centennial edition of the works of Henry 

Heaviside, of Stockton-on-Tees, with portrait and memoir. 470 pp. Illus. 
Dy. 8vo, 1896, cloth, 7s. 6d. Mrs. Simpson (i, Hargwyne St., Stockwell) 

753 Sinclair, Arthur— Two years on the Alabama. 344 pp- Ulus. La. 8vo, 

1896, cloth, 15s. Gay & Bird 

754 Skerry, G. E.— Practical indexing and precis writing. New edition. 

184 pp. Cr. 8vo, 1896, cloth limp, 2s. Simpkin 
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755 Skrine, F. H.— Life of an Indian journalist, being the life, letters, and 

correspondence of Dr. Samblin C. Mookerjee. 477 pp. Cr. 8vo, 1895, 
cloth, 7s. 6d. W. Thacker 

756 Slade, Daniel Denison— The evolution of horticulture in New England. 

5 + 180 pp. i6mo, 1896, half calf, gilt top, uncut edges, 5s. Putnam's Sons 

757 Smith, Francis— Tables and memoranda for mechanics, engineers, &c. 

6th edition. 270 pp. lUus. 64mo, 1896, leather, is. 6d. Crosby Lockwood 

758 Smollett, Tobias — Expedition of Humphrey Clinker. Reprint edition. 

2 Vols. Illus. Fcp. 8vo, 1895, cloth, 5s. net. Gibbings 

759 Snaith, J. C. — Mistress Dorothy Marvin. 2nd edition. 436 pp. Illus. 

Cr. 8vo, 1896, buckram, 6s. A. D. Innes 

760 Somerset, Lady Henry— Studies in black and white. 165 pp. 24mo, 

1896, paper, is. Fisher Unwin 

761 Somerville, H. G.— Curiosities of impecuniosity. 226 pp. Dy. Svo, 

1896, cloth, 7s. 6d. Bentley 

762 Sonnenschein, A. — Specimen lessons : a contribution to a definition of good 

methods of teaching. 80 pp. Cr. 8vo, 1896, paper, is. Sonnenschein 

763 Sor, Ferdinand — Method for the guitar. Condensed, re-written and edited 

by Frank M. Harrison. New edition. 88 pp. Illus. with diagrams, &c. 
Roy. 4to, 1896, paper, 4s. Robert Cocks 

764 Soulsby, Lucy H. M.— Stray thoughts for invalids. 10 + 112 pp. 

Fcp. 8vo, 1896, cloth, 2s. net. Longmans 

765 Southam, A. D.— Electrical engineering as a profession. How to 

enter it, and guide to the engineering profession. 3rd edition. 216 pp. 
Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net. Southam & Co. 

766 Speight, T. W.— "The grey monk." Cheap edition. 8 +376 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Chatto & Windus 

767 Spencer, J. and T.— Illustrated Leicester almanac. 188 pp. 

Cr. 8vo, 1896, paper, 6d. J. & T. Spencer (Leicester) 

768 Spencer, J. and T.— Leicestershire and Rutland notes and queries. 

3 vols. Illus. Cr. 8vo, 1894-5-6, cloth, los. 6d. per vol. 

J. & T. Spencer (Leicester) 

769 Sport in Ladakh. 32 pp. Illus. Dy. 4to, 1895, cloth, 5s. H. Cox 

770 Spurgeon, C. H.— Metropolitan tabernacle pulpit. 624 pp. (41st of 

series). 8vo, 1896, cloth, 7s. Passmore & Alabaster 

771 Spurrell, G. J.— Notes on the text of the book of Genesis, with an 

appendix. 2nd edition. 63-^416 pp. Cr, 8vo, 1896, cloth, 12s. 6d. 

Clarendon Press 

772 Startin, James, ed.— A pharmacopeia for diseases of the skin. 

4th edition 54 pp. i6mo, 1896, cloth, 2s. 6d. Simpkin 

773 Statham, H. Heathcote— Architecture for general readers. A short 

treatise on the principles and motives of architectural design, with an historical 
sketch. 2nd revised edition. 16 + 332 pp. Illus. Dy. 8vo, 1896, cloth, 12s. 

Chapman & Hall 

774 Stetson, Miss Charlotte Perkins. — In this our world. 182 pp. Frontispiece. 

Cr. 8vo, 1896, cloth, 3s. 6d. Fisher Unwin 

775 Stowe, Harriet Beecher— Uncle Tom's cabin. 320 pp. Verbatim 

reprint of first English edition. Frontispiece by George Cruikshank. Dy. 8vo, 
1896, cloth extra, 2s. Bliss, Sands & Foster 

776 Street, G. S. — Quales ego : a few remarks in particular and at large. i39PP' 

Fcp. 8vo, 1896, linen, 3s. 6d. net. John Lanb 
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777 Streeter, Edwin — Diamonds. 8i pp. Illus. Dy. i6mo, 1896, cloth, 2s. 6d. 

G. Bell 

778 Stretton, C. E.— The locomotive engine and its development. 

4th edition. 240 pp. Illus. Cr. Svo, 1896, cloth, 2s. 6d. Crosby Lockwood 

779 Sulivan, H. N.— Life and letters of the late Admiral Sir B. J. 

Sulivan, K.C.B. 432 pp. Illus. 8vo, 1896, cloth, i6s. John Murray 

780 Sweet, Henry— An Icelandic primer, with grammar notes and glossary. 

2nd edition. no pp. (Clarendon Press series). Ex. fcp. 8vo, 1896, 
cloth, 3s. 6d. Clarendon Press 

781 Symonds, John Addington— Translator— The life of Benvenuto Cellini. 

4th edition. 500 pp. Illus. La. cr. 8vo, 1896, cloth, 6s. J. C. Nimmo 

782 Symonds, John Addington— Walt Whitman: a study. 2nd edition. 

196 pp. Illus. Dy. 8vo, 1896, cloth, 5s. net. J. C. Nimmo 

783 Syrett, Netta — Nobody's fault. 255 pp. (Keynotes series). Cr. 8vo, 

1896, cloth, 3s. 6d. John Lane 

784 Take my advice : a book for every home giving complete and trustworthy 

information on everything pertaining to daily life. 36th thousand. 
360 pp. Illus. Cr. Svo, 1896, cloth, 2s. 6d. James Blackwood 

785 Talbot, G. J.— The law and practice of licensing ; being a digest of the law 

regulating the sale by retail of intoxicating liquor, with a full appendix of statutes 
and forms. 24 + 367 pp. Dy. 8vo, 1896, cloth, 7s. 6d. Sweet & Maxwell 

786 Tales from the Terrace ; being a Westminster week's entertainment. By an 

" Old parliamentary hand." 288 pp. Cr. 8 vo, 1896, cloth, 6s. Downey 

787 Tarner, Geo. Edward—Suggestions for the promotion of unity of 

Christendom. 42 pp. Cr. 8vo, 1896, cloth, is. 6d. Stock 

788 Tayler, A. J. W. — Refrigerating and ice making machinery. 296 pp. 

Illus. Cr. 8vo, J 896, cloth, 7s. 6d. Crosby Lockwood 

789 Taylor, J. F.— Owen Roe O'Neill. 249 pp. (New Irish library). Sm. cr. 8vo, 

1896, paper, is., cloth, 2s. Fisher Unwin 

790 Taylor, Sedley— Sound and music : an elementary treatise on the physical 

constitution of musical sounds and harmony. 3rd edition. 12 + 223 pp. 
Ex. cr. 8vo, 1896, cloth, 8s. 6d. Macmillan 

791 " Templar " — The Poker manual : a practical course of instruction in the 

game. 119 pp. Diagrams. Cr. 8vo, 1895, cloth, 5s. Warne 

792 Tennyson, Lord— Poetical works. Vol. 7, the Princess : completion. Pocket 

edition. 90 pp. Pott. Svo, 1896, cloth, is. net, Persian, is. 6d. net. 

Macmillan 

793 Tennyson, Lord— Poetical works. Vol. 8, Enoch Arden and other poems. 

Pocket edition. 96 pp. Pott. 8vo, 1896, cloth, is. net, Persian, is. 6d. net. 

Macmillan 

794 Tenn3rson, Lord — Poetical works. Vol. 9. In Memoriam. People*s edition. 

125 pp. Dy. i6mo, 1896, cloth, is. net, Persian, is. 6d. net. Macmillan 

795 Tennyson, Lord— Poetical works. Vol. lo, Maud and other poems People's 

edition. 91 pp. Dy. i6mo, 1896, cloth, is. net, Persian, is. 6d. net 

Macmillan. 

796 Theatre. Vol. 26, July-December, 1895. 378 pp. Photos. Roy. 8vo, 1895, 

cloth, 7s. 6d. Simpkin 

797 Theological colleges of the Church of England, and the Episcopal 

Church in Scotland 44 pp. Cr. 8vo, 1896, paper, 6d. Longmans 

798 Theosophy of the Upanishads. 203 pp. 8vo, 1896, cloth, 3s. net. 

Theosophical Publishing Society 
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799 Thimm, F. — French self-taught. New edition. 79 pp. (Self-taught 

library). Cr. 8vo, 1896, limp cloth, is. 6d. E. Marlborough 

800 Thimniy P.— German self-taught. New edition. 80 pp. (Self-taught 

library). Cr. 8vo, 1896, cloth limp, is. 6d. E. Marlborough 

80X Thimm, F.—Italian self-taught. New edition. 80 pp. (Self-taught 
library). Cr. 8vo, 1896, limp cloth, is. 6d. E. Marlborough 

802 Thimm, F.— Norwegian self-taught New edition. 79 pp. (Self-taught 

Hbrary). Cr. 8vo, 1896, limp cloth, 2s. 6d. E. Marlborough 

803 Thimm, F.— Spanish self-taught. New edition. 80 pp. (Self-taught 

library). Cr. 8vo, 1896, limp cloth, is. 6d. E. Marlborough 

804 Thoma, Prof. Richard— Text book of general pathology and patho- 

logical anatomy. Vol. i. 14 + 624 pp. lUus. Dy. 8vo, 1896, 
cloth, 30s. A. & C. Black 

805 Thompson, W. Gilman — Practical dietetics, with special reference to 

diet in disease. 22 + 802 pp. Illus. La. 8vo, 1896, cloth, 21s net. 

HiRSCHFELD BrOS. 

806 Thomson, James— Biographical and critical studies of various writers. 

483 pp. Sm. 8vo, 1896, cloth, 6s. Reeves & Turner 

807 Thornton, W. P. — Phrenology. New edition. 9 + 120 pp. Cr. 8vo, 1896, 

paper, is. Low 

808 Thorp, George E.— Twelve lessons on breathing and breath control 

for singers, speakers and teachers. 48 pp. Cr. 8vo, 1896, cloth, is. 

Robert Cocks 

809 Thorp, George E., and Nicholl, William— Text book on the natural 

use of the voice. 3rd edition. 136 pp. Diagrams, &c. (Modern 
method series). Cr. 8vo, 1896, paper cover, 2s 6d , cloth, 5s. Robert Cocks 

810 Thorpe, T. E.— A manual of inorganic chemistry. Vols, i and 2. 

Revised edition. (Advanced science series). Post 8vo, 1896, cloth, iis. 

Collins 

811 Thurston, Rev. H. — Another Mexican myth. 24 pp. Cr. 8vo, 1896, 

paper, id. Catholic Truth Society 

812 Tolstoi, Count Leo — The four gospels. Vol. 2. Harmonised and translated. 

4 + 37^ PP- Cr. 8vo, 1896, cloth, 6s. Walter Scott 

813 Tompkins, A. E.— Text book of marine engineering. 253 pp. Illus. 

Dy. 8vo, 1896, cloth, 8s. 6d. net. J. Griffin (Portsmouth) 

814 Townsend, Rev. J. H. — A bright to-morrow. 72 pp. (Upward life series). 

Long i2mo, 1896, cloth, is. Marshall Bros. 

815 Turkish self-taught. Edited by Abu Said. New edition. 136 pp. (Self-taught 

library). Cr. 8vo, 1896, paper, 2s., limp cloth, 2s. 6d. E. Marlborough 

816 Tynan, Katharine— Oh what a plague is love : a novel. 151 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. A. & C. Black 

817 Usill, Geo. W. — Practical surveying: a text book for students preparing for 

examinations, &c. Fourth edition. 350 pp. Illus. Cr. 8vo, 1896, 
cloth, 7s. 6d. Crosby Lockwood 

818 Vigdell, Mrs. J. H. — ^The vengeance of James Vansittart. 2nd edition. 

404 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

819 Veitch, Sophie F. F.— Margaret Drummond ; millionaire: a novel. 

Cheap edition. 526 pp. Cr. 8vo, 1896, cloth, 3s. 6d. A. & C. Black 

820 Venetian art. 24 + 70 pp. Illus. Roy. 4to, 1895, cloth, jQ^ 3s. Blades 
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-821 Vergil— Aencid book VIII. Edited by A. H. Allcroftand B. J. Hayes. Intro- 
duction, text and notes. 92 pp. (University tutorial series). Cr. 8vo, 1895, 
cloth, IS. 6d. W. B. Clive 

S22 Vergil- Aeneid book VIII. Edited by A. H. AUcroft and B. J. Hayes. 
Introduction, text, notes, vocabulary and translation, in i vol. 92 + 20+23. 
(University tutorial series). Cr. 8vo, 1895, cloth, 3s. W. B. Clivb 

Z23 Vergfil — Aeneid book VIII. A translation by A. A. Irwin Nesbitt. 23 pp. 
(University tutorial series). Cr. 8vo, 1895, P^ip^r, is. W. B. Clive 

•824 Vergil — ^The Eclogues. A vocabulary and test papers. Interleaved. 24 pp. 
(University tutorial series). Cr. 8vo, 1896, paper, is. W. B. Clive 

•825 Vergil — ^The Eclogues. A translation. By F. G. Plaistowe and W. F. Masom, 
27 pp. (University tutorial series), Cr. 8vo, 1896, paper, is. 6d. 

W. B. Clive 

826 Vergil— The Eclogues. Edited by F. G. Plaistowe and W. F. Masom, with 

introduction, text and notes. 91 pp. (University tutorial series). Cr. 8vo, 

1896, cloth, 3s. 6d. W. B. Clive 

S27 Vergil— The Eclogues. Edited by F. G. Plaistowe and W. F. Masom. Intro- 
duction, text, notes, vocabulary and translation. In I vol 91 + 24 + 27 pp. 
(University tutorial series). Cr. 8vo, 1896, cloth, 5s. 6d. W. B. Clive 

&8 Verity, J. B.— Electricity up to date, sth edition. 238 pp. Diagrams. 
(Handy information books series). Cr. 8vo, 1896, cloth, 2s. 6d. Warne 

829 Vo]rage of Bran, son of Febal to the land of the living : an old Irish 
Saga now first edited, with translation notes and glossary, by Kuno Meyer, 
with an essay upon the Irish version of the happy other world and the Celtic 
doctrine of re-birth, by A. Nutt. Section I. The happy other world. 
17 + 330 PP* Cr. 8vo, 1895, cloth, los. 6d. D. Nutt 



330 Walford's county families of the United Kingdom. 1,200 pp. Roy. 8vo, 

1896, cloth, ;£^2 I OS. Chatto & Windus 

331 Waring, F. R. --Earth geist and its worshippers. 128 pp. Sm. 8vo, 

1895, cloth, IS. net. Reeves & Turner 

332 Waterloo, Stanley— A man and a woman. 320 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. net. Redway 

333 Watson, William— The purple east : a series of sonnets on England's 

desertion of Armenia. Large paper edition limited to 75 copies. 50 pp. 
Frontispiece by G. F. Watts, R.A. Sm. 4to, 1896, buckram, 7s. 6d. net. 

John Lane 

334 Webber, W.— Memoniter index diary, 1896. 86 pp. lUus. 4to, 1895, 

manilla covers, is. 

Western Counties Agricultural Association (Plymouth) 

835 Weekley, E.— Preceptors' French reader. 128 pp. (Preceptors* series). 

Cr. 8vo, 1895, cloth, is. 6d. W. B. Clive 

836 Weir, James— Law of bills of sale. 52 + 386 pp. Dy. 8vo, 1896, cloth, 20s. 

Jordan & Sons 

837 Welton, J.— Manual of logic. Vol. i, by J. Welton. 2nd edition, revised 

and largely recast. 22 + 411 pp. (University tutorial series). Cr. 8vo, 

1896, buckram, 8s. 6d. W. B. Clive 

838 West, B. B.— A financial atonement 282 pp. Cr. 8vo, 1896, cloth, 6s. 

Longmans 

839 West, Mary — Hester Neale: a novel. 214 pp. Cr. 8vo, 1896, paper, is. 

SiMPKIN 
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840 Weymouthy E. S. — A translation of the annals of Tacitus. Book i. 

68 pp. Cr. 8vo, 1896, paper is., cloth, is. 6d. H. K. Lewis 

841 Weymouthy Richard Francis. — The resultant Greek testament, 

exhibiting the text in which the majority of modem editors are agreed, etc., 
etc. : with an introduction by the Right Rev. the Lord Bishop of Worcester. 
8 + 22 + 644 PP* Cr. 8vo, 1896, cloth, 4s. 6d. net. Marshall Bros. 

842 Wheatley, H. B., Ed.— The diary of Samuel Pepys. 6 + 415 PP- 

lUus. Dy. 8vo, 1896, cloth, los. 6d. G. Bell 

843 White, F. M.— The robe of Lucifer: a novel. 352 pp. Cr. 8vo, 1896, 

cloth, 6s. A. D. Innes 

844 Whittier, J. Greenleaf— Poems, religious and devotional. 8+167 pp. 

(Golden Treasury series). Pott 8vo, 1895, cloth, 2s. 6d. net. Macmillan 

845 Who's Who in 1896? 48th year. 464 pp. i6mo, 1896, cloth, 2s. 6d. net. 

SiMPKIN 

846 Williams, Edward H., Jun. — Manual of lithology: treating of the 

principles of the science with special reference to megascopic analysis. 
2nd edition. 8 + 418 pp. lUus. Dy. 8vo, 1895, cloth, 12s. 6d net. 

Chapman & Hall 

847 Williamson, Mrs. F. Harcourt— A provincial lady: a novel. 316 pp. 

Cr. 8vo, 1896, cloth, 6s. Hutchinson 

848 Willich, C. M.— Willich's tithe commutation tables annual supplement, 

for ascertaining, at sight, the tithe rent-charge payable for the year 1896. By 
H. Bence- Jones. 8 pp. 8vo, 1896, paper, is. Longmans 

849 Wilson, C. R., ed.— Early annals of the English in Bengal. Vol. i. 

404 + 24 pp. 8vo, 1895, cloth, 20s. W. Thacker 

850 Wilson, E. B.— Cyanide processes. 4 + n6 pp. Cr. 8vo, 1896, cloth, 

6s. 6d. net. Chapman & Hall 

851 Wilson, S. G. — Persian life and customs, with scenes and incidents of 

residence and travel in the land of the lion and the sun. 320 pp. Illus. 
with map Dy. 8vo, 1896, cloth, 7s. 6d. 

Oliphant, Anderson Ferrier (Edinburgh) 

852 Winchester diocesan kalendar, 1896. 254 pp. Cr. 8vo, 1896, paper, is. 

SiMPKIN 

853 Winslow, Dr. Forbes— Youthful eccentricity, a precursor of crime. 

103 pp. i6mo, 1896, cloth, 2s. Funk & Wagnalls 

854 WoUheim, Albert— The sewerage engineer's hand-book. 168 pp. 

Illus. (St. Bride's Press publications. No. 13). Fcp. 8vo, 1896, cloth, 2s. 6d. net 

St. Bride^s Press 

855 Wood, Mrs. Henry— Red Court farm. 60th thousand. 6 -f 479 pp. 

Cr. 8vo, 1896, cloth, 2s., red cloth, 2s. 6d. Bentley 

856 Wood, Mrs. Henry — Within the maze. 85th thousand. 6 + 476 pp. 

Cr. 8vo, 1896, cloth, 2s., red cloth, 2s 6d. Bentley 

857 Woodlock, Thomas F.— The anatomy of a railroad report 72 pp. 

Roy. 8vo, 1896, paper, 2s. 6d. net. Effingham Wilson 

858 World of Wonders, The : A record of things wonderful in nature, science, 

and art. Cheap edition. Vol. i. 424 pp. Illus. 4to, 1896, cloth, 4s. 6d. 

Cassell 

859 Wright, Alfred— Gout and rheumatic gout, latent and active. An " up- 

to-date " treatment, free from irksome, dietary, and other restrictions. 44 pp. 
Cr. 8vo, 1896, paper, is. Simpkin 
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860 Wright, Rev. Charles H. H.— A primer of Roman Catholicism, or, 

the doctrines of the Church of Rome, briefly examined in the light of scripture. 
i6o pp. (Present day primers, No. 9). Fcp. 8vo, 1896, cloth, is. 

Religious Tract Society 

861 Wulfson, Johanna— Hints and suggestions on the teaching of visual 

arithmetic. 62 pp. Dy. 8vo, 1896, boards, is. G. Philip & Son 

862 Wulfson, Johanna— Visual arithmetic for juniors. 98 pp. Illus. 

Dy. 8vo, 1896, boards, is. G. Philip & Son 

863 Year's art 1896 : a concise epitome of all matters relating to the arts of painting, 

sculpture and architecture and schools of design which have occurred during 
the year 1895, together with information respecting the events of the year 1896. 
456 pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. Virtue 

864 Year's music 1896 ; being a concise record of British and foreign musical events, 

productions, appearances, criticisms, memoranda, &c. 372 pp. Cr. 8vo, 
1896, cloth, 2s. 6d. Virtue 

865 Yeatman, John Pym — ^Judicature quarterly review, January. 60 pp. 

Roy. 8vo, 1896, paper, 2s. A. P. Marsden 

866 Yeats, E. C. — Brush work, with an introduction by T. R. Ablett. 60 pp. 

Illus. Oblong 4to, 1896, art canvas, 5 s. net. G. Philip 

867 Yoe, Shway — ^The Barman, his life and notions. 2nd edition. 

12 + 603 pp. Dy- 8vo, 1896, cloth, 12s. 6d. Macmillan 

868 Yorke, C— The wild Ruthvens. 5th edition. 340 pp. Illus. (Our girls 

bookshelf series). Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

869 Young, C. S.— Manual training for the standards. Standards. (First 

yearns course). Supplementary edition. 32 pp. Illus. Oblong 4to, 1896, 
boards, is. Simpkin 

870 Young, H. S. Schultess— Legal defences to prosecutions under the 

vaccination acts and to illegal vaccination. 48 pp. 8vo, 1896, 
cloth, 2S. Simpkin 

871 Young, Dr. Robert— Analytical concordance to the Bible. 6th edition. 

1106 pp. Dy. 4to, 1896, cloth, 24s., half morocco, 28s., morocco, 40s. 

Adam Young (Edinburgh) 

872 Young, W.— Spon's architects' and builders' price book for 1896. 

23rd edition, 416 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. E. & F. N. Spon 
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873 A' Beckett, A. W.— Green room recollections. 296 pp. Cr. 8vo, 1896, 

cloth, -js. 6d. Arrowsmith 

874 Ag^ilar, Grace — ^The vale of cedars. 302 pp. (Oxford library series). 

Cr. Svo, 1896, cloth, 2s. Walter Scott 

875 Alden, W. L.— Among the freaks: a novel. 8 + 195 pp. lUus. Cr. 8vo, 

1896, cloth, 3s. 6d. Longmans 

876 Alexander, Mrs.— What gold cannot buy. Cheap edition. 296 pp. 

Cr. 8vo, 1896, boards, 2s. F. V. White 

877 Allen, Charles— Papier m^ch^. 6 + 151 pp. (Pioneer series). Cr. 8vo, 1896, 

cloth, 3s. net, paper, 2s. 6d. net. Heinemann 

878 Allen, Grant— Moorland idylls. 8 + 258 pp. (Evolutionist at large series). 

Cr. 8vo, 1896, cloth, 6s. Chatto & Windus 

879 A. M.— The wooing of Webster. 290 pp. lUus. (Oxford Hbrary series). 

Cr. 8vo, 1896, cloth, 2s. Walter Scott 

880 Anderson, Mary (Mme. de Navarro) — A few memories. 267 pp. Portraits 

and designs. Cr. 8vo, 1896, cloth, los. 6d. Osgood 

88z Andom, R.— We three and troddles. New and cheap edition. 250 pp. 
lUus. Cr. 8vo, 1896, paper, is. 6d. Tylston & Edwards & A. P. Marsden 

882 Archer, William— The theatrical world of 1895. 35 + 445 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Walter Scott 

883 Armstrong, Edward— Lorenzo De Medici and Florence in the xsth 

century. 15 + 449 pp. Illus. (Heroes of the nations series). Cr. 8vo, 
1896, cloth extra, 5s. Putnam's Sons 

884 Armstrong, Walter— Life of Sir J. E. Millais, Bart President of the 

Royal Academy. New edition. 32 pp. Illus. Super roy., 1896, paper, 
2S. 6d. Virtue 

885 Arnold, Sir Edwin — East and West : being papers reprinted from the 

" Daily Telegraph" and other sources. With 41 illustrations by R. T. 
Pritchett. 10 + 373 pp. 8vo, 1896, cloth, 18s. Longmans 

886 Arnold, Matthew— American discourses. 14 + 207 pp. (Eversley series). 

Globe 8vo, 1896, cloth, "js. Macmillan 

887 Arnold, Matthew — Poems, with introduction by William Sharp. 30 + 304 pp. 

(Canterbury Poets* series). Sq. 8vo, 1896, cloth, is. Walter Scott 

888 Arthur, J. R.— A bouquet of brevities. 129 pp. Cr. 4to, 1896, cloth, 12s. 6d. 

Leadenhall Press 

889 Arthur, T. S.— Three years in a man trap. New edition. 256 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s. James Blackwood 

890 Baddeley, M. J., ed.— Guide to the English lakes. 20th edition. 120 pp. 

Illus. with maps and plans. (Black's guide books series). Cr. 8vo, 1896, 
paper, is. A. & C. Black 

891 Balfour, A. J.— The foundations of belief: being notes introductory to the 

study of theology. 6th edition. 8 + 356 pp. 8vo, 1896, cloth, 12s. 6d 

Longmans 

892 Balfour, Isaac Bayley, and others, ed.— Annals of botany. Vol. lo. 

No. 37. 108 pp. Illus. (Botanical series). 8vo, 1896, paper, 14s. 

Clarendon Press 

893 Ball, Richard, Francis and Gilbey, Tresham— "The Essex foxhounds," 

with notes on hunting in Essex. 384 pp. Illus. 4to, 1896, J roan, 25s. net. 

Vinton 

894 Ballantine, Henry— On India's frontier, or Nepal, the Gurkhas' 

mysterious land. 192 pp. Plates. Cr. 8vo, 1896, cloth, 7s. 6d. net. 

Geo. Red way 
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SpS Baptist haadbook, 1896. New edition. 480 pp. Dy. 4to, 1896, paper 2s., 
boards 5s. J. Clark^ 

896 Barretti Chas. G.—The lepidoptera of the British Islands. Part 30. 

32 pp. 4 coloured plates. Super roy. 8vo, 1896, paper, 5s. net. L. Reeve 

897 Barrett, Frank— The woman of the iron bracelets. New edition. 8 + 336 pp. 

Post 8vo, 1896, paper boards, 2s. Chatto & Windus 

898 Bathe, Anthony and Buckham, F.H.— The christian's road book. With 

an introduction by W. J. Knox Little, Canon of Worcester. Complete 2 pts. in i. 
8 + 80 pp. ; 8 + 200 pp. Fcp., 1896, paper, is. 6d. ; cloth limp, 2s. 6d. ; 
gilt, 3s. 64 Longmans 

899 Bathe, Anthony and Buckham, F. H.— The christian's road book. 

Part 2. Readings with an introduction by W. J. Knox Little, Canon of 
Worcester. 8 + 200 pp. Fcp., 1896, paper, is.; cloth limp, 2s.; cloth 
gilt, 3s. Longmans 

900 Beauclexic, Rev. Henry— Jesus : His life in the very words of the four Gospels. 

A diatessaron. 734 pp. Cr. 8vo, 1896, cloth. 5s. Burns & Gates 

901 Beautiful Britain : The scenery and splendours of the united kingdom, royal 

residences, homes of princes and noblemen, palaces, castles, and stately houses, 
beauties of mountain, lake, and river. Photographs taken by permission of 
Her Majesty the Queen and by favour of noblemen and gentlemen. 41 2 pp. 
Roy. 4to, 1896, cloth, 21s. net. Simpkin 

902 Beckett, R. A.— Post mortem and other poems. 61 pp. Dy. 8vo, 1896, 

imitation vellum, 2 s. 6d. net. Rixon & Arnold 

903 Beecher, Henry Ward— Lectures to young men on various important 

subjects. New edition with additional lectures. 320 pp. Illus. Cr. 8vo, 
1896, cloth, 2S. 6d. James Blackwoob 

904 Beeton's new dictionary of everyday gardening. 830 pp. Illus. 

La cr. 8vo, 1896, cloth, 3s. 6d. Ward Lock & Bowden 

905 Being and doing : a selection of helpful thoughts from various authors, arranged 

for daily reading. 4th edition. 378 pp. Cr. 8vo, 1896, cloth, 2s. 6d. net. 

Simpkin 

906 Belloc, Hilaire— Verses and sonnets. 64 pp. Imp. 32mo, 1896, doth, 5s. 

Ward & Downey 

907 Bentlcy, Emma— Silvio Bartholi, painter. 281 pp. Cr. 8vo, 1896, cloth, 6s. 

Fisher Unwin 

908 Berensen, Bernhard— The Florentine painters of the renaissance. 

With index to their works. 141 pp. Illus. (Italian painters of th6 
renaissance series). Cr. 8vo, 1896, cloth extra, 5s. Putnam^s Sons 

909 Besant, Sir Walter— Beyond the dreams of avarice. New edition. 

8 + 332. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

910 Betts, Rev. J. A.— Church reform : Where it is needed ; and its guiding 

principles. A practical policy for churchmen. i6 pp. Cr. 8vo, 1896, 
paper 2d. Simpkin 

911 Biggs, Rev. C. R. D. — Stages in atonement : addresses on the sayings from 

the cross. 80 pp. Cr. 8vo, 1896, cloth, is. 6d. net. Simpkin 

912 Birrell, Augustine— Obiter Dicta. Cheap edition. 266 pp. 2nd Series. 

Fcp. 8vo, 1896, cloth, 2S. 6d. Stock 

913 Bishop, Mrs. M. C— A memoir of Mrs. Augustus Craven. Cheap 3rd 

edition. 518 pp. Portrait Cr. 8vo, 1896, cloth, 7s. 6d. Bentley 

914 Bj5rling| P. R. — Pumps and pump motors. 2 vols. Illus. Roy. 4to, 1896, 

cloth, jCs 3s. E. & F. N. Spon 

915 Cy^nson, Bjttmstjeme— A happy boy, translated from Norwegian by Mrs. 

W. Archer. 6+182 pp. Fcp. 8vo, 1896, cloth, 3s. net. Heinemann 
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9x6 Blackwell, George — Law of residential and business flats. 12 + 82 pp. 
(Legal handy book series). Dy. i2mo, 1896, cloth, is. 6d. net. 

Effingham Wilson 

917 Blake, Cecilia M.— Among the water lilies. New edition. 4 + 412 pp. 

Frontispiece. Cr. 8vo, 1896, cloth, 2s. 6d. Ward & Downey 

918 Blatchford, Robert— Merrie England. 205 pp. Ill^s. Cr.8vo, 1896, cloth, 

2s 6d. Walter Scot 

919 Blouety Henri — Gender of French nouns. 8 pp. Fcp. 8vo, 1896, paper, 3d. 

Allman 

920 Bookmen : members of learned, antiquarian and literary societies in the United 

Kingdom. 180 pp., interleaved. Cr. 8vo, 1896, cloth, 12s. 6d. net. 

J. Clegg (Rochdale) 

921 Borrow, George— The bible in Spain. Edited by the late Ulick Burke. New 

edition. 2 vols. Illus. Cr. 8vo, 1896, cloth, 12s. John Murray 

922 Bose, P. Nath— A history of Hindu civilization during British rul^ 

4 vols., vol. 3. 68 + 228. Cr. 8vo, 1896, cloth, 7s. 6d. net. Kegan" Paul 

923 Bottone, S. R. — The dynamo : How made and how used. 9th edition, with 

additional matter and illustrations. 4+ 116 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Sonnenschein 

924 Bourget, Paul— A living lie. 12 + 304. Cr. 8vo, 1896, cloth, 3s. 6d. 

Chatto & Windus 

925 Bowstead, W.— A digest of the law of agency. 37 + 394- E)y- 8vo, 1896, 

cloth, 14s. Sweet & Maxwell 

926 Boyd, Rev. A. K. H. — The last years of St. Andrews. Sept. 1890 to 

Sept. 1895. 12 + 397 pp. 8vo, 1896, cloth, 15s. Longmans 

927 Brereton, J. Le Gray — The song of brotherhood, and other verses. 1 76 pp. 

Fcp. 8vo, 1896, cloth, 4s. G. Allen 

928 Bridgett, Rev. T. E. — L3rra Hieratica: poems on the priesthood. 144 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. net. Burns & Oatks 

929 Brodrick, Hon. Mrs. Alan— The creed of Philip Glyn. 10 + 146 pp. Cr. 8vo, 

1896, limp cloth, IS. 6d., paper, is. Ward & Downey 

930 Bromley, Francis E.— A set of diagrams illustrating fractures and 

dislocation. On 2 sheets. 40 + 26, 1896, rollers and varnished, los. net. 

Allman 

931 Brdnte, Charlotte— Jane Eyre. 8 + 313 pp. Illus. (Reward series). 

Dy. 8vo, 1896, cloth, 5s. Walter Scott 

932 Br5nte, Emily and Brdnte, Anne— Wuthering heights. Agnes Grey. 

382 pp. (Oxford library series). Cr. 8vo, 1896, cloth, 2s. Walter Scott 

933 Brooke, Rev. C. W. A.— Hints for meditations on the seven last words* 

36 pp. Dy. 8vo, 1896, limp cloth, 2s. Skeffington 

934 Brown, E. W.— An introductory treatise on the lunar theory. i6 + 292 

pp. Roy. 8vo, 1896, cloth, 15s. Camb. Univ. Press 

935 Brown, J. A. Harvie and Buckley, Thomas E.— A fauna of the Moray 

basin. 2 vols. 32 plates, maps, &c. Sm. 4to, 1896, cloth, ;^3. 

D. Douglas (Edinburgh) 

936 Browne, Right Rev. G. F.— The marriage of divorced persons in 

Church. Two sermons preached in St. PauPs Cathedral on February 16 and 
23, 1896 4 + 53 pp. Cr. 8vo, 1896, cloth, is. Longmans 

937 Buchanan, J. P.— Pyramids and pool games. 83 pp. Diagrams. (The 

" oval " series). Cr. 8vo, 1896, cloth limp, is. Routledge 

938 Buchanan, Robert — ^The devil's case: a bank holiday interlude. 169 pp. 

1896, cloth, 6s. R. Buchanan 

939 Buchanan, Robert— Is Barabbas a necessity? 32 pp. Imp. 8vo, 1896, 

paper, is. R. Buchanan 
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940 Buchanan, Robert — ^A marriage by capture. 208 pp. Frontispiece. 

(Autonym library series, vol. 15). 24010, 1896, paper, is. 6d., cloth, 2s. 

Fisher Unwii* 

941 Buckler, Rev. H. R.— A few plain thoughts upon the Anglican movement 

69 pp. Cr. 8vo, 1896, paper 6d. Burns & Oates 

942 Budge, E. A. W.— Life and exploits of Alexander the Great 54 + 610 pp. 

Frontispiece. Dy. 8vo, 1896, cloth,. 12s. 6d. net, Camb. Univ. Press 

943 Burgin, G. B.— The judge of the four comers. 352 pp. Cr. 8vo, 1896, 

cloth, 6s. A. D. Innes 

944 Burgon, Dean— The tractitional text of the holy gospels. Edited by 

Rev. Edward Miller. 20 + 317. Dy. 8vo, 1896, cloth, los. 6d. net. G. Bell 

^5 Burnett, Frances Hodgson— A lady of quality. 368 pp. Frontispiece and 
vignette. Cr. 8vo, 1896, cloth, 6s. Warne 

946 Bums, Robert— Poetical works. 556 pp. Frontispiece. (Cheapest books in 

the world series). Dy. 8vo, 1896, red cloth, 2s., blue cloth, 3s. 6d. 

Bliss Sands & Foster 

947 Burrows, Montague— History of foreign policy of Great Britain. 

14 + 372 pp. Dy. 8vo, 1896, cloth, 12s. W. Blackwood 

948 Burton, J. Bloundelle— In the day of adversity. 372 pp. Cr. 8vo, 1896, 

cloth, 6s. Methuen 

949 Butler, A, G.— Foreign finches in captivity. Part 8. 36 pp. 6 coloured 

plates. Roy. 4to, 1896, paper, los. 6d. net. L. Reeve 

950 By meadow and stream, by the amateur angler. Popular edition. 134 pp. 

Illus. 3 2 mo, 1896, fancy boards, is. Low 

951 By meadow and stream, by the amateur angler. 134 pp. Illus. Pott 8vo, 

1896, cloth, 2S 6d. Low 

952 By meadow and stream, by the amateur angler. Large paperjedition. 134 pp. 

Illus. Fcp. 8vo, 1896, cloth, 6s. net Low 

953 Cadell, Henry M.— The geology and scenery of Sutherland. 2nd 

edition. 108 pp. Illus. Cr. 8vo, 1896, cloth, 4s. net. 

D. Douglas (Edinburgh) 

954 Calder, Fanny L. and Mann, E. G.— A teacher's manual of elementary 

laundry work. 4th edition. 8 + 82 pp. Illus, Fcp. 8vo, 1896, cloth, is. 

Longmans 

955 Cameron, Sir Charles A.— Elementary agricultural chemistry and 

geology. 168 pp. Fcp. 8vo, 1896, cloth, is. 6d. Macmillan 

956 Cameron, Mrs. Lovett— Little lady Lee. 292 pp. Cr. 8vo, 1896, cloth, 

2s. 6d. F. V. White 

957 Cameron, Mrs. Lovett— A tragic blunder. Cheap edition. 320 pp. Cr. 

8vo, 1896, boards, 2s. F. V. White 

958 Campion, Thomas— Lyric poems. Edited by Ernest Rhys. 32 + 174 PPv 

Etched frontispiece. (Wic Poets' series). 1896, cloth, 2s. 6d. net. J. M. Dent 

959 Carrington, Edith— Nacre's wonders. 8 + 216 pp. Illus. (Animal life 

readers series). Cr. 8\l), 1896, cloth, is. G. Bell 

960 Cartwright, Julia (Mrs. Henry Ady)— The life and work of G. F. Watts, 

R.A. (The Easter annual, 1896). 32 pp. Illus. Super roy., 1896, paper, 
2s. 6d. Virtue 

961 Cams, Paul— The gospel of Buddha, according to old records. 2nd edition. 

16 + 275 pp. (Philosophy at home series). Cr. 8vo, 1896, cloth, 2s. 6d. 

SONNENSCHEIN 

962 Cassecanarie, Dr. M.. D.— Obeah simplified: the truq wangah. 76 pp.. 

Cr. &V0, 1896, paper is. Kbgan Paul 
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9^3 Casseirs gazetteer of Great Britain and Ireland. Vol. 3. 472 pp. Illus. 
4to, 1896, cloth, 7s, 6d, Casseli. 

964 Catalogue of the Avery Architectural Library. A memorial library of 

architecture, archaeology, and decorative art. Library of Columbia College,. 
New York, 1895. 8 + 373 pp. Imp. 8vo, 1896, half morocco, 50s. net. 

Macmillan 

965 Chalmers, Frederick— A sketch. 4 + 116 pp. lUus. Cr. 8vo, 1896, cloth, 

2S. 6d. NlSBET 

966 Chambers, Rev. Arthur— Ought we to pray for the departed ? 30 PP- 

Cr. 8vo, 1896, leatherette, 9d. net Chas. Taylor 

967 Chambers's concise gazetteer of the world. Part i, with maps of Afghan- 

istan and Africa. 64 pp. Cr. 8vo, 1896, paper, 6d. W. & R. Chambers 

968 Chambers's elementary science readers. Book i, with object lessons and 

illustrations. 140 pp. lUus. Post 8vo, 1896, cloth, 9d. W. & R. Chambers 

969 Chapman, Abel— Art of wildfowling. 270 pp. lUus. Dy. 8vo, 1896, cloth, 

los. 6d. H. Cox 

970 Chaucer — ^The knig^htes tale, with Ufe, grammar, notes, etymological, glossary 

and examination questions. 164 pp. Post 8vo, 1896, cloth, 2s. 

W. & R. Chambers 

971 Chemical manufacturers' directory of England, Wales, and Scotland, 

with some of the firms in Ireland. 28th edition. Corrected and 
enlarged. 108 pp. 8vo, 1896, boards, 2s. 6d. Simpkin 

972 Children of the Bible. In very large type. 87 pp. Imp, 8vo, 1896, paper, is. 

Eeligious Tract Society 

973 Chirol, Valentine— The far Eastern question. 12 + 196 pp. lUus. 

Cr. 8vo, 1896, cloth, 8s. 6d. net. Macmillait 

974 Christian world pulpit. Vol. 48. 416 pp. Dy. 4to, 1896, cloth, 4s. 6d. 

J. Clarke 

975 City of London directory. 26th edition. 11 20 pp. 1896, cloth, 12s. 6d. 

Collingridge 

976 Cleishbotham, the younger— A dictionary of the Scottish language. 

Vol. I. 66 pp. 6^ X 2in., 1896, limp leather, as. 3d. net. D. Bryce (Glasgow) 

977 Clouston, Dr. T. S.— Clinical lectures on mental diseases. 4th edition. 

12 + 727 pp. Illus. Cr. 8vo, 1896, cloth, 14s. Churchill 

jJ78 Clowes, W. Laird— Naval pocket book, 1896. 850 pp. Illus. with plans. 
1896, cloth, 5s. net. Tower Publishing Co. 

979 Collins, A. G. (compiler) — Short notes, useful matter without unnecessary 

padding. 36^ pp. Sm. cr. 8vo, 1896, leather, is. and 3s. 6d. W. Collins 

980 Collins, Wilkie— The woman in white and the moonstone. A new 

edition. 238 + 190 pp. (Cheap popular reprints series). Dy. 8vo, 1896, 

cloth, 2S. ChATTO & WiNDUS 

98Z Communicant's Prayer Book, The— The book of Common Prayer with 
explanatory notes, practical and devotional, interleaved and appended, and 
Hymns Ancient and Modern. 12th thousand. 1896, cloth, is. 9d. 

Henry Frowde. 

982 Compton, C. G.— Her own devices. 4 + 188 pp. (Pioneer series). Cr. 8vo, 

1896, cloth, 3s. net,fpaper, 2s. 6d. net. Heinemann 

983 Conant, Levi Leonard — The number concept, its origin and development. 

8 + 218 pp. Ex. cr. 8vo, 1896, cloth, 8s. 6d. Macmillan 

984 Conder, Lieut.-Col. C. R.— The Bible and the East 234 pp. Illus. and 

map. Cr. 8vo, 1896, cloth, 5s. W. Blackwood 

985 Conrad, Joseph— An outcast of the islands. 391 pp. Cr. 8vo, 1896, 

cloth, 6s. Fisher Unwin 
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986 Constant — Memoirs of Napoleon, now first translated from the French* 

4 vols. Portraits. Dy. 8vo, 1896, art canvas, j£2 2s. H. S. Nichols 

987 Cope, C. D.— Primary factors of organic evolution. 547 pp. lUus. 

Cr. 8vo, 1896, cloth, 8s. 6cL Open Court Publishing Co* 

988 Corelliy Marie— The mighty atom. 340 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Hutchinson 

989 Courthope, William John— Liberty and authority in matters of taste. 

An inaugural lecture delivered in the Sheldonian Theatre, Oxford, on the 15th 
of February, 1896. 35 pp. 8vo, 1896, paper, is. net. Macmillan 

990 Craiky Mrs. (Dinah Maria Muloch) — Christian's mistake. New edition. 

320 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hurst & Blackett 

991 Cram, Ralph Adams— Black spirits and white. 8 + 152 pp. (Handy 

novels series). Fcp. 8vo, 1896, cloth, is. 6d. Ciiatto & Windus 

992 Crane, Stephen— Red badge of courage. 4th edition, 1896. 4 + 194 pp. 

(Pioneer series). Cr. •8vo, 1896, cloth, 3s. net, paper, 2s. 6d. net. Heinemann 

993 Crockett, S. R.— Cleg Kelly, arab of the city. 442 pp. Cr. 8vo, 1896,. 

cloth, 6s. Smith Elder 

994 Cunningham, Dr. — Manual of practical anatomy. Vol. i. 2nd edition. 

17 + 661 pp. lUus. Post 8vo, 1896, cloth, I2S. 6d. Pentland- 

995 Cunningham, Dr.— Modem civilization. 217 pp. (Social questions series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Methuen 

996 Cutler, Thos. W.— Cottages and country buildings. 88 pp. Illus» 

Imp. oblong 8vo, 1896, vellum, 21s. H. Cox 

997 Davidson, H. C.—The Gargrave mystery. 128 pp. Dy. 8vo, 1896,. 

paper, 6d. Warne 

998 Dead Shot, The : or, Sportman's complete guide. Being a treatise on the use of 

the gun. By Marksman. 7th edition. 11+463 pp. lUus. Cr. 8vo, 1896, 
cloth, I OS. 6d. Longmans 

999 Dean, Mrs. Andrew— A woman with a future. 201 pp. Illus. Cr. 8vo, 

1896, cloth, 3s. 6d. ; paper, 2 s. 6d. A. & C. Black 

zooo Defoe, Daniel— Life and adventures of Robinson Crusoe. 384 pp 

Illus. (Cheapest books in the world series). Dy. 8vo, 1896, cloth, 2s. ; blue- 
cloth, 3s. 6d. Bliss. Sands & Foster 

zooz Defoe Daniel— The life and strange surprising adventures of Robin- 
son Crusoe, of York, mariner. As related by himself Cheap edition. 
416 pp. Illus. 4to, 1896, cloth, 3s. 6d. ; buckram, 5s. Cassell 

Z002 Delany, Rev. William — Three sermons on christian re-union. Preached 
in Dublin, October, 1895. ^^ PP- Cr. 8vo, 1896, cloth, is. 6d. net. 

Burns & Oates 

t003 De Quincey, Thomas -^Confessions of an opium eater. With introduc- 
tion and notes by Mark Hunter. 76 + 398 pp. (Bell's English classic series). 
Cr. 8vo, 1896, cloth, «< i ^ "^ • G. Bell 

Z004. Dickens, Charles— Bleak house. 547 PP- Cr. 8vo, 1896, cloth, 2s. 

ROUTLEDGE 

XOO5 Dignam, Rev. Father — Retreats. With letters and notes of spiritual direc- 
tion and a few conferences and sermons. 409 pp. Cr. 8vo, 1896, cloth, 6s. 

Burns & Oates 

XOO6 Dixon, Charles— British sea birds. Illustrated by. Charles Wymper. 
Sq. dy. 8vo, 1896, cloth, los. 6d. Bliss, Sands & Foster 

1007 Dixon, W. McNeile— A primer of Tennyson. 189 pp. Cr. 8vo, 1896, 
cloth, 2s. 6d. Methuen 

no8 Dodds, Rev. J. — ^The Apostles creed, no pp. (Guild text books series). 
i2tnD, 1896, paper, 6d. net. A. & C. Black 
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1009 Dodwell, Robert— Pocket county companion, "Berkshire." 217 pp; 

Map. 24mo, 1896, cloth, 2s. Tylston Edwards & A. P. Marsden 

1010 Dodwell, Robert— Pocket county companion, "Derbyshire." 195 pp. 

Map. 241110, 1896, cloth, 2S. Tylston Edwards & A. P. Marsden 

loii Douglas, Sir George — New border tales. 283 pp. lUus. (Oxford library^ 

series). Cr. 8vo, 1896, cloth, 2s. Walter Scott 

1012 Doyle, A. Conan— Exploits of Brigadier Gerard. 334 pp. IHus.. 

Cr. 8vo, 1896, cloth, 6s. G. Newnes 

1013 Draper's diary and year book for 1896. 272 pp. 4to, 1896, boards, 2s. 6d. 

Warehouseman & Draper Office 

1014 Drummond, Hamilton—Gobelin grange. 372 pp. Cr. 8vo, 1896, cloth, 6s. 

A. & C. Black 

1015 Duff, E. Gordon— Early English printing. 40 pp. Plates. 4to, 1896, 

portfolio, £2 2S. net. Kegan Paul 

1016 Eastwick, R. W. Egerton, ed.— Oracle encyclopaedia. Vols, i and 2. 

Imp. 8vo, 1896, cloth, 6s. each. G. Newnes 

1017 Ede, W. Moore— The attitude of the church towards some of the 

social problems of town life. 16+ 131 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Camb. Univ. Press 

1018 Edea Guy — He went out with the tide. 291 pp. Frontispiece. Cr. Svo, 

1896, art linen, 6s. Macqueen 

1019 Edgar, J. G. — Wars of the roses. New edition. 291 pp. lUus. (Boy's 

gift library series). Cr. 8vo, 1896, cloth gilt, 2s. Warne 

Z020 Edwards, Joseph— An elementary treatise on the differential calculus, 

with applications and numerous examples. 16 + 529 pp. 8vo, 1896, 
cloth, 14s. Macmillan 

1021 Eliot, George— Essays and leaves from a notebook. Standard edition. 

8 + 309 pp. Cr. 8vo, 1896, cloth, gilt top, 2s. 6d. W. Blackwood 

1022 Eliot George— Impressions of Theophrastus Such. Standard edition. 

293 pp. Cr. 8vo, 1896, cloth, 2s. 6d. W. Blackwood 

1023 Elsdale, Rev. D. and Keymer, Rev. N.— Notes for teachers on the 

Prayer Book offices. 84 pp. Cr. 8vo, 1896, paper, is. net. Mowbray 

1024 Esler, E. Rentoul— The way of transgressors. 440 PP- Cr. 8vo, 1896, 

cloth, 6s. Low 

1025 Every Boy's book. i8th edition. 912 pp. Illus. Imp. i6mo, 1896, cloth, 

3s. 6d., cloth gilt, 5 s. ROUTLEDGE 

1026 Faber, Rev. F. W.— The easiness of salvation. 51 pp. Sq. i8mo, 1896, 

cloth, IS. Burns & Oates 

1027 Facsimiles of engravings of old masters. Pts. i-6. Illus. Folio, 1896, 

half morocco, £$ 5s. Quaritch 

1028 Fairbrother, W. H.— The philosophy of T. H. Green. 187 pp. Cr. 8vo, 

1896, dark green cloth, 3s. 6d. Methuen 

X029 Falkner, J. Meade— The lost stradivarius. 2 + 296 pp. Cr. 8vo, 1896, 
cloth, 6s. W. Blackwood 

1030 Family circle. Vol. July to Dec, 1895. 650 pp. Illus. Dy. 4to, 1896, 

art linen, 3s. 6d. J. Clarke 

1031 Fenn, George Manville— Featherland. 174+8 pp. Illus. (Animal life 

readers series). Cr. 8vo, 1896, cloth is. G. Bell 

1032 F inlay, M.— Elsie's journey on inland waters. Frontispiece. 260 pp. 

Cr. 8vo, 1896, cloth, 2s. and is. Routledge 

1033 Ferguson, Lady— Sir Samuel Ferguson in the Ireland of his day; 

Portraits. 2 vols. Post 8vo, 1896, cloth, jQi is. W. Blackwood 
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1034 Florian'^ fables. Done into English verse bysSir Philip Perring. 12 + 184 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

XO35 Fogazzaro, Antonio— Malombra. Trans, by F. Thorold Dixon. 561 pp. 
Cr. 8vo, 1896, cloth, 6s. Fisher Unwin 

1036 Forrester, Mrs.— Harlow's ideal and other stories. 319 pp. Cr. 8vo, 

1896, clothe 6s. . Hurst & Blackett 

1037 Foster, Rev. J. E.— The art of preaching. 56 pp. 8vo, 1896, paper, is. 

SiMPKIN 

1038 Foster, Rev. J. E.— Elocution for children. 10 + 92 pp. Cr. 8vo, 1896, 

limp cloth, IS. 6d. Sonnenschein 

X039 Fothergill, Caroline— A question of degree. 192 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. A. & C. Black 

Z040 Frazer, R. W.— Silent gods and sun steeped lands. 2nd and cheaper 
edition. 222 pp. lUus. Cr. 8vo., 1896, cloth, 3s. 6d. Fisher Unwin 

Z041 Freeman, Edward A.— Historical essays. First series. 5th edition. 
12 + 419 pp. 8vo, 1896, cloth, I OS. 6d. Macmillan 

Z042 Fruit grrowers year book, 1896. 280 pp. Illus. Cr. 8vo, 1896, paper, is. 

Cable Office 

Z043 Gallatly, W.— Mechanics for beginners. 10 + 253 PP- I^lus. Globe 
8vo, 1896, cloth, 2S. 6d, Macmillan 

ZO44 Ganot— Natural philosophy for general readers and young people. 

Translated and edited from Ganot's Cours Elem^ntaire de Physique (with the 
author's sanction) by E. Atkinson. 8th edition. 12+731 pp. Illus. 
Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

ZQ45 Gerard, D.— The wrong man. 2nd edition. 382 pp. Cr. 8vo, 1896, cloth, 
6s. W. Blackwood 

ZO46 Gerard, E.— A foreigner. 6 + 526 pp. Cr. 8vo, 1896, cloth, 6s. 

W. Blackwood 

1047 Gibbon, Edward— Decline and fall of the Roman empire. Vol i. 

464 pp. Cr. 8vo, 1896, cloth, 6s. Methuen 

XO48 Gibbon, Rev. I. M.— The image of God. 184 pp. Dy. 8vo, 1896, cloth, 
4s. 6d. Stock 

Z049 Gibson, Rev. E. C. S.— The thirty-nine articles of the Church of 
England. Vol. i (Articles i to 8). 362 pp. (Theological series). Dy. 8vo, 
1896, cloth, 7s. 6d. Methuen 

1050 Gibson, M. D.— Apocrypha sinaitica. 22 + 148 pp. (Studia Sinaitica V.) 

4to, 1896, paper, 7s. 6d. net. C. J. Clay 

1051 Giles. E. B.— History of cutting in England. 218 pp. Illus. Dy. 8vo, 

1896 cloth, 5s. ' Prewett & Co. 

1052 Gill, Hon. Mrs. Lyttelton — ^The cloud of witness. I^rge type edition. 

576 pp. 8vo, 1896, cloth, 7s. 6d. Henry Frowde 

1053 Gillman. A. W.— Searches into the history of the Gillman or Gilman 

family. 28 + 234 pp. Illus 4to, 1896, cloth, 35s. Stock 

1054 Gladden, W.— Ruling ideas of the present age. New edition. 300 pp. 

Cr. 8vo, 1896, cloth, 4s. J. Clarke 

loss Gobel, Harvey— On the shelf. 187 pp. Illus. Cr. 8vo, 1896, cloth gilt, 
2s. 6d. Warne 

1056 Gcethe — Egmont : a tragedy. With English notes by Oscar von Wegnern. 

2nd edition. 140 pp. (German classics). i2mo, 1896, cloth boards, 2s. 6d. 

E. Marlborough 

1057 Goethe and Schiller S Xenions : selected and translated by Paul Carus. 162 pp. 

Cr. Bvo, 1896, cloth, 4s. 6d. Open Court Publishing Co. 
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liSS Goodwin, Gordon— Mr. Alexander Rose's catalogue of engraved 
portraits. 2nd edition. 2 vols. lUus. La. 4to, 1896, i vellum, j£6 6s. 

Marcus Ward 

1059 Gould, Nat— The miner's cup. 314 pp. Cr. 8vo, 1896, boards, 2s., 

cloth, 2S. 6d. ROUTLEDGB 

Z060 Gosse, Edmund— On viol and flute. 12 + 212 pp. Frontispiece and tail 
piece. i2mo, 1896, cloth, 3s. 6d. net. Heinemann 

X061 Great Anglo-American war of 1900. 8 + 88 pp. Frontispiece and vignette. 
Dy. 8vo, 1896, paper, is. Stanford 

1062 Greely, General A. W.— Handbook of Arctic discoveries. 257 pp. 

Portrait and maps. Cr. 8vo, 1896, cloth, 5s. Ix)W 

X063 Green, J. L.— Allotments and small holdings. 8 + 144 PP- ^Hus. 
(Social science series). Cr. 8vo, 1 896, cloth, 2s. 6d. SoNNENSCHEiif 

ZO64 Greenhill, H. A., ed.— Sir Thomas Browne's Hydriotaphia and the 
Garden of Cyrus. 32 + 208 pp. (Golden treasury series). Pott 8vo, 
1896, cloth, 2S. 6d. net. Macmillan 

wo6s Grenfell, Bernard P., ed.— An Alexandrian erotic fragment and other 
Greek papyri, chiefly ptolemaic. 129 pp. Plate. Sm. 4to, 1896, paper 
boards, 8s. 6d. net. Clarendon Press 

1066 Grindon, Maurice— Kathleen OXeovan: a fantasy. 116 pp. Cr. 8vo, 
1896, cloth, 3s. 6d. SiMPKiN 

X067 Groome, Francis Hindes— Kriegspiel : The war game. 384 pp. Cr. 8vo, 
1896, cloth, 6s. Ward, Lock & Bowden 

1068 Gunter, A. C, ed.— Love adventures of Al-Mansur. 219 pp. Cr. 8vo, 
1896, boards, 2s., cloth, 2s. 6d. Routledge 

X069 Guyot, Yves — Labour, socialism and strikes. Introduction by A. J. 
Wilson. 122 pp. Cr. 8vo, 1896, cloth, is. 6d., paper, is. 

Clement Wilson 

X070 Haggard, Lieut -Col. Andrew— Under crescent and star, u + 406 pp. 

Portrait Cr. 8vo, 1896, cloth, 6s. W. Blackwood 

X07X Haggard, H. Rider— Heart of the world. 347 pp. lUus. Cr. 8vo, 1896, 
cloth, 6s. Longman 

Z072 Haig, Dr. Alexander— Uric acid as a factor in the causation of 
disease. 3rd edition. 15 + 600 pp. lUus. 8vo, 1896, cloth, 12s. 6d. 

Churchill 

X073 Hall, Chas. Edmund— Hathersage. 409 pp. Cr. 8vo, 1896, cloth 6s. 

H. Cox 

Z074 Hamilton, M.— A self-denjring ordinance. 4 + 294 pp* Cr. 8vo, 1896, 
cloth, 6s. Heinemann 

1075 Hamilton, Admiral Sir R. Vesey— Naval administration : the constitu- 
tion, character, and functions of the board of Admiralty. 14 + 214 pp. lUus. 
(Royal Navy handbooks). Cr. 8vo, 1896, cloth, 58. G. Bell 

X076 Hardy, Thomas— Desperate remedies. 473 PP- Map and etching. 
(Wessex uniform edition). La. 8vo, 1896, cloth, 6s Osgood 

X077 Hardy, Thomas — ^A Laodicean. 500 pp. Etching and map. (Wessex 
uniform edition). La. cr. 8vo, 1896, cloth, 6s. Osgood 

X078 Harraden, Beatrice— Master] Roley. New edition. 156 pp. Illus. 
(Girls' gift library). Cr. 8vo, 1896, cloth, gilt, 2s. Warne 

1079 Harris, W. B. — Tafilet. 12 + 386 pp. Illustrations and maps. Dy. 8vo, 
1896, cloth, 12s. W. Blackwood 

52 



Digitized by 



Googl( 



xo8o Hart, Ernest— Hypnotism, mesmerism, and the new witchcraft. A 

new edition. Enlarged. With chapters on ** The eternal gullible," and note 
on the hypnotism of " Trilby." 2nd edition. 8 + 212 pp. Illus. Cr. 8vo, 
1896, cloth, 5s. Smith Elder 

X081 Hatton, Joseph— When Greek meets Greek. 4th edition. 384 pp. 

Cr. 8vo, 1896, doth, gilt, 6s. Hutchinson 

X082 HaweiSy Rev. H. R.— Music and morals. 17th edition. 14 + 556 pp. 

Portrait Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

X083 HaweiSy Rev. H. R. — My musical life. 4th edition. 28 + 673 pp. 
Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

X084 Heald, F. B.— Suggestive forms and arrangement for all objects in 
which design is used. 73 pp. Illus. Sq. folio, 1896, cloth, 15s., leather 

;^2 I OS. QUARITCH 

1085 Hedley, Dr. W. S.— Current from the main ; the medical employment, 
ofelectric lighting currents. 34 pp. Dy. 8vo, 1896, cloth, 2s. 6d. H. K. Lewis 

Z086 Heerwart, Eleonore— Course of paper folding. One of FroebePs occu- 
pations for children at home and in the Kindergarten. 20 pp. 33 plates. 
Dy. 4to, 1896, cloth, 2s. 6d. net. Charles & Dible 

1087 Hegel, George Wilhelm Friedrich— Lectures on the history of 

philosophy, translated from the German by Elizabeth Haldene and Frances 
H. Simson. Vol. 3. 8 + 571 pp. (EngHsh and Foreign philosophical 
Ubrary). La. post 8vo, 1896, cloth, 12s. Kegan Paul 

1088 Henley, W. E. and Stevenson, R. L. — Plays. Deacon Brodie, Beau 

Austin, Admiral Guinea, Macaire. Limited edition 250. 12 + 303 pp Illus. 
Cr. 8vo, 1896, cloth, los. 6d. net Heinemann 

Z089 Hertstet, Sir Edmund and Cecil, Edward, eds.— The foreign office 
list, 1896, forming a complete British diplomatic and consular handbook 
into maps, together with a list of foreign diplomatic and consular representa- 
tives resident within the Queen's dominions. 69th edition. 410 pp. Maps. 
Dy. 8vo, 1896, cloth, 6s. Harrison & Sons 

Z090 Hill, Prof. A. Bostock, and others— Lectures to sanitary officers: 

Trade nuisances, infectious diseases, and methods of disinfection : Scavenging ; 
disposal of house refuse. 53 pp. 8vo, 1896, paper. Sanitary Institute 

1091 Hillier, G. Lacy, Richardson, Sir B. W., and others— All round cycling. 

146 pp. Fcp. 8vo, 1896, cloth, 2S. 6d. Walter Scott 

Z092 Hillis, William H.— A metrical history of the life and times of 
Napoleon. lUys. 8vo, 1896, cloth extra, 21s. net Putnam's So^js 

1093 Hinde, Allen B. — ^A history of Northumberland. Vol. 3. Hexamshire ; 
part I. Illus. 362 pp. 4to, 1896, cloth, 3s. 6d. net Simpkjn 

X094 Hiorns, Arthur H.— Questions on metallurgy for the use of students. 

2nd edition. 70 pp. Globe 8vo. 1896, paper, is. Macmillan 

1095 Hird, Rev. Dennis, M.A.— A Christian with two wives. 2nd edition. 
156 pp. (Sundial series). Cr. 8vo, 1896, cloth, 2s., paper, is 

Clement Wilson 

Z096 Hobhouse, L. T.— The theory of knowledge. 627 pp. Dy. 8vo, 189.6, 
cloth, 2 IS. Methuen 

Z097 Hobson, Mrs. Carey— At home in the Transvaal. New edition. 
8 + 536 pp. Cr. 8vOj 1896, cloth extra, 3s. 6d. Ward & Downey 

Z098 Hocking, Rev. W. J.— Three hours at the cross. 88 pp. Fcp. 8vo, 
1896, cloth, IS. net. Wells & Gardner 

Z099 Hodgson, Prof. W. B.— Errors in the use of English. 7th edition. 
230 pp. Cr. Bvo, 1896, cloth, 3s. 6d. D. Douglas (Edinburgh) 

XZOO Hoffer^ L. — Chess. 246 pp. Illus. with diagrams. (Oval series). Cr. 8vo, 

1896, cloth limp, IS. ROUTLEDGE 
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iiox Hoffmann, G. T. A.— Das Frsiulein von Scuderi. 2nd edition. 72 pp. 
(German classics). i«mo, 1896, cloth, is. E. Marlborough 

XI02 Holland, Clive— The lure of fame. 238 pp. Cr. 8vo, 1896, cloth, 
3s. 6d. net. Bellairs 

II03 Holland, Rev. H. S.—Good Friday. Being addresses on the seven last 
words. Delivered at St. Paul's Cathedral on Good Friday. 4th edition. 
8 + III pp. Sm. 8vo, 1896, cloth, 2s. Longmans 

ZI04 HoUingwortb, Rev. H. — ^Waiting for the gift. 2nd edition. 152 pp. 
i8mo, 1896, cloth, IS. Mowbray 

ZZ05 Holmes, James — Calculations in cotton weaving. 144 pp. Fcp. 8vo, 
1896, cloth, 2S. 6d. net Simpkin 

ZZ06 Hook, Bryan — Milch goats and their management. 120 pp. lUus. 
La. cr. 8vo, 1896, cloth, 3s. 6d. Vinton 

ZZ07 Hopkins, Tighe — Nell Haffenden. 2 vols. Cr. 8vo, 1896, art canvas, 
I OS. net. Ward & Downey 

ZI08 Horace — Odes. Book 2. 40 + 70 pp. (Pitt Press series). Ex. fcp. 8vo, 
1896, cloth, IS. 6d. Camb. Univ. Press 

ZZ09 Housman, A. E. — A Shropshire lad. 96 pp. Sm. cr. 8vo, 1896, 
paper, 2s. 6d. Kegan Paul 

zzzo Hubbard, Miss L. M. ed. — ^The English woman's year book and 
directory, 1896. 8vo, 1896, paper covers, is. 3d. post free. F. Kirby 

zzzz Hugo, Victor — Hunchback of Notre-Dame. 365 pp. (Oxford library). 
Cr. 8vo, 1896, cloth, 2s. Walter Scott 

ZZZ2 Hugo, Victor — , Toilers of the sea. 276 pp. (Oxford] library). 
Cr. 8vo, 1896, cloth, 2s. Walter Scott 

ZIZ3 Hunt, V. Brooke — Ready, aye, ready: addresses to working men. 96 pp. 
Fcp. 8vo, 1896, cloth, IS. 6d. Wells Gardner 

ZZ14 Hunter, Sylvester Joseph— Outlines of dogmatic theology. Vol. 3. 
16 + 495 pp. (Manuals of Catholic theology). Cr. 8vo, 1896, cloth, 
6s. 6d. Longmans 

IZ15 Huxley, Mrs. T. H.— The story of the rebellious grunters : a tale of 
pigland. Illustrated by Miss N. Huxley. New edition. Fcp. 4to, 1 896, 
paper, 2 s. 6d. Virtue 



ZZ16 Impey, Dr. S. P.— A handbook on leprosy. 15 + 116 pp. lUus. 8vo, 
1896, cloth, i2s. Churchill 

1117 Iron and steel industries of Belgium and Germany. Report of delegates 
of the British Iron Trade Association. 74 pp. Dy. 8vo, 1896, paper, 5s. 

P. S. King 

Iiz8 Jacob, T. Evan— Indexing and precis writing for Civil Service 
candidates. 36 + 220 pp. Globe 8vo, 1896, paper, 2s. 6d. Macmillan 

iizg Jacobs, Joseph, ed.— Barlaam and Josaphat : English lives of Buddha. 
56 + 132 pp. Frontispiece. (Biblioth^que de Carabas series). i2mo, 1896, 
parchment, 8s. 6d. D. Nutt 

II20 Jago, William— Inorganic Chemistry, theoretical and practical, with 
an introduction to the principles of chemical analysis, inorganic and organic ; 
an elementary text book. Re-written and enlarged edition. 10 + 435 pp- 
lUus. (Longman's elementary science series). Cr. 8vo, 1896, cloth, 2s. 6d. 

Longmans 

ZZ2Z Jeyes, S. H.— Life of Joseph Chamberlain. 258 pp (Public men of 
to-day series). Cr. 8vo, 1896, cloth, 3s. 6d. Bliss Sands & Foster 
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.1122 Johnson, R. Bdmley— Leigh Hunt. 8 + 152 pp. Portrait. (Dilettante 
library series). Fcp. 8vo, 1896, cloth, 2s. 6d. Sonnenschein 

, 1123 Jordon, C. H.-r-Tabulated weights of iron and steel. 5th edition. 
579 pp. Roy. 32mo, 1896, roan, 7s. 6d. E. & F. N. Spon 

,1x24 Journal of the Institution of Electrical Engineers. 109 pp. illus. 
Dy. 8vo, 1896, paper, 2s. 6d. nett. E. & F. N. Spon 

1125 Kearton, R.— Birds' nests, eggs, and egg collecting. 4th thousand^ 

revised and enlarged. 96 pp. Illus. 8vo, 1896, cloth, 5s. Cassell 

1126 Keith, Leslie— The Indian uncle. First edition- in book form. 340 pp. 

Cr. 8vo, 1896, cloth, 6s. Bentley 

Z127 Kelly's directory of the merchants, manufacturers and shippers, being 
a guide to the export and import shipping and manufacturing industries of the 
United Kingdom and the principal trading centres throughout the world. 
10th edition. In i or 2 vols. Super roy. 8vo, 1896, cloth, 30s. 

Kelly & Co. 

ZZ28 Kelly's handbook to the titled, landed and official classes. 22nd edition. 
1400 pp. Cr. 8vo, 1896, cloth, i6s. Kelly & Co. 

ZZ29 Kelly's London medical directory. 8th edition. 600 pp. Cr. 8vo, 1896, 
cloth, 6s. 6d. Kelly & Co. 

X130 Kennard, Mrs. Edward— A riverside romance. 2nd edition. 296 pp. 
La. cr. 8vo, 1896, cloth, 6s. F. V. White 

II3X Kennard, Mrs. Edward— Sporting tales. Cheap edition. 312 pp Cr. 8vo, 
1896, boards, 2s. F. V. White 

1x32 Kenwood, H. R.— Public health laboratory work. 2nd edition. 500 pp. 
Illus. Cr. 8vo, 1896, cloth, los. 6d. H. K. Lewis 

1133 Kenyon, Frederic G., ed.— The Brownings for the young. 12 + 204 PP- 

Sm. fcp. 8vo, 1896, cloth, is.; with gilt edges, is. 4d. Smith, Elder 

1X34 Kenyon, Frederic G.— Our Bible and the ancient manuscripts. 

Second edition. 255 pp. Illus. Dy. 8vo, 1896, cloth, 5s. 

Eyre & Spottiswoode 

XI35 Key worth, Samuel — Form-growth. A practical handbook to the humaa 
figure ; a book for tailors and clothiers. 100 pp. Illustrated with 19 
diagrams. Cr. 4to, 1896, cloth gilt, 7s. 6d. Prewett & Co. 

1x36 Kinkel, Gottfried— Der Hauskrieg. 2nd edition. 26 pp. (Germaa 
classics). Sm. 12 mo, 1896, cloth, is. E. Marlborough 

XX37 Kirby, F. Vaughan (Maqaqamba)— In haunts of wild game. 16 + 567 pp. 
Illus La. dy. 8vo, 1896, cloth, j£i 5s W. Blackwood 

1138 Kirstin's adventures. New edition. 271 pp. Illus. (Girl's gift library 

series.) Cr. 8vo, 1896, cloth gilt, 2s. Warne 

1139 Lampson-Locker, Frederick — My Confidences : an autobiographical 

sketch addressed to my descendants. Edited by Augustine Birrell. 
10 + 440 pp. 2 portraits. 8vo, 1896, cloth, 15s. Smith, Elder 

X140— Lang, Dr. Arnold— Textbook of comparative anatomy, translated into 
English by H. M. Bernard and Matilda Bernard. Part II. 16 + 618 pp, 
Med. 8vo, 1896. cloth, 17s. net. Macmillan 

ZX41 Lea, H. C. — A history of auricular confession and indulgences in the 
Latin church. (3 Vols.) Vol. I. Confession and Absolution. 
12 + 523. Roy. 8vo, 1896; cloth, 15s. Sonnenschein 

ZZ42 Lecky, William Edward Hartpole— Democracy and liberty. 2 vols. 
8vo, 1896, cloth, £1 1 6s. Longmans 

55 



Digitized by 



Googl( 



1 143 Le Gallienne, Richard— In memory of Robert Burns. 4 4-90 pp. Illiis. 
Post 8vo, 1896, art linen or parchment, 6s. Marcus Ward 

XZ44 Leighton, John— Book plate annual, 1896. 36 pp, Illus. 4to, 1896, 
paper, 2s. 6d. A. & C Black 

X 145 Lent in London, A : a course of sermons on social subjects preached in the 
churches of St. Edmund, Lombard Street, and St. Mary-le-Strand, during Lent, 

1895. With a preface by Henry Scott Holland. 2nd edition. 9 + 238 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

1Z46 Le Strange, Hamon— History of freemasonry in Norfolk— 1724 to 
1895. Dy. 8yo, 1896, 15s. A. H. Goose (Norwich) 

1 147 Lessing — Fabeln (Lessing's fables), in prose and verse, edited with English 

notes by A. E. Hill. New edition. 60 pp. (German classics). i2mo, 

1896, cloth, IS. E. Marlborough 

1148 Lewis, Rev. Arthur— Breakers ahead. 115 pp. Dy. 8vo, 1896, cloth, 

IS. 6d. Stock 

1149 Lindsay, J. — Essays: literary and philosophical. 13 + 166 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. W. Blackwood 

1150 Livius, Rev. T.— Father Fumissand his work for children, u + 193 pp. 

Portrait. Fcp. 8vo, 1896, cloth, 2s. Art & Book Co. (Leamington) 

.1151 Livy — ^The Hannibalian war: being selections from books 23 and 24 of 
Livy. adapted for the use of beginners, with introduction, notes, vocabulary 
&rc,, by Edward P. Coleridge. 68 + 142 pp. (Macmillan's elementary 
classics series). Pott 8vo, 1896, cloth, is. 6d. Macmillan 

1152 Locke, William J.— A study in shadows. 8 + 288 pp. Cr. 8vo, 1896, 

cloth, 6s. Ward & Downey 

1153 Lockwood, C. B. — ^Aseptic surgery. 14 + 233 pp. Post Svo, 1896, 

cloth, 4s. Pentland 

1x54 Lodeman, E. G. — ^The spraying of plants: a succmct account of the 
history, principles and practice of the application of liquids and powders to 
plants for the purpose of destroying insects and fungi. 18 + 399 pp. 
Globe 8vo, 1896, cloth, 4s. net. Macmillan 

1155 Longmans' geographical series : book i, the child's first book of geography. 

8 + 166. With 52 maps. Cr. 8vo, 1896, cloth, is. 6d. Longmans 

1156 Loudon, W. J.— An elementary treatise on rigid dynamics. 10 + 236 pp. 

Illus. 8vo, 1896, cloth, I OS. net. Macmillan 

X157 Lupton, Rev. J. H.— Archbishop Wake and the project of union, 
1717-1720. 12 + 142 pp. Dy. 8vo, 1896, cloth, 3s. 6d. G. Bell 

:XIS8 Lytton, Lord— The Caxtons. 511 pp. (Oxford library). Cr. 8vo, 1896, 

cloth, 2s. Walter Scott 

1x59 Lsrttbn, Lord— Harold : the last of the Saxon kings. 505 pp, (Oxford library). 

Cr. 8vo, 1896, cloth, 2s. Walter Scott 

Z160 MacCarthy, Justin and Robinson, Sir John R.— The " Daily News'* 
Jubilee, 1896. 167 pp. Illus. Cr. 8vo, 1896, paper is., cloth 2s. 6d. 

Low 

Ii6x Macaulay, Lord— The battle of the lake Regillus, with introduction and 

notes by Alex. M. Trotter. 32 pp. (Chambers' reprints of English 

classics). Post 8vo, 1896, paper, 2d. W. & R. Chambers 

: 1x62 MacDonald, George— Heather and snow. New edition. 8 + 280 pt>. 

Post 8vo, 1896, paper boards, 2s. Chatto & Windus 
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X163 MacGregor, Surgeon-Major John— Through the Buffer State. 290 pp. 

Illus. La. cr. 8vo, 1896, cloth, 6s. F. V. White 

1164 Mackail, J. W.— Odysseus in Phaeacia. 25 pp. i2mo, 1896, paper, is. 

D. NUTT 

1 165 Mackay, iEneas J. G.— Fife and Kinross. 2 maps. (County histories of 

Scotland series). Dy. 8vo, 1896, cloth, 7s. 6d. net. W Blackwood 

1166 Mackay, Thos.— Methods of social reform. 370 pp. Cr. 8vo, 1896, cloth, 

7s 6d. John Murray 

Z167 MacKnight, Thomas— Ulster, as it is, or twenty eight years' experi- 
ence as an Irish editor. 2 Vols. 8vo, 1896, cloth, £1 is. net. 

Macmillan 

Z168 Maguire, William R.— Domestic sanitary drainage and plumbing. 

2nd edition. 475 pp. Illus. Dy. 8vo, 1896, cloth, 12s. Kegan Paul 

1 169 Marcou, Jules— Life, letters, and works of Louis Agassiz. 2 Vols. 

Illus. Cr. 8vo, 1896, cloth, 17s. net. Macmillan 

1 170 Marryat, Florence— The strange transfiguration of Hannah Stubbs. 

339 PP- Cr. 8vo, 1896, cloth, 6s. Hutchinson 

Z171 Marx, Karl— Capital : a critical analysis of capitalist production, 

translated by S. Moore and E. Aveling ; and edited by F. Engels. 5th edition. 
32 + 816 pp. Dy. 8vo, 1896, cloth, los. 6d. Sonnenschein 

X172 Mason, A. E. W., ed. — ^The courtship of Morrice Buckler. A romance, 
being a record of the growth of an English gentlemen during the years 
1 685-1 687, under strange and difficult circumstances, written some while 
afterwards in his own hand, and now edited by A E. W. Mason. 8 + 373 pp. 
Cr. 8vo, 1896, cloth, 6s. Macmillan 

1173 Mason, Charlotte M. — Home education : course of lectures to ladies. 

New and revised edition. 369 pp. Dy. 8vo, 1896, cloth, 6s. Kegan Paul 

1 174 Masson, Rev. Dom Innocent le— Spiritual reading for every day, 

translated by Rev. K. D. Best. 5th edition. 428 pp. i8mo, 1896, cloth, 2s. 

Burns & Gates 

1175 Mathew, E. J.— A first sketch of English history. Part 2, 1307-1689. 

6 + 225 pp. Globe 8vo, 1896, cloth, 2s. Macmillan 

1176 Maxwell, Sir P. B.— The interpretation of statutes. 3rd edition. 

156 + 630 pp. Dy. 8vo, 1896, cloth, ;£'i^is. Sweet & Maxwell 

1 177 Meade, L. T. and Halifax, Clifford— Stories from the diary of a doctor, 

2nd series. 357 pp. La cr. 8vo, 1896, cloth, 6s. Bliss, Sands & Foster. 

1 178 Medical annual and practitioner's index : A work of reference for medical 

practitioners. 14th year. 38 + 738 pp. Cr. 8vo, 1896, cloth, 7s. 6d. net. 

SiMPKIN 

1179 Meldrum, D. Storrar— Grey mantle and gold fringe. Cr. 8vo, 1896, 

cloth, 6s. W. Blackwood 

1180 Merrifield, John— Magnetism and deviation of the compass. For 

the use of students in navigation and science schools. loth edition. 

7 + ^59 PP- Illus. i2mo, 1896, cloth, 2s. 6d. Longmans 

1181 Mews, J.— The annual digest of all the reported decisions of the 

superior courts, including a selection from the Irish, during the year 1895. 
39 + 351 PP- Roy- 8vo, 1896, cloth, 15s. Sweet & Maxwell 

1182 Michelet, Jules— Louis XI. et Charles le Tdmdraire. 8 + 150 pp. 

(Pitt Press series). Ex. fcp. 8vo, 1896, cloth, 2s. 6d. Camb. Univ. Press 

X183 Molyneux, Major-General, W. C. F.— Campaigning in South Africa and 
Egypt. 8 + 287 pp. 8vo, 1896, cloth, los. net. Macmillan 

ZZ84 Moncreiff, Hon. F.— The x jewel : a romance. 283 pp. Cr. 8vo, 1896, 
cloth, 6s. W. Blackwood 

57 S 



Digitized by 



Googl( 



ii85 Moncreiff, A. R. Hope, ed.— Guide to the English lakes. 22nd edition. 
223 pp. With maps and plans. (Black's guide book series). Cr. 8vo, 1896, 
cloth, 3s, 6d. A. & C. Black 

X186 Montr^sor, F. F.— Into the highwa]rs and hedges. 7th edition. 
456 pp. Cr. 8vo, 1896, cloth gilt, 6s. Hutchinson 

X187 Moore, Frederick— Lepidoptera Indica. Vol.11. 274 pp. Illus. Dy.4to, 
1896, cloth, £g 5s. net. L. Reeve 

zz88 Moran, Cardinal— The mission field of the 19th century. 44 pp* Cr. 8vo, 
1896, paper, 2d. Catholic Truth Society 

ZZ89 Morley, John— Life of Richard Cobden. New edition. Cr. 8vo, 1896, 
cloth, 7s. 6d. Fisher Unwin 

ZZ90 Morris, Rev. J.— Cardinal Manning. 24 pp. Cr. 8vo, 1896, paper, id. 

Catholic Truth Society 

xipx Morris, William— Old French romances. 180 pp. Cr. 8vo, 1896, 
cloth, 4S. 6d. G. Allen 

Z192 Morris, William— Stories of the kings of Norway. Vol. 3. 505 pp. 
(Saga library series, vol. 5). Cr. 8vo, 1896, half roxburgh, 7s. 6d 

Quaritch 

1 193 Mortimer, Rev. Alfred G.— The seven last words of our most Holy 
Redeemer, with meditations on some scenes in His passion. 10 + 198 pp. 
Cr. 8vo, 1896, cloth, 5s. Longmans 

ZZ94 Mosso Angelo — Fear : Translated from the 5th edition of the Italian by E. 
Lough and F. Kiesow. Authorised translatioh. 8+278 pp. Illus. 
Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

XI95 Muir, Sir William— The Cor^n. Its composition and teaching; and the 
testimony it bears to the Holy Scriptures. New and revised edition. 240 pp. 
(Non-christian religious systems series). Fcp. 8vo, 1896, cloth, 2s. 6d. 

S.P.CK 

XI96 Miiller, Max, ed. — ^Two queens : Caroline Matilda of Denmark and Marie 
Antoinette of France : a historical novel, from the memoirs of Baron 
Simolin. 6 + 162 pp. i2rao, 1896, paper, is. 6d. Sonnenschein 

XZ97 Munro, Neil— The lost pibroch and other sheiling stories. 285 pp. 

Cr. 8vo, 1896, cloth, 6& W. Blackwood 

ZI98 Murphy, Rev. Hugh Davis— A forgotten gospel : Lectures on doctrine. 
311 pp. Cr. 8vo, 1896, cloth, 5s. Skeffington 

.1x99 Murray, Andrew— Rough notes on remedies. 104 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. H. K. Lewis 

Z200 Musson, S. P. and Roxburgh, T. L., compilers.— The handbook of 
Jamaica for 1896. i6th edition. 577 + 18. Folding map. Dy. 8vo, 
1896, cloth, 8s. Stanford 

Z20Z Naismith, Robert— Memoir of Rev. James Hamilton. 267 pp. 

Portrait. Cr. 8vo, 1896, cloth, 2s. 6d. net. Nisbet 

Z202 National Union Gleanings. Vol. 5. July-December, 1895. 32 + 356 pp. 
8vo, 1896, cloth, 4S. 6d. Simpkin 

Z203 Needell, Mrs. J. H.— Julian Karslake's secret New and cheaper edition. 
506 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Warne 

Z204 Needell, Mrs. J. H.— Passing the love of women. New and cheaper 
edition. 430 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Warne 

1205 Needell, Mrs. J, H.— The story of Philip Methuen. New and cheaper 
edition. 41a pp. Cr. 8vo, 1896, cloth, 3s. 6d. Warhs 
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1206 Neil, Rev. Charles— The fallacy of sacramental confession : discourses 

delivered at St. Mathias, Poplar. With notes appended. 96 pp. Cr. 8vo, 
1896, paper, 8d. ; cloth, is. 3d. Simpkin 

1207 Newbolt, Canon— Quiet days and retreats. Cheap paper edition. 40 pp. 

Cr. 8vo, 1896, paper, 4d. Mowbray 

1208 Newth, G. S.— Elementary practical chemistry: a laboratory manual for 

use in organised science schools. 14 + 288 pp. Illus. (Organised science 
schools series.) Cr. 8vo, 1896, cloth, 2s. 6d. Longmans 

1209 Nicholson, E. W. B.— Pictish remains in Scotland: the vernacular 

inscriptions of the ancient kingdom of Alban, transcribed, translated and 
explained. 90 pp. Sm. 8vo, 1896, cloth, 7s. 6d. Quaritch 

1210 Nisbet, Hume— The land of the Hibiscus blossom : a yarn of the 

Papuan gulf. New edition. 12 + 340 pp. Illus. Cr. 8vo, 1896, cloth 
extra, 3s. 6d. Ward & Downey 

1211 Nisbeti Hume— My love NoeL 292 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

F. V. White 

12X2 Noble, Frances- The temptation of Norah Leecroft 280 pp. Cr. 8vo, 
1896, cloth, 2S. 6d. Catholic Truth Society 

12x3 Norris, W. E.— The dancer in yellow. 2 vols. Crown 8vo, 1896, cloth, 
I OS. net. Heinemann 

12x4 North, Sir Thomas— Plutarch's lives of the noble Grecians and 
Romans: with an introduction by George Wyndham. 6 vols. (Tudor 
translations series.) 1895-6, half buckram, ^4 los. D. Nutt 

12x5 Notter, J. Lane and Firth, R. H.— The theory and practice of 
Hygiene. 15 + 1034 pp. Illus. 8vo, 1896, cloth, £1 4s. Churchill 



1216 Oliphanti Mrs.— Old Mr. Tredgold. 452 pp. Cr. 8vo, 1896, cloth, 6s. 

Longmans 

1217 Orchard, T. N.— The astronomy of Milton's paradise lost 10 + 338 pp. 

Illus. 8vo, 1896, cloth, 15s. Longmans 

1218 Ormerod, Eleanor A.— Report of observations of injurious insects 

and common farm pests during the year 1895, with methods of 
prevention and remedy. 19th report. 166 pp. Roy. 8vo, 1896, paper, 
IS. 6d. Simpkin 

1219 Ortmans, J., ed.— Cosmopolis. Vol. i. 943 pp. La. 8vo, 1896, cloth, 

7s. 6d. Fisher Unwin 

1220 Ostertcrg, Max— Ssrnopsis of current electrical literature. 16 + 143 pp. 

Imp. 8vo, 1896, cloth, 5s. net. Kegan Paul 

Z22I Ovid — Metamorphoses. 8th book. Expurgated edition, with introduction 
and notes by C. H. Keene. 10 + 86 pp. (Classical series). Fcp. 8vo, 1896, 
cloth, 2S. Macmillan 



1222 Paget, Rev. E. C— Silence, with other sermons. 14 + 216 pp. Cr. 8vo, 

1896, cloth, 5s. Longmans 

1223 Pain, Barry— Pla]rthings and parodies. Cheap edition. 309 pp. 8vo, 

1896, cloth, 3s. 6d. Cassell 

1224 Palgrave, Rev. F. M. T., cd.— A list of words and phrases in everyday 

use by the natives of Hetton-le-Hole in the county of Durham. 

No. 74. 52 pp. 8vo, 1896, paper covers, 5s. net. Henry Frowde 
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1225 Panton, Mrs.— Suburban residences, and how to circumvent them. 

i6 + 300 pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d Ward & Downey 

1226 Paper mills directory of England, Scotland, and Ireland, and year 

book of the paper making trade for 1896. 142 pp. 8vo, 1896, 
boards, 2s. 6d. Simpkin 

1227 Park, Mungo— Life and travels in Africa. 304 pp. lUus. Post 

8vo, 1896, cloth, 2S. W. & R. Chambers 

1228 Parsons, John D. — ^The non-christian cross: an inquiry into the origin 

and history of the symbol eventually adopted as that of our religion. 224 pp. 
Cr. 8vo, 1896, cloth, 4s. net. Simpkin 

1229 Peake, Helena — Boys' book of heroes. New edition. 265 pp Illus. 

(Boys' gift library series). Cr. 8vo, 1896, cloth gilt, 2s. Warne 

1230 "Pelagius"-How to buy a horse. New edition. 132 pp. (Handy 

information books series.) Cr. 8vo, 1896, cloth gilt, 2s. 6d. Warne 

1231 Pcmbertoii, Max — A gentleman's gentleman: a novel. 352 pp. 

Illus. Cr. 8vo, 1896, cloth, 6s. A. D. Innes 

1232 Pennell, Elizabeth Robins— The feasts of Autolycus : the diary of a 

greedy woman. 268 pp. (Mayfair series.) Fcp. 8vo, 1896, cloth, 3s. 6d. net. 

John Lane 

1233 Pennell, Joseph— The illustration of books. 166 pp. Diagrams. 

Cr. 8vo, 1896, limp cloth, 2s. 6d. Fisher Unwin 

1234 Perks, Lily— Gifts and weirds: a novel. 340 pp. Cr. 8vo, 1896, 

cloth, 6s. Bentley 

1235 Phillips, F. C. and Fendall, P.— My face is my fortune. Cheap edition. 

314 pp. Cr. 8vo, 1896, boards, 2s. F. V. White 

1236 Pinkerton, Thomas — The French prisoner : a romance at Dartmoor and 

the western seas. 2nd edition. 4 + 274 pp. Cr. 8vo, 1896, board, 2s. 

Sonnenschein 

1237 Poe^ Edgar Allen — ^Works of. 6 vols. Volume i. Poems. Fordham 

edition. 499 pp. Portrait. Cr. 8vo, 1896, cloth, 3s. 6d. each. Routledgk 

1238 Poems of England : a selection of English patriotic poetry, with notes by 

Hereford B. George and Arthur Sidgwick. 12 + 109 pp. (Macmillan's 
English classics series). Globe 8vo, 1896, cloth, 2s. 6d. Macmillan 

1239 Popular catechism on the one hundred texts, as selected and arranged 

by the Rev. C. Dallas. New and revised edition. 86 pp. Cr. 8vo, 1896, 
paper, 4d. Simpkin 

Z240 Powell, E.— The rising in East Anglia in 1381. 8+164 pp. Dy. 8vo, 
1896, cloth, 6s. net. Camb. Univ. Press 

1241 Pr^ss^ns^, Madame de— Two years of school life. New edition. 

264 pp. Illus. (Girls* gift library series.) Cr. 8vo, 1896, cloth, 2s. Warne 

1242 Price, L. L.— Money and its relations to prices : being an enquiry mto 

the causes, measurement and effects of changes in general prices, 8 + 200 pp. 
(Social science series). Cr. 8vo, 1896, cloth, 2s. 6d. Sonnenschein 

Z243 Proceedings of the Incorporated Society for psychical research. 

Vol. II. 8 + 637 pp. Dy. 8vo, 1895, cloth, los. Kegan Paul 

1244 Proctor, R. A. — Half hours with the stars : a plain and easy guide to the 
knowledge of the constellations. New edition, revised and corrected, 
22 pp. 12 maps. 4to, 1896, boards, 3s. 6d. Longmans 

X245 Proctor, R. A.— Half hours with the telescope : a popular guide to the 
use of the telescope as a means of amusement and instruction. 1 2th edition. 
8 + 109 pp. Illus. Fcp. 8vo, 1896, cloth, 2s. 6d. Longmans 
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X246 Proctor, R. A.— Other suns than ours : a series of essays on suns— old, 
young and dead, with other science gleanings : two essays on whist and 
correspondence with Sir John Herschel. 2nd edition 8 + 419 pp. lUus. 
Cr. 8vo, 1896, cloth, 6s. Longmans 

1247 Proctor, R. A.— The southern skies : a plain and easy guide to the con- 

stellations of the southern hemisphere. 20 pp. 12 maps. 4to, 1896, 
boards, 5s. Longmans 

1248 Q. (A. T. Quiller Couch)— la : a love story. 234 pp. Illus. 8vo, 1896, 

cloth, 38. 6d. Cassell 

1249 Ranbeck, F. A., trans.— Saints of the order of St. Benedict, in 12 

monthly parts. Parts i and 2. Illus. Cr. 8vo, 1896, paper, 3s. 6d. net. 

John Hodges 

1250 Rankin, Thomas T.— Science and art examinations— Mathematics, 

2nd stage, 1887-1894: complete solutions to papers in mathematics. 
2nd edition. 100 pp. Cr. 8vo, 1895, cloth limp, is. 6d Simpkin 

1251 Rawlings, Henry— Practical hints for Sunday school teachers. 

84 pp. Fcp. 8vo, 1896, cloth, 6d. net. B. C. Hare 

1252 Rawlinson, Capt. Sir Henry S.- Memoranda for reconnaissance. 

8 + 64. Diagrams. Oblong fcp. 8vo, 1896, paper, is. 6d. net. Stanford 

1253 Rawlinson, Capt. Sir Henry S.— The officer's note book: letterpress 

accompanied by 1 20 leaves of plain paper with apparatus for copying. 2nd 
edition. 8 + 64 pp. Illus. Oblong fcp. 8vo, 1896, buckram, 7s. 6d. net. 

Stanford 

1254 Reade, Charles— Love me little, love me long. A new reset. 4 + 364 PP- 

(Library edition of Readers works series) Cr. 8vo, 1896, cloth, 3s. 6d. 

ChATTO & WiNDUS 

1255 Rede, Rev. Wyllys— The communion of saints : a lost link in the chain of 

the church's creed, with an introduction and preface by Lord Halifax. 
2nd edition. 32 + 167 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

1256 Rede, Rev. Wyllys— Striving for the mastery : a day book for Lent. 

10 + 219 pp. Cr. 8vo, 1896, cloth, 5s. Longmans 

1257 Rees. Fred A.— Plain talks on plain subjects. 146 pp. Dy. 8vo, 1896, 

cloth, 3s. 6d. Stock 

1258 Reichel, Rev. Geo. V.— What shall I tell the children ? Object sermons 

and teachings. 304 pp. Cr. 8vo, 1896, art linen, 5s. H. R. Allenson 

1259 Reid, Sybil Beatrice— My dear gjenadier. 211 pp. Cr. 8vo, 1896, art 

canvas, 3s. 6d. Macqueen 

1260 Reminiscences of the time of the coronation : extracts from the diary of 

the late Sir John Bickerton Williams (the first knight made by Her Majesty 
Queen Victoria), edited by his grandson, Robert Philip Williams. 28 pp. 
Cr. 8vo, 1896, paper, is. Simpkin 

126 1 Reynolds, Eustace A. Ball — Mediterranean winter resorts, with special 

articles on the principal invalid stations by resident English physicians. 3rd 
edition. 10 + 414 pp. Map and diagram. Cr. 8vo, 1896, cloth, 5s. 

Kegan Paul 

1262 Rhoscomyl, Owen— Battlement and tower : a romance With frontispiece 

by R. Caton Woodville. 8 + 403 pp. Cr. 8vo, 1896, cloth, 6s. Longmans 

1263 Rickett, J. Compton— Christianity in common speech. 63 pp. Dy. 8vo, 

1896, leatherette, is. J. Clarke 
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Z264 Ridge, W. Pett— The second opportunity of Mn Staplehurst 316 pp. 

(Leisure library series). Narrow cr. 8vo, 1896, cloth gilt, 2s. 6d. 

Hutchinson 

1265 Rita— Joan and Mrs. Carr. 294 pp. Cr. 8vo, 1896, cloth, 6s. F. V. White 

1266 Ritchie, J. Ewing— Crying for the light ; or, fifty years ago. 2nd revised 

edition. 323 pp. Cr. 8vo, 1896, cloth boards, 6s. Jarrold 

X267 Robb, Russell— Electric wiring, for the use of architects, underwriters, and 
the owners of buildings. 8+183 PP* Cr. 4to, 1896, cloth, los. 

Macmillan 

1268 Robertson, J. Logie— English verse for junior classes. Part i. 
4 + 202 pp. Cr. 8vo, 1896, cloth, is. 6d. net. W. Blackwood 

Z269 Rodway, James— West Indies and the Spanish main. 24 + 371 pp 

Vol. 42. (Nation series). Cr. 8vo, 1896, cloth, ss. Fisher Unwin 

X270 Roe, E. P.— What can she do ? 270 pp. (Oxford library). Cr. 8vo, 
1896, cloth, 2s. Walter Scott 

1271 Romanes, George John : life and letters of, written and edited by his wife. 
2nd edition. 10 + 360 pp. With portrait and two illustrations. 8vo, 1896, 
cloth, 15s. Longmans 

Z272 Roosevelt, Theodore and Grinnell, George Bird— Hunting in many 
lands. (The book of the Boone and Crockett club). 447 pp. lUus. 
Dy. 8vo, 1896, cloth, 15s. D. Douglas (Edinburgh) 

1273 Russell, Dora— A fatal past : a novel. 538 pp. Cr. 8vo, 1896, cloth, 6s. 

SiMPKIN 

1274 Russell, Percy— A husband's ordeal : the confessions of Gerald Brownson, 

late of Coora-Coora, Queensland. 280 pp. (Waterloo series). Cr. 8vo, 1896, 
cloth, 3s. 6d net. Bellairs 

1275 Russell, W. Clark— The tale of the ten. 3 vols. Cr. 8vo, 1896, cloth, 

iSs. net. Chatto & Windus 

1276 Rustic, Richard, (pseud).— The art of getting on. 84 pp Dy. i2mo, 

1896, paper, 6(1., cloth, is. T. Champness (Rochdale) 

1277 Rye, Walter, ed — A glossary of words used in East Anglia, founded 

on that of Forby, No. 75. 8vo, 1896, paper covers, 15s net. 

Henry Frowde 

1278 Ryland, F. — Logic : an introductory manual for the use of university students. 

14 + 286 pp. Cr. 8vo, 1896, Hmp cloth, 4s. 6d. G. Bell 

1279 St Aub]rn, Alan— To step aside is human. (A new novel). 296 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. F. V. White 

1280 St. Aubyn, Alan— The Tremlett diamonds. 6 + 328 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Chatto & Windus 

128 1 Salt, H. S.— Life of Thoreau. 10+208 pp. (Great writers series). 

Cr. 8vo, 1896, cloth, is. 6d. Walter Scott 

Z282 Saunders, Edward— The hymenoptera aculeata of the British Islands. 

8 + 392 pp. 49 coloured plates. Sup. roy. 8vo, 1896, cloth, 68s. net, and 
3 plates, 1 6s. L. Reeve 

1283 Savage, R. H. and Guntcr, Mrs. A. C— His Cuban sweetheart 

255 PP' (Railway library series). Cr. 8vo, 1896, boards, 2s., cloth, 2s. 6d. 

ROXJTLEDGE 

Z284 Schechter. S., and Singer, Rev. S.— Talmudical fragments in the 
Bodleian library. 40 pp. i facsimile. Imp. 4to, 1896, paper, los. 6d. 

Camb. Univ. Press 
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1285 Schiller, F. von— Die Jungfrau von Orleans. (The maid of Orleans), with 

English notes by M. Meissner. 2nd edition. 157 pp. (German classics). 
i2mo, 1896, cloth, IS. 6d. E. Marlborough 

1286 Schiller, F. von— Maria Stuart: a tragedy, with English notes by M. 

Meissner. 3rd edition. 163 pp. (German classics). i2mo, 1896, 
cloth, IS. 6d. E. Marlborough 

1287 Schiller, F. von — Der Neffe als onkel : (the nephew as uncle) : a comedy 

in three acts, with English notes by M. Meissner. 2nd edition. 72 pp. 
(German classics). i2mo, 1896, cloth, is. E. Marlborough 

1288 School Calendar, with preface by F. Storr. 191 pp. i2mo, 1896, boards, 

IS. net. Whittaker 

1289 Scott, Sir Walter— The betrothed and the black dwarf. 500 pp. 

lUus. (Illustrated Waverley novels series). Sup. roy. 8vo, 1896, cloth, 7s. 6d. 

Ward Lock & Bowden 

1290 Scott, Sir Walter— Lady of the lake. Canto 5, with introduction, notes, 

etc., by Rev. A. E. Woodward. 18 + 67 pp. With map. (English classics). 
Cr 8vo, 1896, paper, 8d. G. Bell 

1291 S^gur, Count De— An aide-de-camp of Napoleon. Translated by H. A. 

Patchett-Martin. 3rd edition. 440 pp. Dy. 8vo, 1896, cloth, 6s. 

Hutchinson 

1292 Sergeant, Adeline— A rogue's daughter. 422 pp. Cr. 8vo, 1896, 

cloth, 6s. Arrowsmith (Bristol) 

1293 Sergeant, Adeline— Told In the twilight 232 pp. La. cr. 8vo, 1896, 

cloth, 6s. F. V. White 

1294 Setoun, Gabriel— Robert Urquhart. 336 pp. La. cr. 8vo, 1896, cloth, 6s. 

Bliss, Sands & Foster 

1295 Sewell, E. M.— Conversations between youth and age. 4 + 96 pp. 

Cr. 8vo, 1896, cloth, 2s. Longmans 

1296 Shakespeare, William — ^As you like it. 164 pp. Outline illustrations. 

(Oriel Shakespeare). i6mo, 1896, cloth, is. , Routledge 

1297 Shakespeare, William— Julius Cstsar. 161 pp. Illus. (Oriel Shakespeare). 

i6mo, 1896, cloth, IS. Routledge 

1298 Shakespeare, William— The tempest. 150 pp. Outline illustrations. 

(Oriel Shakespeare). i6mo, 1896, cloth, is. Routledge 

1299 Shakeapeare, William— Twelfth night. 158 pp. Outline illustrations. 

(Oriel Shakespeare). i6mo, 1896, cloth, is. Routledge 

1300 Shakespeare, William— Works. Vols. 1-2. Reissue (Avon edition, 

12 vols.). Sm. cr. 8vo, 1896, cloth, is. net. Kegan Paul 

X30X Sharpe, Rev. John— The students handbook to the Psalms. With 

^memoir of the author, by Rev. Robert Sinker. 2nd edition. Sm. 4to, 1896, 

cloth, 12s. Eyre & Spottiswoode 

1302 Sherman, John— Recollections of forty years in the house, senate, 

and cabinet 2 vols. Roy. 8mo, 1896, cloth, 36s. Low 

1303 Shiel, M. P.— The Rajah's sapphire. 160 pp. Illus. (Nautilus 

series No. 4). Sq. fcp. 8vo, 1896, cloth, 2s. 6d. Ward, Lock & Bowden 

1304 Sims, G. R.— The ten commandments. 8 + 272 pp. Post 8vo, 1896, 

boards, 2s , cloth, 2s. 6d. Chatto & Windus 

1305 Sinnell, A. P.— The rationale of mesmerism : a treatise on the occult 

laws of nature governing mesmeric phenomena. 2nd edition. 164 pp. 
Cr. 8vo, 1896, cloth, 2 s. 6d. net. G. Redway 

1306 Skeat, Rev. W. W., ed.— Nine specimens of English dialects. No. 76. 

^93 PP* ^vo, 1896, paper, 12s. 6d. net Henry Frowde 
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1307 Skelton, John— The table talk of Shirley. 6th edition. 8 + 35^ pp. 

lUus. Sm. dy. 8vo, 1896, cloth, 7s. 6d. W. Blackwood 

1308 Smith, J. W.-^A selection of leading cases on various branches of 

the law, with notes. loth edition. 2 vols. Roy. 8vo, 1896, cloth, j£$ los. 

Sweet & Maxwell 

1309 Snow, Rev. Abbot— The Church and labour. 44 pp. Cr. 8vo, 1896, 

paper, 2d. Catholic Truth Society 

1310 South Africa, The general directory of. 4th edition. 8 + 596 + 58 pp. 

Sup. roy. 8vo, 1896, cloth, 25s. Kelly & Co. 

131 1 Speight, T. W.— A husband from the sea. 6 + 268 pp. Post 8vo, 1896, 

paper, 2s. Chatto <fc Windus 

X312 Speight, T. W. — The heart of a mystery : a novel. 340 pp. Cr. 8vo, 
1896, cloth, 3s. 6d. Jarrold 

1313 Speight, T. W.— The master of Trenance. 3 vols. Cr. 8vo, 1896, 

cloth, 153. net. Chatto & Windus 

1314 Statesman's year-book. Statistical and historical annual of the states of the 

world for the year 1896. Thirty-third annual publication. Revised after 
official returns. Edited by J. Scott Keltie, with assistance of J. P. A. 
Renwick. 32 + 11 64 pp. Illus. with 4 maps. Cr. 8vo, 1896, cloth, los. 6d. 

Macmillan 

1315 Steele, Mrs. A. C. — Lesbia : a study in one volume. 14 + 344 pp. Cr. 8vo, 

1896, cloth, 6s. G. Bell 

Z316 Step Edward— Wayside and woodland blossoms, ist series. 172 pp. 
Illus. 6| X 4^ inches, 1896, cloth, 7s. 6d, Warne 

1317 Stephen, Leslie — Social rights and duties. Addresses to ethical societies. 

2 vols. (Ethical library series). Cr. 8vo, 1896, cloth, 9s. Sonnenschein 

1318 Stephens, Riccardo — ^The cruciform mark. 6 + 344 pp. Cr. 8vo, 1896, 

cloth, 6s. Chatto & Windus 

1319 Stevenson, Robert Louis— The strange case of Dr. Jekyll and Mr. 

Hyde, with other fables. 8 + 247 pp. Cr. 8vo, 1896, cloth, 6s. net 

Longmans 

1320 Story of the gospels : for the use of children. 248 pp. Illus. Cr. 8vo, 1896, 

cloth 3s. 6d , cloth limp, 2s. 6d. Mowbray 

1321 Story of a London clerk. 327 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Leadenhall Press 

1322 Stowe, Harriett Beecher— Uncle Tom's cabin. 320 pp. Illus. (Cheapest 

books in the world series). Dy. 8vo, 1896, red cloth, 2s., blue cloth gilt, 3s. 6d. 

Bliss Sands & Foster 

1323 Strange, Edward F. — Alphabets : a manual of lettering for the use of 

students. 2nd edition. 20 + 294 pp. Illus. 1896, cloth, 5s. G. Bell 

1324 Strange, General T. Bland— Gunner Jingo's jubilee. 3rd edition. 546 pp. 

Illus. Dy, 8vo, 1896, cloth, 5s. Macqueen 

1325 Strangeway's— Veterinary anatomy. Edited by J. Vaughan. 5th revised 

edition. 630 pp. 8vo, 1896, cloth, j£i 4s. Simpkin 

X326 Stratford-on-Avon, Shakespeare. 354 pp- Sm. 8vo, 1896, cloth, is. 6d. 

Newnes 

1327 Stuart, Esmd — " Harum Scarum." a poor relation. (Greenback novels) 

283 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

1328 Stuart, Esm^— A mine of wealth. 3 vols. Cr. 8vo, 1896, cloth, ;^t is. 

Hurst & Blackett 

1329 Studio, The. 6 vols. 266 pp. Illus. 11 Jin. by Sin, 1896, los. 6d. 

The Studio Office 
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1330 Sutton, Arthur W. — Potatoes : a lecture delivered before the Royal Horti- 
cultural Society, Oct 29th, 1895. ^ + 44 PP- II^vls. Roy. 8vo, 1896, 
paper, 2 s. 6d. Simpkin 

I33Z Swan, Annie S. — The memories of Margaret Grainger, schoolmistress. 

293 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

1332 Swift, Jonathan — Gulliver's travels. 320 pp. (Book lovers' classics). 

La. cr. 8vo, 1896, cloth, 2s. 6d. ; cloth extra, 3s. 6d. 

Bliss Sands & Foster 

1333 Taggart, William Scott— Cotton spinning. Vol. i. Including all pro- 

cesses up to the end of carding. 34 + 196 pp. lUus. Cr. 8vo, 1896, 
cloth, 4s. net. Macmillan 

1334 Theatricals: an interlude and other sketches. 384 pp. Cr. 8vo, 1896, 

cloth, 6s. W. Blackwood 

133s Theobald, F. V. — Insect life. 335 pp. lUus. (University extension series). 
Cr. 8vo, i8q6, cloth, 2s. 6d. Methuen 

1336 Thimm, C. A.— La Langue anglaise sans maitre (English self-taught for 

the French.) New edition. 96 pp. (Self-taught library). Cr. 8vo, 
1896, limp cloth, 2s. E. Marlborough 

1337 Thomas, Charles G.— Johannesburg in arms, 1895-6. 8 + 120 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s. 6d. Smith Elder 

X338 ThomaSj Edith M.— In the young world. 109 pp. Cr. 8vo, 1896, 
cloth, 6s. net Gay & Bird 

X339 Thorne, Dr. Bezly— The Schott methods of the treatment of chronic 
diseases of the heart 2nd edition. 83 pp. Illus. 8vo, 1896, cloth, 5s. 

Churchill 

1340 Thucydides. Book III. Edited by A. W. Spratt. 28 + 344 pp. (Pitt Press 

series). Ex. fcp. 8vo, 1896, cloth, 5s. Camb. Univ. Press 

1341 Tien, Rev. Anton— A Turkish grammar. 11-1-418 pp. Cr. 8vo, 1896, 

cloth. 1 6s. Low 

1342 Tolstoi, Count Leo — ^Anna Kardnina. New edition. 769 pp. Illus. 

La. cr. 8vo, 1896, cloth, 3s. 6d. Walter Scott 

1343 Tolstoi, Count Leo — Patriotism and Christianity : with a reply to 

criticisms of the work. Post 4to, 1896, cloth, is. Walter Scott 

1344 Townsend, Edward W.— A daughter of the tenements. 301 pp. 

Illus. Cr. 8vo, 1896, cloth, 6s. Osgood 

X345 Traill, H. D.— Life of Admiral Sir John Franklin. 450 PP- Ulus. 
8vo, 1896, cloth, 1 6s. John Murray 

X346 Transactions of the Obstetrical Society of London. Vol. 37 for the 
year 1 895, with a list of officers, fellows, &c. Edited by William Duncan and 
Percy Boulton. 68 + 357 pp. Illus. 8vo, i8q6, cloth, ;^i 5s. Longmans 

1347 Treasury of pleasure books for the young. New edition. Illus. 1896, 

cloth, 2s. 6d. Griffith Farran 

1348 Trobridge, George— The new light of Asia, 8 + 87 pp. Cr. 8vo, 1896, 

cloth, IS. 6d. J. Speirs 

1349 Turgenev, Ivan— Smoke. Translated by Constance Garnett 15 + 315 pp. 

Fcp. 8vo, 1896, cloth, 3s. net. Heinemann 

1350 Tutt, J. W.— British moths. s6S pp. Illus. Cr. 8vo, 1896, cloth, 5s. 

ROUTLEDGB 

1351 Tweeddale, John— Moff. 222 pp. Frontispiece. (Century library series). 

Vol. 2. 24mo, 1896, paper, is. 6d. ; cloth, 2s. Fisher Unwin 
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1352 Tjmdall, John— The glaciers of the Alps: being a narrative of excursions 

and ascents, an account of the origin and phenomena of glaciers, and an 
exposition of the physical principles to which they are related. New edition, 
23 + 445 pp. Illus. Cr. 8vo, 1896, cloth, 6s. 6d. net. Longmans 

1353 Tytler, Sarah— Rachel Langton : a novel 8 + 320 pp. Cr. 8vo, 1896, 

cloth, 6s. Ward & Downey 



1354 "Vagabond"— The road-book of Northumberland and Durham. 

2nd edition. 114 pp. Cr i6mo, 1896, limp cloth, is. Walter Scott 

X3S5 Van Ness, Wm. W.— Economic geological map of Matabeleland. 

One sheet. 30 + 41 inches. 1896, los. Stanford 

1356- Vaughan, Cardinal H. C. — ^A lenten letter. St. Alphonsus on prayer. 
50 pp. 32mo, 1896, paper, id. Burns & Oates 

1357 Vine, G. T.— Mathematical note book, specially prepared for the use of 

pupil teachers, scholarships, and certificate candidates. 2nd edition. 
88 pp. Cr 8vo, 1896, cloth, 2s. Simpkin 



1358 Waldstein, Charles— The balance of emotion. 213 pp. Cr. 8vo, 1896. 

cloth, 3s. 6d. Osgood 

1359 Walton, Izaak and Cotton, Charles— The complete angler. Edited by 

John Major. New edition. 16 + 445 pp. Illus. Cr. 8vo, 1896, cloth, 6s. 

J. C NiMMO 

X360 Wanklyn, J. A. and Chapman, E. T. — ^Water analysis : a practical 
treatise on the examination of potable water. loth edition. 10 + 205 pp. 
Illus. Cr. 8vo, 1896, cloth, 5s. Kegan Paul 

1361 Warden, Florence— Kitty's engagement Cheap edition. 312 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. F. V. White 

X362 Warden, Florence— A lady in black. 2nd edition. 258 pp. La. cr. 8vo, 
1896, cloth, 6s. F. V. White 

1363 Watts, J. G.— Martin Noble. New edition. 284 pp. Illus. (Bo/s gift 
library series). Cr. 8vo. 1896, cloth, 2s. Warne 

X364 Welsby, Moses— From coal-pit to "Joyful News" mission. Edited 
by Mrs. T. Champness. 112 pp. Portraits. Roy. i6mo, 1896, cloth, is. 

T. Champness (Rochdale) 

X365 Welton, J.— Manual of logic. Vol. 2. 16 + 292 + 23 pp. (University 
tutorial series). Cr. 8vo, 1896, buckram, 6s. 6d. W. B. Clive 

X366 Western Australia, Map of the gold fields of. 4 sheets. Mounted 
together 64 + 52, 1896, sheets mounted to fold, jQi los. Stanford 

1367 Westminster cathedral record, The: (quarterly) January. 32 pp. Illus. 

4to, 1896, paper, 6d. Burns & Oates 

1368 Wetherell, Elizabeth— Melbourne house. 5^7 PP- (Oxford library). 

Cr. 8vo, 1896, cloth, 2s. Walter Scott 

1360 White, F. M.— The robe of Lucifer. 352 pp. Cr. 8vo, 1896, cloth, 6s. 

A. D. INNES 

1370 Whitehead, Charles — Richard Savage. New, large paper edition. 

466 pp. 18 etchings by Leech, India paper. Dy. 8vo, 1896, cloth, 14s. 

Bentley 

1371 Wickham, A. E.— Ldveday: a tale of a stirring time. 280 pp. Wus. 

8vo, 1896, buckram, 6s. Cassell 

1372 Wilberforce, L. R. and Fitzpatrick, T. C— Mechanics and hydros- 

tatics. 32 pp. 4to. 1896, paper, is. Camb. Univ. Press 
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1373 Wilkeson, Frank— The soldier in battle ; or, life in the ranks of the 
army of Potomac. 196 pp. Cr. 8vo, 1896, cloth, 2s. 6d. net. Bellairs 

X374 Wilkins, W. H. and Thatcher, Frank— The holy estate. 2nd edition. 
456 pp. Cr. 8vo, 1896, cloth, 6s. Hutchinson 

1375 Willan, J. N.— Scheme of French verbs, with verb papers. 6 pp. 

Dy. 8vo, 1896, limp cloth, is. G. Bell 

1376 Williamson, D.— The practice of cookery and pastry, adapted to the 

business of every-day life. 21st edition. 376 pp. Cr. 8vo, 1896, cloth, 
3s. 6d. Andrew Elliot (Edinburgh) 

1377 Wilson, A. J. E.— Vashti, or, Until death us do part. 365 pp. 

(Oxford library). Cr. 8vo, 1896, cloth, 2s. Walter Scott 

X378 Winter, John Strange— A born soldier. Cheap edition. 282 pp. Cr. 8vo, 
1896, cloth, 2S. 6d. F. V. White 

1379 Winter, John Strange— "I loved her once." no pp. Cr. 8vo, 1896, 
paper, is. ; cloth, is. 6d. F. V. White 

X380 Winthrop, Theo. — Cecil Dreen. 272 pp. Illus. (Oxford library). Cr. 8vo, 
1896, cloth, 2s. Walter Scott 

1381 Wister, Owen— Red men and white. 280 pp. Illus. Cr. 8vo, 1896, 

cloth, 6s. Osgood 

1382 Wood, Mrs. Henry— Bister's folly. New edition. 456 pp. Cr. 8vo, 1896, 

cloth, 2S. ; red cloth, 2s. 6d. Bentley 

1383 Wood, Mrs. Henry— Within the maze. New edition. 476 pp. Cr. 8vo, 

1896, cloth, 2S. ; red cloth, 2s. 6d. Bentley 

1384 Work. The illustrated weekly journal for mechanics. Vol 10. 424 pp. Illus. 

4to, 1896, cloth, 4s. Cassell 

1385 Wright, Rev. Arthur— A s]mopsis of the gospels in Greek, after the 

Westcote and Hort text. 28 + 168 pp. Dy. 4to, 1896, cloth, 6s. net. 

Macmillan 

X386 Young, Amy Cripps— Thoughts and dreamings. 152 pp. 8vo, 1896, 
cloth, 3s. 6d. net. Simpkin 

1387 Younghusband, Captain F. E.— The heart of a continent. 420 pp. Illus. 

8vo, 1896, cloth, ;^i IS. John Murray 

1388 Zschokke Heinrich — Das abenteuer der Neujahrsnacht (German 

classics). 3rd edition. 58 pp. i2mo, 1896, cloth, is. E. Marlborough 

1389 Zschokke Heinrich— Der Todte Gast (German classics). 2nd edition. 

108 pp. i2mo, 1896, cloth, IS. E. Marlborough 
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1390 Aldrich, Thomas Bailey— Later lyrics. 92 pp. Fcp. 8vo, 1896, cloth, 

2s. 6d. net. John Lane 

1391 Alexander, Mrs.— A fight with fate. 300 pp. Cr. 8vo, 18^6, cloth, 6s. 

F. V. White 

1392 Allen, Grant — Under sealed orders. Cheap edition. 6 + 322 pp. 

(Piccadilly novels). Cr. 8vo, cloth, 1896, 3s. 6d. Chatto & Windus 

1393 Anson, Sir W. R.— The law and custom of the constitution. Part II. 

The crown. 2nd edition. 517 pp. Dy. 8vo, 1896, cloth, 14s. 

Clarendon Press 

1394 Argyll, Duke of— The philosophy of belief; or law in Christian theology. 

557 PP- Svo, 1896, cloth, i6s. John Murray 

139s Aristophanes— Plutus, edited with introduction and notes by M. T. Quinn. 

116 pp. (Public school series). Cr. 8vo, 1896, cloth, 3s. 6d. G. Bell 

1396 Aristophanes — Plutus, translated by M. T. Quinn. 12+40 PP- 

(Classical translations series). Cr. 8vo, 1896, paper, is. G. Bell 

1397 Armstrong, Lieut. G. E. — ^Torpedoes and torpedo vessels. 16 + 287 pp. 

Illus. (Royal navy handbooks series). Cr. 8vo, 1896, cloth, 5s. G. Bell 

1398 Autobiographies of boyhood. 224 pp. (School and home library series). 

Cr. 8vo, 1896, cloth, is. 4d. Blackie 

1399 Bailey, Rev. J. R. and Snell, Rev. H.H.— On old fashioned lines : sermons. 

184 pp. Fcp. 8vo, 1896, cloth, 2S. 6d. J. Clarke 

1400 Balzac, Honord de— La Grande Bret^che, and other stories, translated 

by Clara Bell. Edited with preface by George Saintsbury. 14 + 308 pp. 
Illus. with etchings. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

1401 Balzac, Honors de— The unknown masterpiece, and other stones, 

translated by Ellen Marriage, with preface by G. Saintsbury. 14 + 362 pp. 
Illus. with etchings by W. Boucher. Cr. 8vo, 1896, cloth, 3s. 6d. net. 

J. M. Dent 

1402 Banks, Rev. Dr. — ^The fisherman and his friends: a series of revival 

sermons. 366 pp. i2mo, 1896, cloth, 6s. Funk & Wagnalls 

1403 Bantock, Granville, and Aflalo, F. G.— Round the world with " A Gaiety 

Girl." 172 pp. Cr. 8vo, 1896, cloth, with design by Dudley Hardy, 2s. 6d. 

Macqueen 

1404 Barlet S. and Masom W. F.— Advanced French Reader. 2nd edition. 

153 PP- (University tutorial series). Cr. 8vo, 1896, cloth, 3s. 6d. 

W. B. Clive 

1405 Barr, Amelia E. — Bernicia. 306 pp. (St. Dunstan's library of wholesome 

fiction). Cr. 8vo, 1896, cloth, 5s. Low 

1406 Barrett, Frank— The Harding scandal. 2 vols. (Library novel series). 

Cr. 8vo, 1896, cloth, los. net. Chatto & Windus 

1407 Becke, Louis— At the ebbing of the tide. 292 pp. Cr. 8vo, 1896, 

cloth, 6s. Fisher Unwin 

1408 Bellows William- The ocean liners of the world, ist and 2nd editions. 

14 pp. Dy. oblong 4to, 1896, paper, is. Kegan Paul 

1409 Belsey, F. F.— The Bible and the blackboard, with frontispiece illustrating 

the use of coloured chalks and numerous lesson plans. 128 pp. Post 8vo, 
1896, cloth, IS. 6d. Sunday School Union 

1410 Benham, Marian S. — Henry Callaway, first bishop for Kaflfraria, his life- 

history and work. Edited by the Rev. Canon Benham. 20 + 368 pp. Illus. 

portrait and map. Cr. 8vo, 1896, cloth, 6s. Macmillan 

14x1 Beringer, Mrs. Oscar — The new virtue. 206 pp. (Pioneer series). 

Cr. 8vo, 1896, cloth, 3s. net, paper, 2s. 6d. net. Heinemann 
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1412 Berry, D. M.— The sister martsrrs of Ku Cheng : memoir and letters of 

Eleanor and Elizabeth Saunders of Melbourne. i + 308 pp. Illus. 
Cr. 8vo, 1896, cloth, 5s. Nisbet 

1413 Bidlake, F. T.— Pleasure cycling. 32 pp. Illus. Sm. post 8vo, 1896, 

paper, is. Iliffe 

14x4 Black, Margaret Moyes— A most provoking girl. 299 + 8 pp. 

La. cr. 8vo, 1896, art canvas, 3s. 6d. 

Oliphant, Anderson & Ferrier (Edinburgh) 

1415 Black, Capt. W. M.— The United States public works, containing a 

summary of the methods of construction and character of materials and 
plant. 8 H- 276 pp. Illus. Oblong 8vo, 1896, cloth, 21s. net. 

Chapman & Hall 

1416 Blackmore, R.D.— Tales from the telling house. 10 + 244 pp. Cr. 8vo, 

1896, cloth, 5s. Low 

1417 Boas, Frederick S.— Shakespeare and his predecessors. 555 pp. 

(University extension series). Cr. 8vo, or large Cr. 8vo, 1896, cloth, 6s. or 
7s. 6d. John Murray 

1418 Boccaccio, Giovanni — Decameron. Reprint edition. 4 vols. Fcp. 8vo, 

1896, cloth, I OS. nrt^ rnnh Gibbings 

1419 Boissier, Gaston— The country of Horace and Virgil, it + 346 pp. 

Maps and plans. La. cr. 8vo, 1896, cloth, 7s. 6d. Fisher Unwin 

1420 ^Bonomo, Blessed Joanna Mary : Benedictine Nun in the Monastery of 

St. Jerome, Bassano, the life of. 243 pp. Portrait. Dy. 8vo, 1896, 
cloth, 4s. 6d. Burns & Gates 

1421 Book of Kells, reproductions from the : with explanatory text by Rev. T. K. 

Abbott. 50 pp. of text and introduction, 50 plates with notes. 4to, 1896, 
cloth, 35s. net. Hodges, Figgis & Co. (Dublin) 

1422 Bourdillon, Rev. F. — The week of mourning ; or short and simple 

expositions of scripture for the use of the bereaved. New edition. 96 pp. 
Post, 8vo, 1896, cloth, IS. S.P.C.K. 

1423 Bourdillon, Francis William— Nepheld. 8 + 156 pp. Cr. 8vo, 1896, 

buckram, 2s. 6d. net. G. Redway 

1424 Brachet, A.— An historical grammar of the French language : re- 

written and enlarged by Paget Toynbee. 339 pp. Cr. 8vo, 1896, cloth, 
7s. 6d. Clarendon Press 

1425 Bradshaw, B. — Dictionary of mineral waters, climatic health resorts, sea 

baths and hydropathic establishments. 64 + 438 pp, with several maps and 
plans. Sm. cr. 8vo, 1896, cloth with large map, 3s. 6d., paper without map, 
2S. 6d. Kegan Paul 

1426 Brehm, Alfred Edmund — From north pole to equator. Translated 

from the German by Margaret R. Thomson. Edited by J. Arthur Thomson. 
31 + 592 pp. Illus. Roy. 8vo, 1896, cloth, 21s. Blackie 

1427 Brewster, H. B.— The statuette and the back ground. 127 pp. 

Cr. 8vo, 1896, parchment, 4s. Williams & Norgate 

1428 Bright, Rev. William — The Roman see in the early church : and other 

studies in church history. 10 + 490 pp. Cr. 8vo, 1896, cloth, 7s. 6d. 

Longmans 

1429 Broadfoot, Major W. — Billiards, n +455 pp. Illus. (Badminton library). 

Cr. 8vo, 1896, cloth, los. 6d. Longmans 

1430 Broglie, Jacques Victor Albert Due de— An ambassador of the 

vanquished : Viscount Eli^ de Gontaut-Biron's mission to Berlin, 1871^ 
1877, ^^om his diaries and memoranda. Translated with notes by Albert W. 
Vandam. 6 + 282 pp. 8vo, 1896, cloth, los. 6d. Heinemann 

1431 Brothers, A.--Infantile mortality during child birth and its prevention. 

179 pp. Dy. 8vo, 1896, cloth, 7s. 6d. net. Kegan Paul 
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X432 Browne, J. H. Balfour, and Allan, C. F. — Law of Compensation. 

940 pp. Dy. 8vo, 1896, cloth, 27s. 6d. Butterworth 

Z433 Browne, Montagu.— Artistic and scientific taxidermy and modelling:. 

A manual of instmction in the methods of preserving and reproducing the 
correct form of all natural objects, including a chapter on the treatment of 
foliage. 463 pp. lUus. Dy. 8vo, 1896, buckram, 21s. A. & C. Black 

1434 Bryce, A. Hamilton, ed.— Black's guide to Ireland. 2nd edition. 156 pp. 

Maps and plans. (Black's Guide series). Cr. 8vo, 1896, paper, is. 

A. & C. Black 

1435 Buchanan, Robert— Effie Hetherington. 264 pp. La. cr. 8vo, 1896, 

cloth, 6s. Fisher Unwin 

1436 Buchanan, Robert— Woman and the man. New edition. 8 + 280 pp. 

Post 8vo, 1896, boards, 2s. Chatto & Windus 

1437 Buck, J. H. Watson— Handy general earthwork tables : giving contents 

of cuttings and embankments from 3in. to 80ft. in depth or height, for use 
with 66ft chain or looft. chain. 4to, 1896, cloth, 3s. 6d. 

Crosby Lockwood 

1438 Burn, A. E.~~Athanasian Creed, c + 68 pp. (Texts and studies, vol. iv., 

No. i). Dy. 8vo, 1896, paper, 5s. net. Camb. Univ. Press 

1439 Burns, Robert— Poetical works. National edition. 640 pp. Cr. 8vo, 

1896, cloth, IS. net. Warne 

Z440 Burns, Robert — Selected poems of. With an introduction by Andrew Lang. 
New edition. 223 pp. Elzevir 8vo, 1896, cloth, 3s. 6d. Kegan Paul 

1441 Burrard, Captain Dutton— Leaves from the life of an eminent fossil. 

214 pp. (Autonym library, vol. 16). 24mo, 1896, paper, is. 6d., cloth, 2s. 

Fisher Unwin 

1442 Burroughs, John— Birds and poets, with other papers. 8 + 242 pp. 

Etched frontispiece. Cr. 8vo, 1896, cloth, 4s. 6d. net. J. M. Dent 

1443 Burroughs, John — Locusts and wild honey, 10 + 236 pp. Etched 

frontispiece. Cr. 8vo, 1896, cloth, 4s. 6d. net. J. M. Dent 

1444 Butler, A. G.— Foreign finches in captivity. Part 9. 20 pp. Six 

coloured plates. Roy. 4to, 1896, paper, los. 6d. net. L. Reeve 

1445 Butler, Rev. Alban— People's edition of the lives of the Saints for ApriL 

New edition. 396 pp. 32mo, 1896, cloth, is. 6d. Burns & Gates, 

X446 Cable, G. W.— The busy man's bible and how to study it 64 pp. 

(Gilt top series). Fcp. 8vo, 1896, cloth, is. Sunday School Union 

1447 Caesar— The Gallic war. Book VI. with introduction, notes, and appendices 
by John Brown. 106 pp. With map and illustrations. Fcp. 8vo, 1896, 
cloth, IS. 6d. Blackie 

Z448 Campbell, James M.— The Christ in Man. 170 + 8 pp. Cr. 8vo, 1896, 
cloth, 2S. 6d. Oliphant, Anderson & Ferri^r (Edinburgh) 

1449 Carleton, William— Traits and stories of Irish peasantry. Vol. II. 

Edited by D. J. O'Donoghue. 8 + 306 pp. With etchings by Phiz. Cr. 8vo, 
1896, cloth, 3s. 6d. net. J. M, Dent 

1450 Carleton, William— Traits and stories of Irish peasantry. Edited 

by D. J. O'Donoghue. Vol. III. 8 + 328 pp. Illus. Cr. 8vo, 1896, cloth, 
3s. 6d. net. J. M. Dent 

1451 Carter, George— Gospel according to St. Matthew. 147 pp. Cr. 8vo, 

1896, paper, is. 6d. Relfe Bros. 

1452 Catchpool, Edmund— Text book of sound (Vol. I. of the tutorial physies) 

with numerous diagrams and examples. 2nd edition. 200 + 8 pp. 
(University tutorial series). Cr. 8vo, 1896, cloth, 3s. 6d. W. B. Clive 
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1453 Cave, Col. T. Sturmy and Tebbutt, Capt. L. — British army and 

business of war. 40 pp. lUus. Dy. 8vo, 1896, paper, is. 

Gale & Polden 

1454 Century magazine. Illus. New volume. 1896, cloth, los. 6 A Macmillan 

1455 Channing, E.— The United States of America, 176S-186S 8 + 352 pp. 

(Camb. historical series). Cr. 8vo, 1896, cloth, 6s. Camb. Univ. Press 

1456 Chanter, Gratiana— The witch of Withyford : a romance of Exmoor. 

Illustrated by the author. 10 + 188 pp. (Iris library). Sq. fcp. 8vo, 1896, 
cloth, 2S. 6d. net. J. M. Dent 

1457 Chester, A. H. — ^A dictionary of the names of minerals ; including their 

history and etymology. 38 + 329 pp. Dy. 8vo, 1896, cloth, 15s net. 

Chapman & Hall 

1458 Clairmonte, E.— The Africander. 272 pp. Illus. Cr. 8vo, 1896, cloth, 6s 

Fisher Unwin 

1459 Clarke, George— The Lord's supper, its meanings and its teachings. 

2nd edition, 64 pp. Dy. i6mo, 1896, cloth, is. R. L. Allan (Glasgow) 

Z460 Cody, Sherwin — In the heart of the hills : a book of the country. 
8 + 296 pp. Cr. 8vo, 1896, cloth, 4s. 6d. net. J. M. Dent 

1461 Cohn, Dr. Lassar— Chemistry in daily life, translated into English by M. M. 

Pattison Muir. 320 pp. Illus. Cr. 8vo, 1896, cloth, 7s. 6d. Grevel 

1462 College of preceptors. Calendar of, for the year 1896. 708 pp. 8vo, 

1896, cloth, 2s. 6d. Hodgson 

Z463 Collins, Mabel— Light on the path — karma — green leaves: a treatise 
written for the personal use of those who are ignorant of the eastern wisdom, 
and who desire to enter within its influence. 64 pp. Imp. 32mo, 1896, 
cloth, IS. 6d. net. G. Redway 

Z464 Comey, Arthur Messinger— A dictionary of chemical solubilities 
inorganic. 20 + 515 pp. Dy. 8vo, 1896, cloth, 15s. net. Macmillan 

1465 Comte, Auguste— Positive philosophy; translated by Harriet Martineau, 

with an introduction by Frederic Harrison. Bohn edition. 3 vols. (Bohn's 
philosophical library series). Post 8vo, 1896, cloth, 5s. each. G. Bell 

1466 Constitutional year book. 432 pp. Post 8vo, 1896, paper, is., cloth, 2s. 

W. Blackwood 

1467 Corbett, Rev. F. St John— The problem of life : Lent lectures. 56 pp. 

Cr. 8vo, 1896, paper, 2s. Skeffington 

X468 Corson, Hiram— The voice and spiritual education. 198 pp. 32mo, 
1896, cloth, 3s. Macmillan 

1469 Cotsford, Dick— The ways of the world : vers de soci^t^. 8 + 120 pp. 

Imp. i6mo, 1896, cloth, 3s. 6d. net. G. Redway 

1470 Country stories. 80 pp. Illus. (Blackie's object lesson readers series). 

Fcp. 8vo, 1896, cloth, 6d. Blackie 

1471 Craik, Mrs. (Dinah Maria Muloch)— A noble life. 314 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Hurst & Blackett 

1472 Craik, Henry— The State in its relation to education. 2nd edition. 

12 + 188 pp. (English citizen series). Cr. 8vo, 1896, cloth, 2s. 6d 

Macmillan 

1473 Crawford, F. M.— Adam Johnstone's son. 8 + 310 PP- Cr. 8vo, 1896, 

cloth, 6s. Macmillan 

J474 Creswick, Paul— At the sign of the Cross Keys : romance. 342 pp. 
Cr. 8vo, 1896, cloth, 6s. Macqueen 

1475 Croker, B. M.— Village tales and jungle tragedies. A new edition. 
8 + 236 pp. Post 8vo, 1896, boards, 2s., cloth, lin[ip, 2s. 6d. 

ChATTO & WiNDUS 
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X4^ Cunlifte, Robert— Answers to questions set in cotton spinning 
examinations. 52 pp. Cr. 8vo, 1896, cloth, 2s. 

Abel Heywood (Manchester) 

1477 Cuthbertson, Clive— A sketch of the currency question. 4 + 94 pp. 

Cr. 8vo, 1896, cloth, 2s. net Effingham Wilson 

1478 Cutts, Rev. Edward L.— A handy book of the Church of England. 

New edition, with appendices of corrigenda and addenda for the years 1893, 
1894, and 1895. 450 pp. Cr. 8vo, 1896, cloth, 5s. S.P.C.K. 



1479 Dale, Mrs. Hylton. Crowned with the immortals. 330 pp. Portrait. 
Post 8vo, 1896, art linen, 6s. net. H. S. Nichols 

X480 Dale, Jonathan— Angling days. 160 pp. Illus. Cr. 8vo, 1896, cloth, gilt 
23. 6d. H. R. Allenson 

X481 Dalgaims, Rev. John Bernard— The devotion to the heart of Jesus: 

with an introduction on the history of Jansenism. 6th edition. 19 + 237 pp. 
Fcp. 8vo, 1896, cloth, 2S. 6d. Art & Book Co. 

X482 Daniels, G. St. Leger— Handbook of the law of distress. 2nd edition. 
140 pp. Cr. 8vo, 1896, cloth, 3s. 6d. F. P. Wilson 

X483 Daudet, Alphonse— Tartarin of Tarascon ; traveller, »* Turk " and lion 
hunter. 248 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. net J. M. Dent 

Z484 Daudet, Alphonse— Tartarin on the Alps. Translated by Henry Frith. 
8 + 368 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. J. M. Dent 

X485 Daunt, W. J. O'Neill—A life spent for Ireland. 20 + 420 pp. Dy. 8vo, 
1896, cloth, £1 IS. Fisher Unwin 

X486 Davies, Rev. David— Baptist union manual : Vavasour Powell the Baptist 
evangelist of Wales. Illus. Cr. 8vo, 1896, paper, is. 4d., cloth, 2s. 

Alexander & Shepheard 

1487 Daw, W. H. — Metropolitan sanitation. 260 pp. Cr. 8vo, 1896, cloth, 5s. 

F. P. Wilson 

X488 Dawson, Joseph- Face of a soul: a novel. 367 pp. Cr. 8vo, 1896, 
cloth, 6s. Unicorn Press 

X489 Dawson, Rev. Joseph— The soul of the sermon. 3rd edition. 87 pp. 
Cr. 8vo, 1896, cloth, IS. net. Unicorn Ii^ess 

1490 De Lamothe, A. — The outlaw of Camargue. Translated by Anna S, 

Sadlier : a tale. 313 pp. Cr. 8vo, 1896, art cloth, 5s. net. Burns & Gates 

1491 De Rousiers, Paul — The labour question in Britain. Translated by F. L 

D. Herbertson. 26 + 394 pp. 8vo, 1896, cloth, 12s. net. Macmillan 

1492 DeWaal, D. C— With Rhodes in Mashonalaqd. 351 pp. 2 photos. 

Cr. 8vo, 1896, cloth, 6s. Juta 

X493 Deems, Chas. F.— The gospel of common sense. 310 + 12. Cr. 2>va, 
1896, cloth, 5s. Oliphant, Anderson & Ferrier (Edinburgh) 

Z494 Del Mar, Alexander — The science of money. 2nd edition. 27 + 205 pp» 
Dy. 8vo, 1896, cloth, 6s. net. Effingham Wilsok 

X49S Dickens, Jane B.— Simple object lessons from nature. 63 pp. Wu^- 
Fcp. 4to, 1896, cloth, 2S. 6d. G. Philif 

2496 Dickinson, W. Howship— Occasional papers on medical subjects^ 

1855-1896. 8 + 247 pp. Illus. 8V0, 1896, cloth, I2S. LONGMANa 

1497 Du Bois, Dr. H.— The magnetic circuit in theory and practice with 94. 
figures in the text Translated by Dr. Atkinson. 18 + 362 pp. lUus-. 
8vo, 1896, cloth, I2S. net, Longmans 
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Z498 Duncan, Alexander— Memorials of the faculty of physicians and' 
surgeons of Glasgow 1599- 1850 ; with a sketch of the rise and progress> 
of the Glasgow medical school and of the medical profession in tba west of ^ 
Scotland. 16 + 308 pp. lUus. Cr. 4to, 1896, cloth, los. 6d. net, 

Maclehose (Glasgow)* 

1499 Duncan, Sara Jeannette (Mrs. Everard Cotes)— His honor and a lady. 

8 + 298 pp. Illus. Cr. 8vo, 1896, cloth, 6s. Macmillan: 

1500 Dyer, W. T. Thiselton, ed.— Flora Capensis. Vol. VI, part i. 192 pp.. 

Dy. 8vo, 1896, paper, 7s. 6d. net. L. Reeve: 

1501 Edye, Surgeon Capt. I. S.— Sport in India. 170 pp. Illus. Dy. 8vo, 1896, 

cloth, 6s. Gale & Polden 

1502 Egyptian struwelpeter. The: or the struwelpeter papyrus. Respectfully 

dedicated to children of all ages. 16 pp. Illus. 4to, boards, 3s 6d. 

Grevel 

1503 Eissler, M.— The metallurjgy of silver : a practical treatise on the amalgama- 

tions, roasting, and lixiviation of silver ores, etc. 3rd edition. 376 pp. 
Illus. Cr. 8vo, 1896, cloth, los. 6d. Crosby Lockwood 

1504 Ellis, A.— Chosen English selections from Wordsworth, Byron, Shelly^ 

Lamb, Scott. Prepared with short biographies and notes for the use of 
schools. 205 pp. (English classic). Globe 8vo, 1896, cloth, 2s. 6d. 

Macmillan 

1505 Ely, George H.— History of England from 1603 to the present time. 

Illustrated with pictures, portraits and maps. 288 pp. (Warwick history 
readers series). Cr. 8vo, 1896, cloth, is. 9d. Blackie 

xSoi Emden, Judge— Practice and forms in winding-up companies and re- 
construction. By D. Stewart Smith assisted by Henry Johnston. 5th 
edition. 26 + 806 pp. Dy. 8vo, 1896, cloth. j£i 8s. W. Clowes 

1507 Emerson, P H.—Birds, beasts, and fishes of the Norfolk broadland. 

2nd edition. 396 pp. Illus. Dy. 8vo, 1896, cloth, 12s. 6d. D. Nutt 

1508 Engineering estimates, costs, and accounts. A guide to commercial 

engineering. 2nd edition. 268 pp. Dy. 8vo, 1896, cloth, 12s. 

Crosby Lockwooix 

1509 Engineers, Society of— Transactions for 1895. 303 pp. Illus. Dy. 8vo,. 

1896, cloth, 15s. E. & F. N. Spon 

1510 English literary criticism, with an introduction by C. E. Vaughan. 1 02 + 2 1 9 pp. 

(The Warwick library of English literature). Cr. 8vo, cloth, 3s. 6d. Blackie. 

151 1 Euripides — Bacchae : a vocabulary and test papers. Interleaved 23 pp.. 

and interleaving. (University tutorial series). Cr. 8vo, 1896 paper, is. 

W. B. Clive 

1512 Euripides — Bacchae : a translation by W. H. Balgarnie and B. J. Hayes. 

40 pp. (University tutorial series). Cr. 8vo, 1896, paper, is. 6d. 

W. B. Clive 

1513 Euripides— Bacchae : Edited by John Thompson and B. J. Hayes. Intro- 

duction, text and notes. 105 pp (University tutorial series). Cr. 8vo> 
1896, cloth, 3s. 6d. W. B. Clivk 

1514 Euripides— Bacchae : Edited by John Thompson and B. J. Hayes. Intro- 

duction, text notes, vocabulary and translation. 105 + 23 + 40 pp, 
(University tutorial series). Cr. 8vo, 1896, cloth, 5s. 6d. W. B. Clivr 

1515 Extreme Unction : treating on things that should be prepared when the last 

sacraments are administered. 3rd edition, 57 pp, j8mo, 1896, paper, 6d. net. 

Burns & Gates 
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15^6 Falk, David G.— A castaway of the barrier. 179 pp. 24mo, 1896, paper, 
IS. 6d. Fisher Unwin 

1517 Figgis, J. N.— The theory of the Divine right of kings. 16 + 304 pp. 

(Camb. historical essays, No. IX). Cr. 8vo, 1896, cloth, 4s. 6d. 

Camb. Univ. Press 

15x8 Finch, G. B.— Selection of cases on the English law of contract 
2nd edition. 12 + 867 pp. Roy. 8vo, 1896, cloth, 28s. Camb. Univ. Press. 

15x9 Fisher, W. E. Garrett— The Transvaal and the Boers : a brief sketch. 
12 + 283 pp. La. cr., 1896, cloth, 6s. Chapman & Hall 

1520 Fiske, Amos Kidder— The Jewish scriptures: the books of the Old 
Testament in the light of their origin and history. 14 + 390 pp. Cr. 8vo, 
1896, cloth, 5s. D. NuTT 

3521 FitzPatrick, Rev. John— Moments with Mary. Selections from St. Francis 
de Sales for the mornings and evenings of May. 80 pp 32mo, 1896, cloth, 
IS. 6d. Burns & Gates 

1522 Flaw in the marble. 262 pp. Illus. (Leisure library series). Sm. cr. 8vo, 
1896, cloth, 2s. 6d. Hutchinson 

J523 Fletcher, Prof. Banister, and Fletcher, Banister F.— A history of 
architecture. For the student, craftsman, and amateur, being a compara- 
tive view of the historical styles from the earliest period. 16 + 313 PP* 
Plates and other illustrations. Cr. 8vo, 1896, cloth, 12s. 6d. Batsford 

1524 Forbes, Prof. S.— Alternating and interrupted electric currents. 

100 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. Biggs & Co. 

1525 Forsyth, Rev. P. T.— The charter of the church. Cr. 8vo, 1896, doth, 

IS. 6d. Alexander & Shepheard 

:J526 Foster, John— A companion to English grammars. 90 pp. (Royal 
English class books series). Cr, 8vo, 1896, cloth, is. Nelson 

31527 Frederic, Harold— Illumination. 6 + 355 pp. Cr. 8vo, 1896, cloth, 6s. 

Heinemann 

3528 Frederic, Harold— Marsena. 158 pp. (Yellow library, vol. 2). 6^x3!, 
1896, paper, is., cloth, 2s. Fisher Unwin 

1529 Fulton, John — Coke : a treatise on the manufacture of coke and the saving of 

by-products. 6 + 342 pp. Illus. Dy. 8vo, 1896, cloth, £1 is. 

Kegan Paul 

1530 Furneaux. W. — The young chemists. 219 pp. Ill"s. (Blackie's science 

readers). Cr. 8vo, 1896, cloth, is. 6d. Blackie 

1531 Garlick, A. H.— A new manual of method. 20 + 331 pp. Cr. 8vo, 1896, 

cloth, 4s. Longmans 

1532 Garry, A. — Out of bounds. 224 pp. (ZeitGeist series). Sm. cr. 8vo, 1896, 

cloth, gilt, 2s. Hutchinson 

1533 Gee, Henry, and Hardy, William John— Documents illustrative of 

English church history : compiled from original sources. 12 + 670 pp. 
Cr. 8vo, 1896, cloth, los. 6d. Macmillan 

1534 Gibney, Dr.— Eighty years ago ; or the recollections of an old Army doctor, 

his adventures on the field of Quartre Bras and Waterloo, and during the 

occupation of Paris in 1815. Edited by his son, Major R. D. Gibney. 

8 H- 250 pp. Cr. 8vo, 1896, cloth, 5s. net. Bellairs 

1535 Gill, George— Giirs British colonies and dependencies, 480 pp. Illus 

(Giirs colonial series). Cr. 8vo, 1896, cloth, 2s, 6d. G. Gill 

1536 Gosse, Edmund— Critical Kit-Kats. 16 + 3^2, pp. Qx, 8vo, 1896, buckram, 

7S. 6d. Heinemann 
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1537 Graham, John— Elementary treatise on the calculus for engineering 

students. 256 pp. lUus. Cr. 8vo, 1896, cloth, 7s. 6d. E. & F. N. Spon 

1538 Green, John Richard— History of the English people. Vol. 6. Puritan 

England, 1642-1660; the Revolution, 1 660-1 683. (Eversley series). Globe 
8vo., 1896, cloth, 5s. Macmillan 

1539 Gregory, B. K.— The story of David Livingstone : weaver-boy, missionary, 

explorer. Portrait and Illustration. 128 pp. Cr. 8vo, 1896, cloth, is. 

Sunday School Union 

1540 Gregory, William — ^Animal magnetism, or mesmerism and its phenomena. 

4th edition. 12 + 254 pp. Dy. 8vo, 1896, cloth, 6s. net. G. Red way 

1541 Greville, Hon. Edward, ed.— The year book of Australia for 1896. 15th 

year. 718 pp. Illus. with maps. Dy. 8vo, 1896, paper, los. 6d. 

Kegan Paul 

1542 Grey, Rowland— The power of the dog. 313 pp. Cr. 8vo, 1896, cloth, 

art linen, 6s. Jarrold 

1543 Griffiths, Rev. W.— Jacob's ladder and how Jacob climbed it. 192 pp. 

i6mo, 1896, cloth, IS. Marshall, Bros. 

1544 Gunn, John— Class teaching and management. 191 pp. (Royal hand- 

books for pupil teachers). Cr. 8vo, 1896, cloth, 2s. 6d. Nelson 

154s Gyp— Ginette's happiness. 267 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Fisher Unwin 

1546 Hall, Captain Basil— The log book of a midshipman. 224 pp. (School 

and Home Library). Cr. 8vo, 1896, cloth, is. 4d. Blackie 

1547 Hall, J. Clark— Mercantile navy list, 1896. 800 pp. Roy. 8vo, 1896, 

cloth, i2s. Spottiswoode 

1548 Harris, Ada L. — A widow on wheels. 240 pp. Cr. 8vo, 1896, cloth, 69r 7/ , 

Hutchinson 

1549. Harris, J. R.— Hermas in Arcadia. 84 pp. Roy. 8vo, 1896, cloth, 5s. 

Camb. Univ. Press 

1550 Harrison, Wilmot — Memorable Paris houses. New and cheaper edition. 

9 H- 276 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Low 

1551 Harte, Bagot — Wrongly condemned. 327 pp. (Greenback series). 

Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

1552 Hatch, Edwin, and Redpath, Henry A., assisted by other scholars — A con- 

cordance to the septuagint. Part 5. 272 pp. 4to, 1896, paper boards, 
£1 IS. Clarendon Press 

1553 Hawthorne, Nathaniel— Dr. Grimshawe's secret : a romance, with 

preface and notes. Riverside edition. 13 + 376 pp. Illus. (Hawthorne's 
works, vol 13.) La. post 8vo, 1896, cloth, 7s. 6d. Kegan Paul 

1554 Hefele, Rev. Charles Joseph—History of the church councils. Vol. 5. 

A.D. 626 to close of second council of Nicaea, with appendix and indices, 
completing the series. 488 pp. Dy. 8vo, 1896, cloth, 12s. T. & T. Clark 

1555 Heller, T. E.— The new code (1896-97) of minutes of the education 

department. With the new revised instructions to inspectors, new drawing 
regulations, new circulars to inspectors, the syllabi for the certificate 
and scholarship examinations, revised regulations, and official forms, docu- 
ments and memoranda, with explanatory notes, mainly from official sources, 
and a copious index. 35th edition. 16 -f- 280 pp. Dy. 8vo, 1896, paper, is. 

Bemrose 

1556 Hennessey, J. D.— The dishonourable. 317 pp. Cr. 8vo, 1896, cloth, 6s. 

Low 
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1557 Henty, G. A.— Rujub, the juggler. New edition. 4 + 332 pp. PostSvo, 

1896, boards, 2s. Chatto & Windus 

1558 Hertstet, Sir E.— A complete collection of treaties and conventions 

between Great Britain and foreign powers, relating to commerce, 
navigation, &c. Vol. 19. 1332 pp. Dy. 8vo, 1896, cloth, £2 2s, 

BUTTERWORTH 

1559 Hejrwood, Henry R.— Sermons and addresses. 16 + 276 pp. Illus. 

Cr. 8vo, 1896, cloth, 3s. 6d. net. Longmans 

1560 Hewer, Mrs. Langton — Our baby. 4th edition. 142 pp. 8vo, 1896, paper, 

IS. 6d., cloth, 2S. 6d. John Wright (Bristol) 

1561 Hodgkin, Thomas— Italy and her invaders. Vols. III. and IV. Second 

edition. 2 vols. Illus. Dy. 8vo, 1896, cloth, 36s. Clarendon Press 

1562 Holyoake, George Jacob — Public speaking and debate. Second edition. 

266 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Fisher Unwin 

1563 Home, Andrew— Through thick and thin ; the story of a school campaign. 

286 pp. Illus. Post 8vo, 1896, cloth, 2S. 6d. W. & R. Chambers 

1564 Home, C. M.— Claudius : a sketch from the first century. 280 pp. Cr. 8vo. 

1896, cloth, 2s. 6d. Catholic Truth Society 

1565 Hooker, Sir J. D.— Flora of British India. Part 21. 224 pp. Dy. 8vo, 1896, 

paper, 9s. net. L. Reeve 

1566 Hooper, James— Notes on the Church of St. Peter of Mancroft, 

Norwich. 44 pp. Illus. Dy. 8vo, 1896, paper, is. 

A. H. Goose (Norwich) 

1567 Hope, Anthony — Dolly dialogues. 144 PP- (Westminster gazette library) 

Cr. 8vo, 1896, buckram, 3s. 6d. Westminster Gazette 

1568 Home, C. Silvester— The life that is easy. 153 pp. Cr. Svo, 

1896, cloth, 2S. R. H. Allenson 

1569 Horne, John— A canny countryside. 215 + 8 pp. Cr. 8vo, 1896, art 

canvas, 2s. 6d. Oliphant, Anderson & Ferrier (Edinburgh) 

1570 Hughes, M. E.— Embroidery without outline. 56 pp. Cr. 8vo, 1896, 

boards, is. G. Philip 

1571 Hume, Major A. S.— The courtships of Queen Elizabeth. 348 pp. 

Portraits. Dy. Svo, 1896, cloth, 12s. Fisher Unwin 

X572 Hungerford, Mrs.— The three graces, cheap edition. 8 + 296 pp. 
Illus. (Piccadilly novels). Cr. 8vo, 1896, cloth, 3s. 6d. 

Chatto & Windus 

1573 Hyde, James N. and Montgomery, Frank H.— A manual of syphilis 

and the venereal diseases. 618 pp. Dy. 8vo, 1896, cloth, 12s. net. 

Hirschfield 

1574 India list and India office list for 1896, compiled from official records by 

direction of the secretary of state for India in council. 8 + 564 pp. Map. 
Dy. 8vo, 1896,'^cloth, 10s. 6d, Harrison & Sons 

1575 Janssen, Johannes— History of the German people at the close of the 

middle ages. Translated from the German by M. A. Mitchell and A. M. 
Christie. 2 vols. Dy. 8vo, 1896, cloth, 25s. Kegan Paul 

1576 Jessopp, Rev. Augustus— Simon Ryan, the Peterite. 118 pp. (Yellow 

library, series, vol. i). 6^ + 3I in, 1896, paper and cloth, is. and 2s. 

Fisher Unwin 

1577 Jewitt, John — Adventures of, during a captivity among the Indians of Van- 

couver Island. Edited by Dr. Robert Brown. 256 pp. Illus. Cr. Svo, 
1896, cloth, 5s. Clement Wilson 
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X578 Jocelyn, Mrs. Robert— A regular fraud. 286 pp. Cr. 8vo, 1896, cloth, 
2s. 6d. F. V. White 

1579 Johnson, Dr. Samuel, Lives of the poets, edited by Arthur Waugh. New 

edition. In 6 vols, vol. i. 32 + 253 pp. Illus. Fcp. 8vo, 1896, 
canvas, 6s. Kegan Paul 

1580 Johnson, Dr. Samuel, Lives of the poets, edited by Arthur Waugh. New 

edition. Vol. 2. 280 pp. Illus. Fcp. 8vo. 1896, canvas, 6s. Kegan Paul 

1581 Jones, Rev. Spencer — The Catechism (Method of St. Sulpice), questions 

and answers for the first principal exercise. 52 pp. Cr. 8vo, 1896, paper, is. 

Skeffington 



1582 Keatinge, M. W.— The great Didactic of John Amos Comenius. 

468 pp. Frontispiece. La. cr. 8vo, 1896, cloth, 7s. 6d. A. & C. Black 

1583 Kelljr's directory of the leather trades for 1896. 7th edition. 1050 pp. 

Imp. 8vo, 1896, cloth, 25s. Kelly & Co. 

1584 Kelljr's directory of Stationers, printers, booksellers, publishers, and 

paper makers of England, Scotland and Wales, and most of the principal 
towns in Ireland. 6th edition. 35 + 991 + 87 pp. Imp. 8vo, 1896, 
cloth, 25s. Kelly & Co. 

1585 Kelly, William— In the beginning, and the Adamic earth. 124 pp. Roy. 

8vo, 1896, cloth, IS. 6d. R. L. Allan (Glasgow) 

1586 Kennard, H. Martyn — The veil lifted : a new light on the world's history. 

12 + 258 pp. Dy. 8vo, 1896, cloth, 6s. Chapman & Hall 

1587 Kinglake, A. W.— Eothen. Cheap edition. 378 pp. Portrait. Cr. 8vo, 

1896, cloth, 3s. 6d. W, Blackwood 

1588 Kittel, R.— A history of the Hebrews, in 2 vols. Vol. 2— Sources of 

information and history of the period down to the Babylonian exile. 
Translated by Hope W. Hogg and E. B. Speirs. 14 + 406 pp. (Theological 
translation hbrary, vol. 6). Dy. 8vo, 1896, cloth, los. 6d. 

Williams & Norgate 

1589 Kneipp, Father S. — My will, a legacy to the healthy and the sick, 

containing Father Kneipp's directions for the application of his cure at home. 
380 pp. Illus. 8vo, 1896, cloth, 6s. Grevel 

1590 Knight, E. F. — Madagascar in war time : the experiences of a special 

correspondent with the Hovas during the French invasion of 1895. 11 + 336 pp. 
Illus. and map. 8vo, 1896, cloth, 12s. 6d. Longmans 



xspi Lambos, S. P., and Polites, N. G.— Olympic games, b.c. 776, a.d. 1896. 
Text in English and German. 2 vols. Illus. 4to, 1896, paper boards, los. 

Grevel 

1592 Lawton, William Cranston— Art and humanity in Homer. 18 + 285 PP^ 

32mo, 1896, cloth, 3s. Macmillan 

1593 Leask, W. Keith— Hugh Miller. 149 + ^ PP- (Famous Scots series). 

Post 8vo, 1896, art canvas, is. 6d. 

Oliphant, Anderson & Ferrier (Edinburgh) 

1594 Lee, Elizabeth— A school history of English literature. With an mtro- 

duction by Edmund K. Chambers. Vol. i. Chaucer to Marlowe. 
206 pp. Fcp. 8vo, 1896, cloth, IS. 6d. Blackie 

1595 LeGallienne, Richard— Retrospective reviews : a literary log, 1891-1895. 

Cr. 8vo, 1896, cloth, 9s. net. John Lanb 

1596 Leland, Chas. Godfrey— Legends of Florence : collected from the people 

and re-told. 2nd series. 278 pp. Cr. 8vo, 1896, cloth, 5s. D. Nutt 

77 



Digitized by 



Googl( 



X597 Lewis, A. S. — Some pages of the four gospels re-transcribed from the 
Sinaitic palimpsest with a translation of the whole text. 24 + 284 pp. 
Frontispiece. Dy. 4to, 1896, cloth, 12s. net, paper, los. 6d. net. C. J. Clay 

1598 Liebman, Pro. James Alex— Vocabulary technical military terms. 

German, English, etc. 215 pp. Cr. 8vo, 1896, cloth, 5s. Gale & Polden 

1599 Lindsay, Lady— The flower seller, and other poems. 8+187 pp. 

Cr. 8vo, 1896, cloth, 5s. Longmans 

1600 Linnean Society — General index to the first twenty volumes of the journal 

(zoology) and the zoological portion of the proceedings, Nov., 1838- 1890 of 
the Linnean Society. 8 + 437 pp. (Journal of Linnean Society Zoology). 
8vo, 1896, paper, j£i. Williams & Norgate 

1601 Little boy's own book. 288 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. 

Charles Taylor 

1602 Lockwoodi George Roe— A manual of the practice of medicine. 

935 PP- Illus. Dy. 8vo, 1896, cloth, 12s. net Hirschfeli> 

1603 Lockyer, J. N. and Rutherford, W— The rules of golf: being the St 

Andrew's rules for the game, codified and annotated. 114 pp. 3 2 mo, 1896, 
cloth, IS. 6d., roan, 2s. Macmillan 

1604 Lodge, Richard — Richelieu. (Foreign statesmen). Cr. 8vo, 1896^ 

cloth, 2S. 6d. Macmillan 

1605 London, Brighton and South Coast Railway: its passenger services, rolling 

stock, locomotives, gradients and express speeds. 56 pp. 2 plates. Dy. 8vo^ 
1896, paper, 3s. 6d. Cassell 

1606 London mathematical society, proceedings of the. Vol. 26, November, 

1894, to November, 1895 563 pp. 8vo, 1896, cloth, 30s. Hodgson 

1607 Longfellow, Henry Wadsworth — Evangeline: edited with introduction 

and notes by M. T. Quinn. 38 + 95 pp. Map. (English classics). 
Cr. 8vo, 1896, paper, is. 3d. G. Bell 

1608 Longman's Magazine. Vol. XXVII. November, 1895, to April, 1896. 

648 pp. 8vo, 1896, cloth, 5s. Longmans 

1609 Lover, Samuel— Handy Andy : a tale of Irish life. Illustrated by H. M. 

Brock, with an introduction by Charles Whibley. (Illustrated standard 
novels). Cr. 8vo, 1896, cloth, 3s. 6d. Macmillan 

i6io Lowell, Francis C— Joan of Arc. 4 + 382 pp. With maps. Cr. 8vo, 
1896, cloth, 8s. net. Gay & Biri> 

i6n Lowell, James Russell— Poetical works. 519 pp. (Albion poets). 
Cr. 8vo, 1896, cloth, 3s. 6d. Warne 

1612 Lumley — Law of public health. Edited by A. Macmorran, and G. 
Lushington. 5th edition. 2 vols. Roy. 8vo, 1896, cloth, 63s. 6d. 

BUTTERWORTH 

z6z3 Lushington, S. G. and Guy— The summary jurisdiction (married 
women) act, 1895. 127 pp. Cr. 8vo, 1896, cloth, 5s. Butterworth 

1614 Lussdorf Prof. — Equine anatomy. Translated by Prof. Owen Williams. 

Plate I — Diagram of the horse. Plate 2 — Diagram of the mare Coloured 
plates. 40 X 27, 1896, 5s. net each, mounted on rollers, 7s. 6d. net each. 

Bailliere, Tindall & Cox 

1615 Ltitzow, Francis, Count— Bohemia: an historical sketch. 458 pp. Maps 

and tables. La. cr., 1896, cloth, 9s. Chapman & Hall 

z6i6 Lyall, Sir Alfred— Verses written in India. 4th edition. 144 pp. 
(Elzevir library). Elzevir 8vo, 1896, cloth, 5s. Kegan Paul 

X617 Lydekker, Richard, ed.— The royal natural history. Vol. 5. 584 pp. Illus. 
Sup. roy. 8vo, 1896, cloth, 9s. net, half morocco, 12s. 6d. net Warne 
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i6i8 Lydekkeir, Richard, ed.— The royal natural history. Section lo. 295 pp^ 
Illus. Sup. roy. 8vo, 1896, cloth, 5s. net, half morocco, 8s. net Warnk, 

1619 Lynch, Hannah — Dr. Vermont's fantasy and other stories. 8 + 336 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d net. J. M. Dent 

1620 Ljrster, Arthur E.— Some remarks on difficulties of meridian circle 

work. 2 pp. (Proceedings royal Dublin society, voL viii., part v., No. 46)4 
8vo, 1896, paper, 6d. Williams & Norgate 

1621 Lyster, Cora — Paul Hensius. 235 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Fisher Unwin. 

1622 Lyster, Thomas W.— Select poetry for young students 3rd edition, 

222 and 16 pp. (English texts). Cr. 8vo, 1896, cloth, 2s. 

Brown & Nolan. 

1623 Macaulay, Lord— BosweU's life of Johnson. Edited by R. F. Winch. 

8+133 PP' (English classics). Globe 8vo, 1896, cloth, 2s. 6d. 

Macmillan 

1624 MacDevitt, Rev. J.— Are Anglican orders valid ? 75 PP- Cr. 8vo, 1896, 

cloth, IS. 6d. net. Burns & Gates 

1625 Macer, A. T. — Dilapidations. 120 pp. Cr. 8vo, 1896, cloth, 5s. 

F. |P. WiLSOK 

1626 Mackay, J. C— Light railways for the United Kingdom, India, and 

the Colonies. 334 pp. Illus. Medium 8vo, cloth, 15s. Crosby Lockwood 

1627 Mackenzie, Prof. Douglas— The revelation of the Christ. 304 pp. 

La. imp. i6mo, 1896, cloth, 3s. 6d. Sunday School Union 

1628 Maclean, Magnus— Physical units. 150 pp. Illus. Cr. 8vo, 1896, cloth,. 

2S. 6d. Biggs & Co. 

1629 McLennan, John Ferguson — Studies in ancient history. The second 

series comprising an inquiry into the origin of exogamy. Edited by his widow 
and Arthur Piatt. 16 H- 605 pp. Dy. 8vo, 1896, cloth, 21s. Macmillan 

1630 Macmillan's magazine. Vol. 73. La. 8vo, 1896, cloth, 7s. 6d. Macmillan 

1631 McTaggart, J. — Studies in the Hegelian dialectic. 16 + 260 pp. 

Dy, 8vo, 1896, cloth, 8s. Camb. Univ. Press 

1632 Maitland, Ella Fuller— Pages from the day book of Bethia Hard- 

acre. 4th edition. 8 + 308 pp. Cr. 8vo, 1896, half brown paper, 55. 

Chapman & Hall 

1633 Maltus, Very Rev. J, A.— Many incentives to love Jesus and his 

sacred heart 128 pp. i8mo, 1896, cloth, 2s. 6d. Burns & Gates 

1634 Mandel, John A.— Handbook for the bio-chemical laboratory, includ- 

ing methods of preparation and numerous tests arranged alphabetically. 
6 + 1 01 pp. Cr. 8vo, 1896, cloth, 6s. 6d. net. Chapman & Hall 

1635 Marchbank, Agnes— Ruth Farmer. A story. 335 pp. (No. 38, 

*' Greenback " series). Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

i(^ Marryat, Captain — Frank Mildmay; or the naval officer. 12 + 412 pp. 
With etchings. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

1(^37 Marryat, Captain— Peter Simple. 34 + 524 pp. With etchings. Cr. 8yo, 
1896, cloth, 3s. 6d. net. J. M. Dent 

1638 Marshall, A. F.— The comedy of English Protestantism : in three 
acts. Scene : Exeter Hall. Time : The summer of 1893. New revised and 
cheaper edition. 238 pp. Cr. 8vo, 1896, cloth, 2s. net. Burns & Gates 

X639 Martin, Mrs. Herbert — Lindsay's girl: a novel. 320 pp. (No. 32, 
'* Greenback " series) Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 
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3640 Mason, Wm. P. — Water supply : considered principally from a sanitary 

standpoint. 8 + 504 pp. IIlus. Dy. 8vo, 1896, cloth, 21s. net. 

Chapman & Hall 

3641 Masse, Captain— Our military problem for civilian readers. 4 +138 pp. 

Cr. 8vo, 1896, paper, is. net. J. M. Dent 

1642 Mathers, Helen — A man of to-day. 300 pp. Cr. 8vo, 1896, picture boards, 2s. 

F. V. White 

1643 Meade, L. T. — Playmates : a story for boys and girls. 246 pp. Illus. 

Post 8vo, 1896, cloth, 2S. 6d. W. & R. Chambers 

1644 Mddaille, Ptre— Meditations on the gospels for every day in the year. 

2nd edition. 32 + 495 pp. Cr. 8vo, 1896, cloth, 6s. Art & Book Co. 

364s Medical annual, 1896. 14th year. 927 pp. 8vo, 1896, cloth, 7s. 6d. net. 

John Wright (Bristol) 

1646 Merriman, Mansfield— A text-book on the mechanics of materials 

and of beams, columns and shafts. 6th edition, revised. 10 + 368 pp. 
Illus. Dy. 8vo, 1896, cloth, 17s. net. Chapman & Hall 

1647 Merry tales for little folks. New edition. 450 pp. Illus. Cr. 8vo, 1896, 

cloth, 3s. 6d. C. Taylor 

1648 Millard, Mrs. E. C. — Victory : being reminiscences of and letters from 

Minnie M. Apperson (late Mrs. H. S, Phillips), of Church of England Zenana 
Society, with preface by Rev. Edward W. Moore. 213 pp. Illus. Cr. 8vo, 
1896, cloth, 2S. 6d. E. Marlborough 

1649 Miller, W. J. C, ed.— Mathematical questions with their solutions 

from the Educational Times. Vol.64. 128 pp. 8vo, 1896, paper, 6s. 6d. 

Hodgson 

1650 Milligan, Rev. George — Lamps and Pitchers and other addresses to 

children. 182 + 8 pp. (Golden nails series). Post 8vo, 1896, cloth, is. 6d. 

Oliphant, Anderson & Ferrier (Edinburgh) 

1651 Mitford, A. B. Freeman— The bamboo garden. Illustrated by Alfred 

Parsons. 12 + 224 pp. 8vo, 1896, buckram, los. 6d. Macmillan 

1652 Molteno, P. A.— A Federal South Africa. 12 + 260 pp. Maps. Cr. 8vo, 

1896, cloth, 7s. 6d. Low 

1653 Moncrieff, A. R. Hope, ed.— Black's guide to'Edinburgh. 24th edition. 

no pp. Plans and maps. (Black's guides series). Cr. 8vo, 1896, paper, is. 

A. & C. Black 

x6S4 Moncrieff, A. R. Hope, ed. — Black's guide to Leamington. 8th edition. 
84 pp. Maps and plans. (Black's guides series). Cr. 8vo, 1896, paper, is. 

A. & C. Black 

1655 Moncreiff, A. R. Hope, ed.— Black's guide to Sussex. loth edition. 

200 pp. Illus. (Black's guides series). Cr. 8vo, 1896, cloth, 2s. 6d. 

A. & C. Black 

1656 Moody, D. L.— Pleasure and profit in Bible study. 6 + 124 pp. ^V- ^^^ 

1896, cloth, 2s. 6d. and 3s. 6d. Morgan & Scott 

1657 Morrah, Herbert— A serious comedy. 335 pp. Crown 8vo, 1896, cloth, 6s. 

Methuen 

1658 Mothersole, Hartley— The Parish Councils guide : being the Local Govern- 

ment Act 1894, together with an introduction and explanatory notes. 5th 
new and revised edition. 307 pp. Dy. 8vo, 1896, cloth, 3s. 6d. 

Jarrold 

1659 Motley, John Lathrop— Rise of the^Dutch Republic : with a biographical 

introduction by Moncure D. Conway. 3 vols. Bohn edition. Vol. i. 
5 + 510 pp. Portrait. (Standard library series). Post 8vo, 1896, cloth, 3s. 6d. 

G. Bell 
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z66o Moule, Rev. H. C. G.— Prayers and promises : messages from the Holy 
Scriptures. 8 + 154 pp. 32mo, 1896, cloth, is. Seeley & Co. 

i66z Mozley, J. B.— Ruling ideas in early ages and their relation to Old 
Testament faith : lectures delivered to Graduates of the University of 
Oxford. New and cheaper edition. 16 + 295 pp. 8vo, 1896, cloth, 6s. 

Longmans 

1662 Muddock, J. E.— The great white hand. 368Jpp. Cr. 8vo, 1896, 

cloth, 6s. Hutchinson 

1663 Muddock, J. E. — ^A wingless angel, a psychological romance, and John 

Jellabjr'S housekeeper, a drawing from life. New edition. 384 pp. 
(Library of evening reading series). Cr. 8vo, 1896, cloth, 2s. 6d. 

J. Blackwood 

1664 Mundell, Frank— Heroines of daily life. 144 pp. IHus. (Heroines library) 

Cr. 8vo, 1896, cloth, is. 6d. Sunday School Union 

1665 Mundell, Frank— Stories of the Car west 144 PP- I^us. (Daring deeds 

library). Cr. 8vo, 1896, cloth, is. 6d. Sunday School Union 

1666 Murison, W.— Selections for paraphrasing. 96 pp. Fcap. 8vo, 1896 

cloth, IS. Blackie 

1667 Murray, D. Christie— In direst peril. New edition. 4 + 292 pp. Post 8vo, 

1896, boards, 2s. Chatto & Windus 

1668 Murray, J. A. H., ed.— A new English dictionary on historical 

pnnciples. Vol. 4, Field — Fish, by Henry Bradley. 64 pp. 4to, 1896, 
paper, 2 s. 6d. Clarendon Press 

1669 Music for pupil teachers (staff and sol-fa notations). 160 pp. lUus. (Royal 

hand-books for pupil teachers series). Cr. 8vo, 1896, cloth, 2s. 6d. Nelson 

1670 Naismith, Robert— The story of Christianity : Scotland from the earliest 

period to the present time. 154 pp. lUus. 8vo, 1896, cloth, is. 

R. L. Allan (Glasgow) 

1671 Ncirad Sutra : an enquiry into love (Bhakti-Jijn^i^). Translated from the 

Sanskrit with an independent commentary by E, T. Sturdy. 68 pp. 
(Indian ideals No. i). Cr. 8vo, 1896, cloth, 2 s. 6d. net. Longmans 

1672 Nelson's composition books. 3 vols. (Royal school series). Fcp. 8vo, 

1896, cloth, book I., 3d. ; book II., 6d. ; book III., yd. Nelson 

1673 Nelson's composition books. Teachers book. (Consisting of the three parts, 

bound together and interleaved). (Royal school series). Fcp. 8vo, 1896, 
cloth, IS. 6d. Nelson 

1674 Nelson's first French book. 96 pp. (Royal school series). Fcp. 8vo, 1896, 

cloth, 9d. Nelson 

1675 Nelson's second French book. 128 pp. (Royal school series). Fcp. 8vo, 

1896, cloth, IS. Nelson 

1676 Newton, Mrs. F. Hay— A girl of yesterday. 376 pp. Cr. 8vo, 1896, 

cloth, 6s. Hurst & Blackett 

1677 Nightingale, Val— The world on wheels. 116 pp. (Nightingale series). 

i2mo, 1896, paper, is. Simpkin 

Z678 Noble, John— Illustrated official handbook of the Cape and South 
Africa. 2nd edition. 568 pp. lUus. La.cr.8vo, 1896, limp cloth, 2s. Juta 

Z679 Norman, A. W.— Death duty tables, for valuing successions and 
annuities ; also discount, rate per cent., and other tables. 344 pp. Royal 
8vo, 1896, cloth, j£i 5s. W. Clowes 

z68o North, Alfred Augustus— Voxometric revelation. 200 pp. Diagrams. 
Dy. 8vo, 1896, leather, ;£'i is. Joint Interest Publishing Co. 
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1838 Bagehot, Walter— The English constitution. New and cheaper edition. 

74 + 292 pp. (Vol. 3 of the Paternoster library). Cr. 8vo, 1896, 
cloth, 3s. 6d. Kegan Paul 

1839 Bagehot, Walter— Essays on parliamentary reform. New and cheaper 

edition. 6 + 248 pp. (Vol. 4 of the Paternoster library). Cr. 8vo, 
1896, cloth, 3s. 6d. Kegan Paul 

1840 Bagehoty Walter — Lombard street: a description of the money market. 

With notes by E. Johnstone. New and cheaper edition. 361 pp. (Vol. 2 
of the Paternoster library). Cr. 8vo, 1896, cloth, 3s. 6d. Kegan Paul 

184Z Bagehot, Walter — Physics and politics : or, thoughts on the application 
of the principles of ** Natural selection" and "Inheritance" to political 
society. New and cheaper edition. 224 pp. (Vol. i of the Paternoster 
library). Cr. 8vo, 1896, cloth, 3s. 6d. Kegan Paul 

1842 Balchin, R.— Waterloo object lesson reader. Standard IV. 194 pp. 
lUus. (Waterloo Readers series). Cr. 8vo, 1896, cloth, is. 4d. 

Abbott, Jones & Co. 

X843 Ballard) Adolphus— Chronicles of the royal borough of Woodstock ; 

compiled from the borough records and other original documents. 158 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. net, Simpkin 

1844 Balzac, Honord de— A bachelor's establishment Translated by Clara 
Bell. Edited by George Saintsbury. 12 + 324 pp. lUus. Cr. 8vo, 1896, 
cloth, 3s. 6d. net. J. M. Dent 

Z845 Banister, H. C— Helpful papers for harmony students. 133 PP* 
Cr., 1896, paper, is. 6d. W. Rider 

X846 Barber, Rev. Samuel— Nature's orchestra and other poems. 6 + 106 pp. 
Fcp. 8vo, 1896, half vellum, 2s. 6d. Sonnenschein 

1847 Barclay, John— Southall's organic materia medica. 5th edition. 
19 + 307 pp. 8vo, 1896, cloth, 6s. T. & A. Churchill 

X848 Barker, Arthur H. — Graphical calculus, with an introduction by John 
Goodman. 9 + 188 pp. Diagrams. Cr, 8vo, 1896, cloth, 4s. 6d. 

Longmans 

1849 Barlow, Jane— Mrs. Martin's company and other stories. 10 + 218 pp. 

(Iris series). Sq. fcp. 8vo, 1896, cloth, 2s. 6d. net J. M. Dent 

1850 Barter, S.— Manual Instruction, drawing. 48 pp. Fcp. 4to, 1896, cloth, 3s.6d. 

Whittaker & Co. 

1851 Beatty, William— The death of Lord Nelson. Edited by Prof. Edward 

Arber. 96 pp. (Constable's reprints) Illus. Cr. 8vo, 1896, cloth, 
gilt, 2S. 6d. net. Constable 

1852 Beauchamp — Memoirs of Joseph Fouch^. 2 vols. Portraits. Dy. 8vo, 

1896, cloth, j£i IS. net H. S. Nichols 

X853 Beaulieu, Anatole Leroy— The empire of the Tsars and the Russians. 

Vol. 3. — The religion. 14 +601 pp. 8vo, 1896, cloth, 12s. 6d. 

Putnam's Sons 

1854 Becke, Louis and Jeffery, Walter— A first Fleet family. 10 + 271 pp. 

Map. Cr. 8vo, 1896, cloth, 6s. Fisher Unwin 

1855 Bell, Dr.— Sterility. 6 + 88 pp. 8vo, 1896, cloth, 53. J. & A. Churchill 

1856 Bell, Lilian— The under side of things. 337 pp. Cr. 8vo, 1896, cloth, 6s. 

Low 
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1764 Porter, Most Rev. Archbishop— The banquet of the aLngels : the wedding 
garment. Preparation and thanksgiving for Holy Communion. New 
edition. 163 pp. Frontispiece. i8mo, 1896, cloth, 2s. Burns &Oates 

1705 Pouskin, A.— Prose tales, translated by T. Keane. Bohn edition. 

6 + 466 pp. Post 8vo, 1896, cloth, 3s. 6d. G. Bell 

1706 Practical reflections on every verse of the minor prophets, by a 

clergyman, with a preface by the Right Rev. Edward King. 28 + 212 pp. 
Cr. 8vo, 1896, doth, 4s. 6d. Longmans 

1707 Pratt, Lieut.-Col. Sisson C— Field artillery: its equipment, organisation, 

and tactics, revised by Lieut. -Col. Eden Baker. 6th edition. 14 + 250 pp. 
(Military handbooks series). Sm. cr. 8vo, 1896, cloth, 6s. Kegan Paul 

1708 Protheroe, G, W.— The Royal St. George history reader. Book 6. 

278 pp. Illus. (Royal School series.) Cr. 8vo, 1896, cloth, is. 8d. 

Nelson 

1709 Pupil Teacher and scholarship student VoL 4. 314 pp- Folio, 1896, 

cloth, 4S. SiMPKIN 

27x0 Putnam, George Haven— Books and their makers during the middle 
ages : a study of the conditions of the production and distribution of 
literature, from the fall of the Roman Empire to the beginning of the thirty 
years war. 2 vols., vol. i ready. 27 + 459 pp. 8vo, 1896, cloth, gilt top, 
los. 6d. each. Putnam Sons 

1711 Rao, F. J. E. Lakshman— Subjective religion ; or experiment demonstra- 

tions of spiritual Christianity. 55 pp. 1896, paper, IS. Henry Frowde 

1712 Rayleigh, John William Strutt, Baron—The theory of sound. Vol. II. 

2nd edition. 16 + 504 pp. Dy. 8to, 1896, cloth, 12s. net. Macmillan 

1713 Reade, Charles— The double marriage. A new re-set edition. 4 + 292 pp. 

(Library edition of Readers works). Cr. 8vo, 1896, cloth, 3s. 6d 

ChATTO & WiNDUS 

1714 Redfern, Florence— Happy hours song book : fifteen original songs for 

all classes in the infant school, with piano accompaniment and sol-fa notation. 
22 pp. 4to, 1896, paper, is. net. Simpkin 

1715 Renan Ernest — Brother and sister : a memoir, and the letters of Ernest 

and Henriette Renan. Translated by Lady Mary Loyd. 7 + 343 PP* 
Portraits. 8vo, 1896, cloth, 14s. Heinemann 

1716 Richard, Sir Benjamin Ward— Biological experimentation : its function 

and limits. 6+170 pp. Cr. 8vo, 1896, cloth, 2s. 6d. net. G. Bell 

1717 Robinson, Forbes— Coptic apocryphal gospels. 35 + 264 pp. (Texts 

and studies, Vol. iv.. No. 2). Dy. 8vo, 1896, paper, 9s. net. 

Camb. Univ. Press 

17x8 Robinson, Rowland E.— In New England fields and woods. 8+287 pp. 
Cr. 8vo, 1896, cloth, ss. net. Gay & Bird 

Z719 Ross, Mary Anne— How to train young eyes and ears : being a manual 
of object lessons for teachers. 140 pp. Cr. 8vo, 1896, cloth, is. 6d. 

Simpkin 

1720 Rotherham, Joseph B.— The New Testament newly translated. (From 

the Greek text of Tregelles), and critically emphasised, with an introduction 
and occasional notes. 12th revised edition. 16 + 492 pp. Cr. 8vo, 
1896, cloth, 6s. 6d. net. Chapman & Hall 

1721 Rothschild, Feirdinand. Baron— Personal characteristics from French 

history. With portraits. 8 + 269 pp. Illus. 8vo, 1896, cloth, los. 6d. liet 

Macmillam 
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z876 Brandon, E. E. and Duriaux, H. E.— Exercises for the study of 
French. 22 + 256 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Macmillan 

Z877 Brandon, E. E. and Duriaux, H. E.— Exercises for the study of 
French. Vol 7 (books iL to viiL). 224 pp. Cr. 8vo, 1896, paper, 3s. 6(L 

Macmillan 

1878 Brassey, T. A., ed— The naval annual, 1896. 456 pp. Roy. 8vo, 1896, 
doth, I2S. 6d. SiMPKiN 

Z879 Brett, Rev. Jesse — The life of communion : addresses to communicants. 
96 pp. Sm. post 8vo, 1896, cloth, is. S.P.C K. 

z88o Brewer, J. S.— Elementary engineering: a manual for young marine 
engineers ; and apprentices. 3rd edition. 144 pp. Sm. cr. 8vo, 1896, 
cloth, IS. 6d. Crosby Lockwood 

z88x Briggs, W. and Bryan, G. H.— The intermediate algebra, based on 
the algebra of Radhakrishnan. 375 + 7 pp. (University tutorial series). 
Cr. 8vo, 1896, cloth, 3s. 6d W. B. Clive 

X882 Brown, E. Boyer— A letter to girls on music 24 pp. i2mo, 1896, 
paper, is. Simpkin 

Z883 Brown, T.— Secretaries of public companies and their duties. 3^^ 

edition. 116 pp. Dy. 8vo, 1896, cloth, 3s. 6d Henry Good 

Z884 Browne, Dick — From the slum to farm colony : an account of the social 
work of the Salvation army, no pp. Cr. 8vo, 1896, paper, is., cloth, is. 6d 

Simpkin 

1885 Browne, Rt Rev. G. F.— The conversion of the heptarchy. 248 pp. 

Illus. Sm. post 8vo, 1896, cloth, 3s. S.P.C.K. 

z886 Browne, Maggie— Pleasant work for busy fingers; or, kindergarten at 
home. Cheap edition. 322 pp. Illus. Cr. 8vo, cloth, 2s. 6d. Cassell 

1887 Browne, T. M. — Gerald Thurlow ; or, the new marshal, a story of Califomian 
life. 256 pp. Illus. (Home library series). Cr. 8vo, 1896, cloth, 2s. 

S. W. Partridge 

z888 Bruff, Captain Laurence L.— A text-book of ordnance and gunnery. 

677 pp. lUus. Dy. 8vo, 1896, cloth, 25s. net. Chapman & Hall 

1889 Bryden, H. A. — ^Tales from South Africa. 272 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. CONSTABLB 

1890 Buckland, J. R., compiler— Johnson's official hand-book of cattle fairs, 

markets, auctions in England, Scotland and Wales for the year 
1896. 178 pp. i8mo, 1896, paper, 6d., cloth, 8d. Simpkin 

z8ox Burke, Christian— Given to hospitality. 64 pp. 1 8mo, 1 896, limp cloth, 6d. 

S.P.C.K. 

Z892 Burnham, Clara Louise— Kate's wise woman. 430 pp. Cr. 8vo, 1896^ 
cloth, 6s. Gay & Bird 

X893 Burroughs, Rev. Henry Colclough— The household of faith ; or, family 
prayers for a fortnight. 98 pp. i2mo, 1896, cloth, is. 6d. net Simpkin 

Z894 Burroughs, John— Pepacton. 8 + 242 pp. Etched frontispiece. Cr. 8vo, 
1896, cloth, 4s. 6d. net J. M. Dent. 

X895 Bussell, F. W.— The school of Plato. 346 pp. 8vo, 1896, cloth, los. 6d 

Methubn 

Z896 Butler, Rev. Alban— People's edition of the lives of the saints for May* 

New edition. 484 pp. 32mo, 1896, cloth, is. 6d. Burns & Oaths 

1897 Butler, Sir W. F. — ^Wild north land. New and cheaper edition. 358 pp 
Maps and illus. (Travel and adventure series). Cr. 8vo, 1896, cloth, 2s. 6d 

Lo^ 
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xSpS Caldicotty C— Guide to Llandudno. 104 pp. Fcp. 8vo, 1896, paper, is. 

Iliffe 

X899 Carleton, William— Traits and stories of the Irish peasantry. Vol. 4- 
8 + 336 pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

Z900 Carlyle, Thomas— Sartor resartus. Introduction by Edward Dowden. 
384 pp. (19th Century classics). Cr. 8vo, 1896, cloth, 2s. 6d. 

Ward, Lock & Bowden 

zpox Carrel, Frederic— The city. 383 pp. Cr. 8vo, 1896, cloth, 6s. Hutchinson 

1902 Carricky J. C— Story of Bums and the land of Burns. 160 pp. 

(Golden Thought series) Cr. 32mo, 1896, tartan, is. David Bryce (Glasgow) 

X903 Carrick, J. C— Story of Scott and the land of Scott 128 pp. 

(Golden Thought senes). Cr. 32mo, 1896, tartan, is. 

David Bryce (Glasgow) 

Z904 Carrington, Edith— Animals in the wrong places. 8 + 83 pp. lUus. 
Cr. 8vo, 1896, cloth, is. G. Bell 

Z905 Carrington, Edith— The friendship of animals. 8 + 180 pp. lUus. 
(Animal life reader's series). Post 8vo, 1896, cloth, is. G. Bell 

1906 Carrington, Edith— From many lands. 8 + 201 pp. Cr. 8vo, 1896, 
cloth, as. G. Bell 

Z907 Carrington, Edith— Keeper's travels in search of his master. 84-45 PP- 
Cr. 8vo, 1896, paper, 6d. G. Bell 

Z908 Carrington, Edith — Man's helpers. Illustrated by Harrison Weir 
8 + 176 pp. Cr. 8vo, 1896, cloth, is. 6d. G. Bell 

xgop Carrington Edith— Nature's wonders. 8 + a 16 pp. Cr. 8vo, 1896, 
cloth, 2s. G. Bell 

19x0 Chambers, Dr. Robert— Life and Works of Robert Bums : Revised by 
William Wallace. Vol. 2. 416 pp. Etchings and photogravures. Cr. 8vo, 
1896, cloth, 7s. 6d. W. & R. Chambers 

zpxx Chambers, Robert W.— A king and a few dukes. 363 pp. Cr. 8vo, 
1896, cloth, 6s. Putnam's Sons 

19x2 Chanler, William AstOr— Through jungle and desert: travels m Eastern 
Africa. 14 + 536 pp. Illus. La. 8vo, 1896, buckram, 21s. net 

Macmillan 

X9X3 Cheviot) Andrew — Proverbs, proverbial expressions and popular rhymes of 
Scotland. 434 pp. Cr. 8vo, 1896, cloth, 6s. net Alex. Gardner 

X9X4 Christie, Nimmo — Lays and verses. 8 + 80 pp. Cr. 8vo, 1896, doth, 
3s. 6d. Longmans 

19x5 Clark, D. K.— The mechanical engineers pocket book of tables, 
formulae, rules and data. 3rd edition revised. 700 pp. Fcp. 8vo, 1896, 
leather, 6s. Crosby Lockwood 

X9X6 Clark, David— The young students' complete English grammar. 

224 pp. Cr. 8vo, 1896, cloth, is. 6d. Simpkin 

19x7 Clark^G. E.— Civil Service annual and calendar for candidates and 
officials, X896. 3rd year. 382 pp. Cr. 8vo, 1896, paper, 2s. Simpkin 

19x8 Clark, G. E.— Ruled forms for copying tabular statements. 2 parts. 
Folio, 1896, paper, 6d. each. Simpkin 

19x9 Clark, G. E.— Spaced dictation tests and exercise book, 4to, 1896, 
paper, 6d. Simpkin 
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t<(f20 Clarke, F. A.— Thomas Kelt 224 pp. (Leaders of religion series). Cr. 8vo^ 
1896, cloth, 3s. 6d. Methuen 

1921 Clarke, Rev. H. W.— History of the church of Wales. 24 + 248 pp. 

Cr. 8vo, 1896, cloth, 6s. Sonnenschein 

Z922 Clarke, Marcus— Heavy odds. 380 pp. Cr. 8vo, 1896, cloth, 6s. 

Hutchinson 

1923 . Clay, J. W., ed.— Hunter's familiar minorum gentium. (Vol 40 
of publications of the Harleian Society). 282 pp. Sup. roy. 8vo, 1896^ 
doth, 21s. to members. Mitchell & Hughes 

Z924 Cleeve, Lucas (pseud)— The woman who wouldn't : a novel. 4th edition. 
234 pp« Cr. 8vo, 1896, cloth, 3s. 6d. Simpkin 

1925 Cleveland, Arthur R.— Woman under the English law: from the 
landing of the Saxons to the present time. 316 pp. La. cr., 1896, cloth, 7s. 6d. 

Hurst & Blackett 

X926 Coldstream, J. P.— The institutions of Italy. 156 pp. Fcp. 8vo, 1896, 
cloth, 2s. Constable 

Z927 Coleman, Katherine E.— The wooing of Phyllis. 304 pp. Cr. 8vo, 
1896, cloth, 6s. Gay & Biri> 

Z928 Colonial office list for 1896 : comprising histcmcal and statistical informationr 
respecting the colonial dependencies of Great Britain, an account of the 
services of the officers in the colonial service^ transcript of the colonial* 
regulations and other information. Compiled from official records by John 
Anderson, of the Colonial Office. 35th edition. 500 pp. With maps. 
Dy. 8vo, 1896, cloth, 7s. 6d. Harrison & Sons 

1929 Companion to the daily services of the Church of England. 187 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Mowbray 

1930 Compton, Herbert— A king's hussar. Cheap edition. 360 pp. Frontis- 

piece. Cr. 8vo, 1896, cloth, 3s. 6d. Cassell 

1931 Comyn, Marian— Rediviva. 2 vols. Cr. 8vo, 1896, cloth, 14s. 

Hurst & Blackett 

Z932 Coolidge, Susan— What Katy did at school. 192 pp. (School and 
home library series). Cr. 8vo, 1896, cloth, is. 4d. Blackie 

1933 Cosentini, Prof. F.— Bibliotheca philosophica. Vol. L, Part I. : general 

works. 74 pp. Roy. 8vo, 1896, paper, 3s. net. Sonnenschein 

1934 Craik, Mrs. (Dmah Maria Muloch)— The woman's kingdom. New 

edition. 359 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hurst & Blackett 

1935 Crawford, Oswald, ed.— Chapman's magazine of fiction. Vol. 3^ 

6 + 448 pp. Roy. 8vo, 1896, cloth, 4s. Chapman & Hall 

1936 Crisp, William— The bechuana of South Africa. 64 pp. Illus. 

Sm. post 8vo, 1896, limp cloth, 6d. S.P.C.K. 

Z937 Cunningham, D. J.— Manual of practical anatomy. Vol. 2. 2nd editioiu 
19 + 644 pp. Illus. Cr. 8vo, 1896, cloth, 12s. 6d. Pentlanix 

1938 Curzon, Right Hon. George N.— Problems of the far east 2nd edition. 

444 pp. Illus. and maps. Ex. cr. 8vo, 1896, cloth, 7s. 6d. Constable 

1939 Cutts, Rev. E. L.— Nuthurst 160 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 

S.P.C.K. 
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X940 DalbiaCy LieuL-Col. P. H.— Dictionary of quotationsi English, witih 
authors and subjects indexes. 4 + 510 pp. Sjn. dy. 8vo, 1896, cloth, 7s. 6d. 

SONN^fSGHSm 

xg4i Daniell, Alfred— Physics for students of medicine. 16+470 PP* 
(School class books series). Fcp. 8vo, 1896, cloth, 4s. 6d Macmillan 

1942 Darmesteter, James — English studies : essays, translated by Mary 
Darmesteter, 18 + 311 pp. Frontispiece. Cr. 8vo, 1896, cloth, 6s. 

Fisher XJNwm 

X943 Daudet, Alphonse— Kings in exile. 8 + 502 pp. Illus. Cr. 8vo, 1896, 
cloth, as. 6d. net J. M. DeiCt 

1944 Davids, T, W. Rh]rs— Buddhism : its history and literature. 13 + 230 pp. 

Cr. 8vo, 1896, cloth, 6s. Putnam's Sons 

1945 Davidson, John— Miss Armstrong and other circumstances. 248 pp. 

Cr. 8vo, 1896, cloth, 6s. Methuen 

1946 Davidson, l^illias Campbell— Handbook for lady cyclists. 128 pp. 

1896, cloth, IS. Hay Nisbet 

1947 Davies, Henry— Guide to mining examinations. Part 3. Mining 

machinery, with numerous diagrams, folding plates and examination questions. 
206 pp. 8vo, 1896, cloth limp, 5s. Simpkin 

1948 Dawson, Joseph— Peter Mackenzie : his life and labours. 5000th edition. 

348 + 12 pp. Illus. Cr. 8vo, 1896, doth, 3s. 6d. C, H. Kelly 

1949 Demosthenes — De Corona : a dose translation : with test papers. By T. T. 

Jeffery. 90 pp. (University tutorial series). Cr. 8vo, 1896, cloth, 3s. 6d. 

W. B Clive 

X950 Dibdin, James C— The Cleekim Inn : a tale of smuggling in the '45. 
19s pp. Cr. 8vo, 1896, cloth, 3s 6d. Constable 

X951 Dodge, Walter Phelps— A strong man armed, and other tales. 220 pp. 
i2mo. 1896, cloth, 2S. Simpkin 

X952 Dodwell, Robert— Pocket county companion, Devonshire. 230 pp. 

Map. (Pocket coimty companion series). 24mo, 1896, buckram, 2s. 

Tylston & Edwards & A. P. Marsden 

Z9S3 Dolling, Rev. R. R.— Ten years in a Portsmouth slum 272 pp. La. cr. 

8vo, 1896, cloth 6s. Sonnenschein 

X9S4 Douglas, Robert B.— Life and times of Madame Du Barry. With 
portrait. 8vo, 1896, cloth, i6s. net. Leonard Smithers 

X955 Douglas, Theo.— A bride elect 8 + 152 pp. Cr. 8vo, 1896, paper, is. 

Macmillan 

1956 Drage, Geoffrey- The labour problem. 16 + 424 pp. Dy. 8vo, 1896, 

cloth, 14s. Smith Elder 

1957 Duffy, Sir Charles Gavan— A short life of Thomas Davis. 250 pp. (New 

Irish Library, Vol. 10). Sm. cr. 8vo, 1896, paper, is.; and cloth, 2s. 

Fisher Unwin 

1958 Dyer, A. B.— Handbook for light artillery. 9 + 49^ pp. Cr. 8vo, 1896, 

cloth, I2S. 6d. net Chapman & Hall 



Z9S9 Easton, Rev. J. G.— A first book of mechanics for young beginners, 

with numerous easy examples and answers. Cheap edition. 322 pp* 
Diagrams. Cr. 8vo, 1896, cloth, 2s. 6d. Cassell 
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xgfio EberSi Georg— In the blue pike. 230 pp. Cn 8vo, 1896, cloth, 3s. Low 

1961 Ecdes, Dr. William Mc'Adam— Lectures on elementary anatomy 
and surgery for nurses, s + 158 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Scientific Press 

Z962 Edwards, C— A box of nails for busy Christian workers. 160 pp. 

Cr. 8vo, 1896, cloth, is. 6d. H. R. Allenson 

Z963 Edwards, M. Betham— The dream— Charlotte : a study of echoes. 384 pp. 
Cr. 8vo, 1896, cloth, 6s. A. & C. Black 

Z964 Egerton, Right Hon. Lord, of Tatton— A description of Indian and 
oriental armour. 2nd edition. 8 + 178 pp. With coloured plates and 
map. Imp. 8vo, 1896, cloth, los. 6d. net. • W. H. Allen 

1965 Eland, Rev. Edwin H.— The layman's introduction to the book of 
Common Prayer : being a short history of its development (with facsimile). 
8+195 PP- I^y- 8vo, 1896, cloth, 5s. Longmans 

Z966 English church and the Romish schism. 94 PP* Cr. 8vo, 1896, cloth, 2s. 6d. 

W. Blackwood 

Z967 Erdmann, Dr. J. E.— Outlines of logic and metaphysics, translated from 
the 4th edition, with a prefatory essay, by B. C. Burt. 18 + 254. (Intro^ 
ductory science text books). Cr. 8vo, 1896, cloth, 6s. Sonnenschein 

X968 Erskine, F. J.— Bicycling for ladies. 80 pp. Post 8vo, 1896, paper, is. 

Iliffe 

1969 Esler, Mrs. E. Rentoul— The Wardlaws. 386 pp. Cr. 8vo, 1896, cloth, 6s. 

Smith Elder 

1970 Euripides— Alcestis : a close translation. By J. H. Haydon. 32 pp. 

(University tutorial series). Cr. 8vo, 1896, paper, is. 6d. W. B. Clive 

1971 Euripides— Alcestis. Edited by J. H. Haydon. Introduction, text, and notes. 

91 pp. (University tutorial series). Cr. 8vo, 1896, cloth, 3s. 6d. 

W. B. Clive 

1972 Euripides — ^Alcestis. Edited by J. H. Haydon. Introduction, text, notes and 

translation. 91 + 32 pp. (University tutorial series). Cr. 8vo, 1896, cloth, 
4s. 6d. W. B. Clive 

1973 Evans, E. P.— Animal symbolism in ecclesiastical ^ architecture 

II + 375 PP« lUus. Cr. 8vo, 1896, cloth, 9s. Heinemann 

1974 Ewing, Juliana H. — Jackanapes ; Daddy Darwin's dovecote; and the Stoify 

of a short life. (Uniform library edition, vol. 15). 18 vols, in series. 
252 + 240 pp. Cr. 8vo, 1896, half cloth, 2s. 6d. S.P.C.K. 

X975 Ewing, Juliana H. — Mar]r's meadow, and other tales of fields and flowers. 
(Uniform library edition, vol. 16). 18 vols in series. 252 + 240 pp. 
Cr. 8vo, 1896, half cloth, 2S. 6d. S.P.C.K. 



1976 Faraday, Michael— The liquefaction of gases : papers 1823-1845, with an 
appendix consisting of papers by Thomas Northmore on the compression of 
gases 1805-1806. 80 pp. (Alembic club reprints No. 12). Cr. 8vo, 1896, 
cloth, 2S. net. Simpkin 

X977 Famese, A.— A wanderer in the spirit lands. 320 pp. Illus. Cr. 8vo, 
1896, cloth, 6s. W. T. SiNKiNS 

Z978 Fenn, George Manville— The adventures of Don Lavington. 2nd 

edition. 416 pp. Illus. La. cr. 8vo, 1896, cloth, 3s. 6d. S. W. Partridge 
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1979 Fenn, George Manville— Featherland. 8 + 120 pp. \ Cr. 8vo, 1896, 

cloth, IS. 6d. G. Bell 

1980 Fenn, George Manville— The Mynn's mjrstery. New edition. (London 

library series). Cr. 8vo, 1896, paper, is. Warne 

1981 Field, Mrs. E. M. — Denis: a study in black and white. (Macmillan's 6s. 

novels series). Gr. 8vo, 1896, cloth, 6s. Macmillan 

X982 Finney, Charles G.— The way of salvation : sermons. 471 pp. Cr. 8vo, 
1896, cloth, 4s. R. D. Dickinson 

1983 Forward, C— All about income tax and house duty. 100 pp. Cr. 8vo, 

1896, cloth, IS. Ward, Lock & Bowden 

1984 Fowler, Jessie A., ed.— Report of the international centenary of 

phrenology, held in London, March, 1896. 99 pp. lUus. Dy. 8vo, 
1896, paper, is. Fowler 

1985 Fowler, L. N. — Lectures on phrenology. 12 lectures bound in i vol. 

200 pp. Cr. 8vo, 1896, paper, is. Fowler 

1986 Fowler, Rev. Montague— Church history in Queen Victoria's reign. 

256 pp. Sm. post 8vo, 1896, cloth, 3s. S.P.C.K. 

1987 Fox, R. Fortescue— Strathpeffer Spa: its waters and climate, with 

observations, historical, medical and general descriptive of the vicinity. 
3rd edition. Cr. 8vo, 1896, cloth, 2s. 6d. net. A. & C. Black 

1988 Foxell, Rev. W. J.— God's garden ; Sunday talks with boys. 14+178 pp. 

Globe 8vo, 1896, cloth, 3s. 6d. Macmillan 

1989 French and English reader. First book, m pp. (Royal school series). 

i8mo, 1896, cloth, 9d. Nelson 

1990 French and English reader. Third book. 191 pp. (Royal school series). 

i2mo, 1896, cloth, IS. 6d. Nelson 

1991 Frost, W. Adams^The fundus oculi, with an opthalmoscopic atlaSi 

illustrating its physiological and pathological conditions. 18 + 228 pp. lUus. 
4to, 1896, cloth, 63s. net. Pentland 

X992 Fulton, John— Memoirs of Frederick A. P. Barnard, tenth President 
of Columbia College in the City of New York. 12 + 486 pp. With portraits 
Dy. 8vo, 1896, cloth, 14s. net. Macmillan 

1993 Gas Engineers— Incorporated Institution of. Transactions for 189s 

252 pp. 12 plates. Dy. 8vo, 1896, cloth, 21s. net E. & F. N. Spon 

1994. Geikie, Cunningham— The Holy land and the bible : a book of scripture 
illustrations gathered in Palestine. Cheap edition. 948 pp. Map and 
illustrations. 4to, 1896, cloth, 12s. 6d. Cassell 

1995 G. G.— Sporting stories and sketches. New and cheaper edition. 

8 + 268 pp. Cr. 8vo, 1896, paper, 2s. Kegan Paul 

1996 Giberne, Agnes (compiler)— Beside the waters of comfort : thoughts 

from many minds for there is trouble. 2nd edition. 12 + 292 pp. Cr. 8vo, 
1896, cloth, 3s. 6d. Seeley 

X997 Gillies, H. C— The elements of Gaelic grammar, based on the work of 
the Rev. Alexander Stewart. 10 + 176 pp. Sm. dy. 8vo, 1896, cloth, 3s. 6d. 
net. D. NuTT 

199S Godkin, E. L. — Reflection and comments : a selection of essays in social 
and political philosophy. 328 pp. Cr. 8vo, 1896, buckram, 7s. 6d. 

Constable 
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1999 Goodwin, Maud \yilder— The head of a hundred, being an account of 

certain passages in the life of Humphrey Huntoan, Esq., sometime an officer 
in the colony of Virginia. 230 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net 

J. M. Dent 

2000 Goodwin, Maud Wilder— White aprons. A romance of Bacon's rebellion, 

Virginia, 1676. 340 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net J. M. Dent 

aooi Gordon, Mrs. C H.— Souvenirs of Tante Claire (MUe. Aubert). Trans- 
lated from the French. 231 pp. Portrait and one plate. Sm. cr. 8vo, 1896, 
cloth, 3s. 6d. David Douglas (Edinburgh) 

2002 Gordon, Henry Francis— Ada: love at Jerusalem. New edition. 516 pp. 

8vo, 1896, cloth, 7s. 6d. SiMPKiN 

2003 Gordon, Janet— My Boer chum. New edition. 190 pp. lUus. Cr. 8vo, 

1896, paper, is. Oliphant, Anderson & Ferrier 

2004 Gosset, Adelaide L. J., ed. — For every day: a boudoir book. 64 pp. 

i6mo, 1896, cloth boards, 2s. Wells Gardner 

2005 Gounod, Charles— Autobiog^raphical reminiscences, with family letters 

and notes on music. From the French, by the Hon. W. Hely Hutchinson. 
9 + 267 pp. Portrait. Dy. 8vo, 1896, cloth, los. 6d. Heinemann 

2006 Graham, Mrs. E. J.— Etchings from a parsonage verandah. 

2oooth edition. 128 pp. lUus. Cr. 8vo, 1896, cloth, is. 6d. C.H.Kelly 

2007 Grasset, Eugene— Plants and their application to ornament To be 

completed in 12 monthly parts. Part i. Six plates coloured by hand. 
22 + 16 pp., 1896, 8s. net. Chapman & Hall 

2008 Graves, H.— The way about Oxfordshire. 220 pp. Post 8vo, 1896, 

paper, is. Iliffb 

2009 Green, John Richard— History of the English people. Vol 7- The 

revolution, 1683-1760. Modem Eng^nd, 1760-1767. (Eversley series). 
Globe 8vo, 1896, cloth, 55. Macmillan 

2010 Greene, E. L.— Pittonia: a series of botanical papers. Vol. 3. Part 13. 

32 pp. 8vo, 1896, paper, 2s. 6d. net. W. Wesley 

20ZI Gribble, J. D. B.— History of the Deccan. 2 vols. Vol. i. 5 + 40^ PP- 
Illus. with maps. 8vo, cloth, 21s. Luzac 

20X2 Grimshaw, Robert— Shop kinks and machine shop chat. 393 PP ^^us. 
Cr. 8vo, 1896, cloth, los. 6d. Low^ 

2013 Gunter, A. C— Her senator. 270 pp. (Railway library). Cr. 8vo, 1896^ 

boards, 2s. Routledge 

2014 Gurteen, S. Humphreys— The epic of the fall of man. 11 + 449 PP- lUus. 

and diagrams. Cr. 8vo, 1896, cloth, 12s. 6d. Putnam's Sons 



2015 Haab, Dr. O.— Hand atlas of ophthalmoscopy. Translated by Ernest 

Clark, M.D. 64 plates and text. Cr. 8vo, 1896, cloth, advanced to 12s. 6d. 

BaILLI£RB 

2016 Hack, Mary Pryor— Richard Reynolds (of Coalbrookdale). 60pp. Portrait 

and illus. Fcp. 8vo, 1896, cloth, is. net. Headley Bros. 

2017 Has:ue Dsrson— Wajrs to win. Preface by Eugene Stock. 96 pp. i2mo.» 

1896, cloth, IS. Marshall Bros. 

20x8 Hake, Egmont and Wesslau, O. E.— The coming: individualisnu 

347 pp. Dy. 8vo, 1896, cloth, 14s. Constable 
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20Z9 Hall, J. Clark^-Interaational code of signals. Reprint. 350 ^, 
Roy. 8vo, 1896, cloth, 12s. Spottiswoode 

2020 Hall, Rev. William— The victory of defeat, and other poems, chiefly on 

Hebrew themes. 8 + 200 pp. Cr. 8vo, 1896, cloth, 4s. 6d, net. 

SONNENSCHEW 

2021 Hamilton, C. D. P.— Modern scientific whist 599 pp. Illus. Cr. Svor 

1896, cloth, 8s. 6d. net. Fisher Unwin 

2022 Hamilton, M. — ^Across an Ulster bog. 4+183 pp. (Pioneer series). Cr. 8vo, 

1896, cloth, 3s. net, paper, 2s. 6d. net Heinemann 

20?3 Hamlin, Prof. A. D. F.— A history of architecture. 26 + 441 pp. 

(College histories of art). Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

2024 Hare, The — Natural History. By the Rev. H. A. Macpherson. — Shooting. B7 

the Hon. Gerald Lascelles. — Coursing. By Charles Richardson. — Huntings 
By J. S. Gibbons and G. H. Longman. — Cookery. By Col. Kenney Herbert* 
Illustrations by G. D. Giles, A. Thorburn, and C. Whymper. 9 + 263 pp. 
(Fur and feather series). Cr. 8vo, 1896, cloth, $s. Longmans 

2025 Harrison, W. Jerome and Wakefield, H. Rowland — Earth — 

Knowledge : a text book of physiography. Part II. 6th edition, revised 
and extended 240 pp. Illus. (Blackie's science text books). Fcp. 8vo> 
1896, cloth, 2S. 6d. Blackik 

2026 Hawtrey, Mabel— The co-education of the sexes. 7 + 119 pp. Cr. 8vo» 

1896, cloth, 2S. 6d. net. Kegan PauL 

2027 Hazlitt, W. Carew— The coin collector. Edition de luxe. 297 pp. 12 

plates. (Collector series). Dy. 8vo, 1896, vellum, 21s. net. George Redway 

2028 Henty, G. A., Fenn, G. M., and Russell, W. Clark— In battle and 

breeze : sea stories. 320 pp. Illus. Cr. 8vo. 1896, cloth, 3s. 6d. 

S. W. Partridge 

2029 Henry, Stuart Paris da]rs and evenings. 316 pp. Illus. Cr. 8vo, 1896, 

cloth, 7s. 6d Fisher Unwin 

2(Q0 Hertz, Heinrich— Miscellaneous papers, 26 + 340 pp. Portrait. 
Dy. 8vo, 1896, cloth, los. net. Macmillan 

2031 Hichens, Robert— The folly of Eustace and other stories. 8 + 263 pp. 

Cr. 8vo, 1896, cloth, 6s. Heinemann 

2032 Hicks, Rev. Edward— Traces of Greek philosophy and Roman law 

in the New Testament 188 pp. Sm. post 8vo, 1896, cloth, 3s. 

S.P.CK. 

2033 Higgins, A. Pearce— The elements of agricultural law. 160 pp. 

La. cr. 8vo, 1896, cloth, 3s. 6d Vinton 

2034 Hillcoat, Captain C. H.— A mystery of the Suez Canal. 220 pp. 

6 J X 4f, 1896, paper, is. David Bryce (Glasgow) 

2035 Hoare, Rev. E. — Strength in quietness, and other sermon talks. 58 pp, 

Dy. i6mo, 1896, paper, is. Religious Tract Society 

2(^36 Hobson, Rev. Edwin.— The principles and practice of teaching in their 
relation to Sunday schools. 128 pp. Sm post 8vo, 1896, cloth, is. 

S.P.C.K. 

*^37 Holmes, F. M.^Miners, and their work underground. 160 pp. (World's 
wonders series), Cr. 8vo, 1896, cloth, is. 6d. S. W. Partridge 

99 



Digitized by VjOOQIC 



.2038 Border, W. Garrett— Quaker worthies : studies and discourses. 250 pp. 
Fcp. 8vo, 1896, cloth, 3s. 6d. Headley Bros. 

2039 Household of Sir Thos. More : with introduction by Rev. W. H. Hutton. 

Illustrated by John JelHcoe and Herbert Railton. 2nd edition. 324 pp. 
Portrait and illustrations. Cr. 8vo, 1896, cloth, 6s. J. C. Nimmo 

2040 Housman, Rev. H. — ^John Ellerton : being a collection of his miscellaneous 

writings on hymnology, together with a sketch of his life and works. 384 pp. 
Portraits. Sm. post 8vo, 1896, cloth, 4s. S.P.C.K. 

2041 How, W. W, and Leigh, H. D.— A history of Rome; to the death of 

Csesar. 16 + 575. lUus. and Maps. Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

2042 How to catch Trout By ** Three Anglers." 7th edition. 91pp. Illus. 

Fcp. 8vo, 1896, boards, is., sport David Douglas (Edinburgh) 

42043 Hugo, C— Foreign languages made easy. 576 pp. Vol. 2. Cr.8vo, 1896, 
cloth, 4s. 6d. Pitman 

.2044 Humphry, Mrs. (Madge of Truth).— Cookery up to date, 283 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Chapman & Hall 

2045 Huysmans, J. K. — En Route, translated from the French with a prefatory 
note by C. Kegan Paul, n + 313 pp. Cr. 8vo, 1896, cloth, 6s. 

Kegan Paul 



2046 Indermaur, John— An epitome of leading common law cases ; with 

some short notes thereon : chiefly intended as a guide to '* Smith's leading 
cases." 8th edition. 128 pp. Dy. 8vo, 1896, cloth, 6s. Stevens & Haynes 

2047 Ingham, Sarson C. J.— Her welcome home. 2000th edition. 244 + 8 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s C. H. Kelly 

2048 Ingram, Rev. A. F. Winnington— Church difficulties. 120 pp. 

Sm. post 8vo, 1896, paper, 6d., cloth, is. S.P.C.K. 

2049 Innes, A. Taylor — John Knox. 160 pp. (Famous Scots series). Post 8vo, 

1896, art canvas, is. 6d. Oliphant, Anderson & Ferrier 

2050 Intermediate mathematics: a guide to the mathematics of the intermediate 

examinations in arts and science of the University of London. 4th edition. 
96 pp. (University tutorial series). Cr. 8vo, 1896, paper, 2s. W. B. Clivk 

2051 Intermediate science mixed mathematic papers : being the questions set 

at the University of London from 1877 to 1895. ^nd edition. 42 pp. 
(University tutorial series). Cr. 8vo, 1896, cloth, 2s. 6d. W. B. Clivk 



2052 Jakob, Dr. C— Hand atlas of the normal and pathological nenrous 

^Stem, etc. Translated and edited by Joseph Collins, M.D. 232 pp. 
Illus. (Hand atlas series). Cr. 8vo, 1896, cloth 12s. 6d. Bailliers 

2053 James, Humphrey— Paddy's Woman, and other stories. 377 pp. Cr. 8vo, 

1896, cloth, 6s. Fisher Unwin 

2054 James — or virtue rewarded. By the author of " Muggleton college." 285 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Constable 

205s Jane, Fred. T.— The incubated girl 347 PP- 8vo, 1896, cloth, 6s. 

Tower Publishing Co. 

^056 Jebb, R. C, Jackson, H. and Currey, W. E.— Extracts for Translation. 

New edition. 4 + 21a pp. Cr. 8vo, 1896, cloth, 2s. 6d. G, Bell & SON 
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2057 Jebb, R. C, Jackson, H., and Currey, W. E.— Translations. New edition^ 

i6 + 416 pp. Cr. 8vo, 1896, cloth, 5s. G. Bell. 

2058 Jefferies, R. — ^Amaryllis at the fair. New and cheaper edition. 260 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. Low 

2059 Jerrold, Walter— The triumphs of the printing press. 160 pp. Illus. 

(World's wonders series). Cr. 8vo, 1896, cloth, is. 6d. S. W. Partridge- 

2060 Jewett, Sophie (Ellen Burroughs)— The pilgrim and other poems. 

10 + 100 pp. Fcp. 8vo, 1896, cloth, 5 s. Macmillan 

206x Jordan, Fumeaux— Character, as seen in body and parentage. 3rd edition^ 
9 + 126 pp. Illus. Sm. cr. 8vo, 1896, paper, 2s. 6d. net Kegan Paul 

2062 Kaye, Lorin— Her lad]rship'8 income. 339 pp. Cr. 8vo, 1896, cloth, 6s. 

Macqueen 

2063 Keane, Pro. A. H.— The Antichrist Legend; Englished from the German 

of Herr W. Bousset, with prologue on the Babylonian Dragon Myth. 307 pp. 
Cr. 8vo, 1896, cloth, 6s. Hutchinson 

2064 Kelly's Directoiy of Chemists, Druggists, Chemical Manufacturers, 

<fec. 8th edition. 850 pp. Imp. 8vo, 1896, cloth, 30s. Kelly & Co. 

2065 Kerr, Lady Amabel.— Blessed Sebastian Valfr^. 463 pp. With portrait 

Cr. 8vo, 1896, cloth 3s. 6d. Catholic Truth Society 

2066 King, Capt. Charles.— The Queen of Bedlam. New edition. (London 

library series). Cr. 8vo, 1896, paper, is. Warne 

2067 King, L. W. — Babylonian magic and sorcery ; being the prayers of the 

lifting of the hand. 30+ 199 pp. l^H^s. 8 vo, 1896, cloth, i8s.net. Luzac 

2068 Kirby, W. F.— A hand-book to the order of lepidoptera. Butterflies, 

Vol II. 22 + 332 pp. Illus. (Naturalists* library series.) Cr. 8vo, 1896, 
doth, 6s. W. H. Allen 

2069 Kittel, R. — Book of Chronicles. Edition de luxe. 82 pp. (Sacred books 

of the Old Testament in Hebrew). Roy. 8vo, 1896, stiff paper, 30s. net. Luzac 

2070 Knaggs, Samuel T.— Dr. de Lion, clairvoyant 200 pp. 24010., 1896, 

limp cloth, IS. 6d. Gay & Bird 

2071 Knight, J. H.— Notes on motor carriages. 84 pp. Illus. Cr. 8vo, 

1896, boards, is. Hazell, Watson & Viney 

2072 Kuhe, Wilhelm— My musical recollections. 24 + 394 PP- lUus. 

Dy. 8vo, 1896, cloth, 14s. Bentley 

2073 Langbridge, Rev. F.— A cluster of quiet thoughts (poetry). 48 k>. 

Long i6mo, 1896, paper, is. Religious Tract Society 

2074 Lankester, Mrs.— British ferns. 128 pp. Illus. Cr. 8vo, 1896, cloth, 

3s. 6d. J. Shiells 

2075 Lankester, Mrs. —Wild flowers worth notice. 20 + 160 pp. Illus. 

Cr 8vo, 1896, cloth, 3s. 6d. J. Shiells 

2076 Lascelles, B. P.— Single salt analysis: 16 tables. Med. 8vo, 1896, 

boards, 2s. net. Sonnenschein 

2077 Laundry management : a handbook for use in private and public laundries. 

By the editor of the "Laundry Journal." 3rd edition. 200 pp. Small 
cr 8vo, 1896, cloth, 2s. Crosby Lockwood 
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2078 Le Hongeon, Augustus— Que^fl Hoo and the Rgyptiaxi Sphinx. 

65 + 277 pp. lUus. Dy. 8vo, cloth, j^i los. net. Kegan Paul 

2079 Lea, H. C— History of Auricular confession and indulgences in the 

Latin Church. Vol. 2. Confession and absolution. 8 + 514 pp. 
Med. 8vo, 1896, cloth, iss. Sonnenschein 

2080 Lee, A. M.— A scholar of a past generation : a brief memoir of Samuel 

Lee. 12 + 250 pp. Cr. 8vo, 1896, cloth, 4s. 6d. Seeley 

2081 Leslie, George D. — Riverside letters: a continuation of "Letters to 

Marco.'* 16+256 pp. lUus. Post 8vo, 1896, cloth, 7s. 6d. Macmillan 

2082 Lessing, Gotthofd Ephraim— Minna von Bamhelm, edited by C. H. 

Buchheim. 7th edition. 72 + 219 pp. (German classics). Extra Fcp. 8vo, 
1896, cloth, 3s. 6d. Clarendon Press 

2083 Lieckfeld, G. and Richmond, G.— Practical handbook on the care of 

gas engines. 103 pp. lUus. Fcp. 8vo, 1896, cloth, 3s. 6d. 

E. & F. N. Spon 

2084 Lillie, Arthur— The worship of Satan in modem France : Being a second 

edition of " Modem Mystics and Modern Magic." Containing also sketches 
of Swendenborg, Boehme, Mme. Guyon, Stainton Moses, the Illuminati, the 
Kabbalists, Theosophists, Spiritists, Society of Psychical Research, &c. 2nd 
edition. 24 + 172 pp. Cr. 8vo, 1896, cloth, 6s. Sonnenschein 

2085 Linton, Rev. Henry— Christ in the old testament 270 pp. Cr. Svo, 

1896, cloth, 5s. Stock 

2086 Liturgies, Eastern and Western. Vol. i. Eastern Liturgies. Edited, with 

introductions and appendices, by F. E. Brightman, M.A. On the basis 
of the former work by C. E. Hammond, M.A. 104 + 604 pp. Dy. Svo, 
1896, cloth, 21S. Clarendon Press 

2087 Longridge, J. A.— The progress of artillery naval guns. 44 PP- IHus. 

Dy. 8vo, 1896, paper, 2s. E. & F. N. Spon 

2088 Lovett, Rev. R.— A primer of modem missions. 160 pp. (Vol. 10, 

Present day primers series). i6mo, 1896, cloth, is. 

Religious Tract Society 

2089 Lowell, James Russell— Poetical works. (Chandos classics). Cr. 8vo, 

1896, cloth, 2s. Warne 

2090 Lowell, Percival—Mars. 8 + 228 pp. lUus. 8vo, 1896, cloth, 12s. 6d 

Longmans 

2091 Lunge, Prof. George— A theoretical and practical treatise on the 

manufacture of sulphuric acid and alkali, with the collateral 
branches. 3 vols. 2nd revised and enlarged edition. lUus. Vol. 3. 
21 + 840 pp. 8vo, 1896, cloth, £2 2S. GuRNEY & Jackson 

2092 Lynch, E. M. — Killboylan bank ; or, every man his own banker, being the 

account of how Killboylan characters concerned themselves about co-operative 
credit. 240 pp. (Village library series). Cr. 8vo, 1896, cloth, 3s. 6d. 

Kegan Paul 

2093 Lyster, Annette — Janet's boys. 160 pp. lUus. Cr. 8vo, 1896, cloth, is. 6d. 

S.P.C.K. 



2094 Mc'All, Robert Whitaker— Founder of the Mc'All mission. 252 pp. 

Illus. 8vo, 1896, cloth, 6s. Religious Tract Society 

2095 Mac Bremen— Breezes from John O' Groats: Poems. 224 pp. Cr. 

8vo, 1896, cloth, 3s. 6d. A. Gardner 
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2096 Mc'Connell, Primrose— The elements of farming. 150 pp. Cr. 8vo, 

1896, cloth, 2s. 6d. Vinton 

2097 Macdonaldy J. A. — The hero of RufTord. 2000th edition. 256 pp. lUus. 

Cr. 8vo, 1896, cloth, 2s. 6d C. H. Kelly 

2058 Macdonelly A. C— Lays of the heather. 204 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. Stock 

2099 Macfadyen, W. A.— The political laws of the South African Republic. 

With an appendix, containing the constitution of the Orange Free State. 
Translated by W. A. Macfadyen. 86 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net 

W. Clowes 

2Z0O Mc'Farlandy Dr. Joseph.--A text book upon the pathogenic bacteria, 

for students of medicine and physicians 359 pp. lUus. Post 8vo, 1896, 
cloth, I2S. net. Hirschfeld 

2I0X MacFarlane, Malcolm.— The phonetics of the gaelic language.— With 
an exposition of the current orthography. 95 pp. lUus. Cr. 8vo, 1896, 
cloth, IS. 6d HouLSTON 

2X02 McKellar, C— In Oban town. 440 PP. Cr. 8vo, 1896, cloth, 6s. 

A. Gardner 

2ZQ3 McKendricky Prof. J. G.— Elementary human physiology. 240 pp. 

With 164 woodcuts. Post 8vo, 1896, cloth, 2s. 6d. W. & R. Chambers 

2104 MacManus, L.— The silk of the kine. 282 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. Fisher Unwin 

2IQ5 Mack, Louise— The world is round. 96 pp. (Little novels, vol. i). 
Dy. i2mo, 1896, paper 6d, and cloth, is. Fisher Unwin 

2x06 Mackrow, Clement— The naval architects' and shipbuilders' pocket 
book of formulas rules and tables. 6th edition revised. 710 pp. 
Illus. Fcp. 8vo, 1896, leather, 12s. 6d. Crosby Lockwood 

2107 Marryat, Captain— Jacob Faithful, edited by R. B. Johnson. 8 + 430 pp. 

lUus. Cr 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent. 

2108 Marryat, Captain— Newton Forster ; or the Merchant Service, edited by 

R. B. Johnson. 8 + 404 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net. 

J. M. Dent 

2109 Marryat, Captain— Newton Forster. 360 pp. Illus. (King's Own 

edition series). Cr. 8vo, 1896, cloth, 3s. 6d. Routledge 

2X10 Marshall, Mrs. A. B. — Cookery book. Revised and enlarged edition. 
580 pp. Illus. Cr. 8vo, 1896, cloth, 5s. net. Simpkin 

2IZI Marshall, A. Milne— The frog: an introduction to anatomy, histology, 
and embryology, edited by G. Herbert Fowler. 6th edition revised. 
8+168 pp. Illus. Cr. 8vo, 1896, cloth, 4s. D. Nutt 

2ZI2 Marshall, Emma— An escape from the Tower : a story of the Jacobite 
rising of 17 15. 8 + 292 pp. Frontispiece. Cr. 8vo, 1896, cloth, 3s. 6d. 

Seeley 

2ZZ3 Mathers, Helen— The sin of Hagar. 296 pp. Cr. 8vo^ 1896, cloth, 3s. 6d. 

Hutchinson 

2x14 Maycock, W. Perren— Electric lighting and power distribution. 2 vols. 
VoL I. 3rd edition. 430 pp. Cr. 8vo, 1896, cloth, 6s. 

Whittaker & Co. 

21x5 Mayou, Mrs. Robert— Refined and economic cookery : a collection of 
well tried medium class recipes, 162 pp. Cr. 8vo, 1896, cloth, is. 6d. 

Simpkin 
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21 16 Mee, Rev. Josiah— Sunday morning' talks to boys and girls. 192 pp. 

Cr. 8vo, 1896, cloth, is., cloth boards, is. 6d. T. Champness 

2117 Meredith, George— The amazing marriage : a novel. 2nd English 

edition. 2 vols. Cr. 8vo, 1896, cloth, 12s. Constable 

21X8 Meredith, George— The amazing marriage: a novel. 3rd and 4th 
English edition. 551 pp. Cr. 8vo, 1896, cloth, 6s. Constable 

21x9 Miall, A. Bernard— Nocturnes and pastorals : poetry. Post 8vo, 1896, 
cloth, 5s. net. Leonard Smithers 

2X20 Middleton, William— Alpha and Omega. i,oooth edition. 138 pp. 
Sm. cr. 8vo, 1896, cloth, is. 6d. C. H. KLelly 

2I2X Miller, Rev. Edward— A Greek Testament primer : an easy grammar and 
reading book. 2nd edition. 6 + 138 pp. Extra fcp. 8vo, 1896, stiflf 
covers, 2s. Clarendon Press 

2X22 Mills, Rev. J. W. — After-glow : poems and sermons with preface by Rev. 
H. C. G. Moule, edited by Rev. F. S. Webster. 32 + 176 pp. Cr. 8vo, 

1896, cloth, 2S. 6d. SiMPKIN 

2123 Milton, John— Poetical works. New edition. (Albion poets). Cr. 8vo, 

1896, cloth, 3s. 6d. Warne 

2124 Mitchell, Elizabeth Harcourt— The King's stirrup. 320 pp. Illus. 

Cr. 8vo, 1896, cloth, 3s. S.P.C.K. 

2125 M. M.— Memories of my pilgrimage to the Holy land. 5 + 92 pp. 

Illus. Fcp 8vo, 1896, cloth, IS. 6d. Art & Book Co. 

2126 Modem Reader's Bible, The. — A series of works from the Sacred Scriptures, 

presented in modern literary form. Ecclesiastes and the wisdom of Solomon. 
Edited by Richard G. Moulton. 38 + 202 pp. i6mo, 1896, cloth, 2s. 6d. 

Macmillan 

2127 Modem Reader's Bible, The. — A series of works from the Sacred Scriptures, 

presented in modern literary form. The book of Job. Edited by Rjchard 
G. Moulton. i6mo, 1896, cloth, 2s. 6d. Macmillan 

2128 Moncrieff, A. R. Hope, ed.— Black's guide to South Wales. 9th edition. 

231 pp Illus. with maps and plans. (Black's Guides.) Cr. 8vo., 
1896, cloth, 3s. 6d. A, & C. Black 

2129 Monkswell, Lord— Kate Grenville. 290 pp. Cr. 8vo., 1896, cloth, 6s. 

Smith Elder 

2130 Montefiore, C. G., ed.— The bible for home reading. 20 + 624 pp. 

Ex. Cr. 8vo, 1896, cloth, 6s. net. Macmillan 

2131 Moore, Frankfort F.— Dr. Koomahdi of Ashantee. 148 pp. (Acme 

series.) Sm. fcp. 8vo, 1896, paper, is., cloth gilt, 2s. Constable 

2132 Morris, Rev. F. O.— A history of British birds. Part XV. 4th edition. 

64 pp. Illus. Sup. roy. 8vo, 1896, 2s. 6d. net. J. C. Nimmo 

2133 Morris, Rev. F. O. and Kirby, W. F.— British moths. Part II. 5th 

edition. 48 pp. Illus. Sup. roy. 8vo, 1896, 2s. 6d. net. J. C. Nimmo 

2134 Morris, Rev. F. O. and Tegetmeier, W. B.— Nests and eggs of British 

birds. Part IV. 4th edition. 32 pp. Illus. Sup. roy. 8vo, 1896, 2s. 6d. 
net J. C. Nimmo 

2135 Morse, J. T.— Life and letters of Oliver Wendell Holmes. 2 vols. 

Cr. 8vo., 1896, cloth, i8s. Low 

2136 Motley, John Lothrop— Rise of the Dutch republic. With biographi- 

cal introduction by Moncure D. Conway. Vol. II. 6 + 560 pp. (Bohn 
standard library). Post 8vo, 1896 cloth, 3s. 6d. G. Bell 
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2X37 Muggleton college: its rise and fall. 2nd edition. 168 pp. i6mo, 1896, 
paper, is. Constable 

2138 Muir, Sir William— The authorship of Deuteronomy, with brief notice 

of Dt. Driver's commentary. 2nd edition. 44 pp. Sm, post 8vo, 1896, 
limp cloth, 6d. S.P.C.K. 

2139 Nevinson, Henry W.— In the valley of Tophet 6 + 286 pp. Cr. 8vo, 

1896, cloth, 4s. 6d. net. J. M. Dent 

2x40 New g^ide to London. 12th edition. 352 pp. lUus. Cr. 8vo, 1896, 
limp cloth, IS. Ward, Lock & Bowden 

2x41 Newman, Charles L. Norris— With the Boers in the Transvaal and 
Orange Free State in 1880-I, with new map of the South African 
Republic and text of the convention of 1884. 2nd edition Maps. 
Dy. 8vo, 1896, cloth, los. 6d. Abbott Jones & Co. 

2 £42 Nichols Edward L., and Pratiklin William S.— The elements of 
physics : a college text book, 12 + 228 pp. Illus. Dy. 8vo, 1896, cloth, 
6s. net. Macmillan 

2143 Nordau, Max — Paradoxes : translated from the sth German edition by J. R. 
Mcllraith. 12 + 343 pp. Dy. 8vo, 1896, cloth, 17s. net. Heinemann 

2x44 Nye, G. H. F.— The story of the Church of England : showing its birth, 
its progress and its work for the people. New and revised edition. 62 pp. 
8vo, 1896, limp cloth, 4d. Simpkin 

2145* O'Donoghue, Mrs. Power— Ladies on horseback. 284 pp. Portrait and 
illus. 284 pp. Cr. 8vo, 1896, cloth, 3s. 6d. J. Shiells 

2x46 O'Grady, Standish— In the wake of king James ; or Dun-Randal on the 
sea. 6 + 242 pp. Cr. 8vo, 1896, art canvas, 4s. 6d. net. J. M. Dent 

2147 Ogilvie, G. Stuart— The sin of St Hulda : a play. 96 pp. Fcp, 1896, 

paper, is. Heinemann 

2148 Oliphant, Mrs.— The two Marjrs. 341 pp. Cr. 8vo, 1896, cloth, 6s. 

Methuen 

2149 Ottley, Rev. R. L.— The doctrine of incarnation. 2 vols. 8vo, 1896, 

cloth, 15s. Methuen 

2150 Packard, A. S.- A monograph of the bombycine moths of America, 

north of Mexico, including their transformations, the origin of larval markings, 
and armature and phylogeny of the lepidoptera. Part i. Family i. Noto- 
dontidae. Limited edition. 291 pp. With maps and engravings. 4to, 1896, 
paper, j£s 55. net. W. Wesley 

2151 Paget, Right Hon. Sir Arthur— The Paget papers. Diplomatic and other 

correspondence, 1 794-1807 (with 2 appendices, 1808 and 1828-29). Arranged 
and edited by his son, the Right Hon. Sir Augustus B. Paget. G.C.B., late 
Her Majesty's Ambassador in Vienna, with notes by Mrs. J. R. Green. 2 vols. 
Portraits. Medium 8vo, 1896, cloth, 32s. net. Heinemann 

2152 Palmer, Arthur, ed.— Catulli veronensis liber. 56 -1- 98 pp. 

(Parnassus library of Greek and latin texts). Fcp. 8vo, 1896, parchment, 
3s. 6d. net. Macmillan 

2153 Parke, Walter— The tantalus tour : a theatrical venture. 8-1-183 pp. 

Illustrated by J. Harrison. Cr. 8vo, 1896, cloth, 2s. 6d. net. Bellairs 

2Z54 Parker, NeUar-Dramas of to-day : stories. 240 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. Constable 
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2155 Paterson, A. J. B.— A mist from Yarrow : a story of the hills. 192 pp. 

lUus. Pocket 8vo, 1896, paper, is., art canvas, is. 6d. 

Oliphant, Anderson & Ferrier 

2156 Peel, Sir Robert — An engagement. 127 pp. (Acme series). Sm. fcp. 8vo, 

1896, paper, is., cloth gilt, 2s. * Constable 

2157 Percival, Henry R.— The Invocation of saints. Treated theologically and 

historically. 20 + 265 pp. Cr. 8vo, 1896, cloth, 5s. Longmans 

2158 Perks, Mrs. Hartley— Among the bracken : a novel. 248 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Constable 

2159 Pharmacopceia of the Evelina hospital. 2nd edition. 53 pp. 32mo, 

1896, cloth, IS. 6d. J. & A. Churchill 

2z6o Philip, George Ernest— Holiday fortnights at home and abroad. 

199 pp. lUus. Cr. 8vo, 1896, cloth, 2s. 6d. Houlston 

2Z6z Phillips, H. J. — Fuels, solid, liquid and gaseous ; their analysis and valuation. 
3rd edition. 220 pp. lUus. Sm. cr. 8vo, 1896, cloth, 2s. 

Crosby Lockwood 

2x62 Phillips, Maberly— A history of Backhouse & Co, bankers, Darlington: 
being a reprint of the account of the firm from " A history of banks, bankers 
and banking in Northumberland. '^ 32 pp. Portraits. 4to, 1896, paper, is. 

SiMPKIN 

2163 Pinsent, Ellen J.— No place for repentance. 96 pp. (Little novels, 

vol. 2). Dy. i2mo, 1896, paper, 6d., cloth, is. Fisher Unwin 

2164 Pixley, Francis W.— Auditors, their duties and responsibilities. 7th edition. 

684 pp. Roy. 8vo, 1896, cloth, 21s. Henrv Good 

2165 Pledge, E. M.— Loving whispers. 70 PP- I^y- 8vo, 1896, cloth, 3s. 6d. 

Stock 

2166 Pontoppidan, Henrik — Emmanuel ; or, children of the soil. Translated 

by Mrs. Edgar Lucas. 14 + 308 pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. net. 

J. M. Dent 

2167 Poole, R. T.— United Kingdom stock and sharebroker's directory 

for 1896. 90 pp. Roy. 8vo, 1896, cloth, 4s. 6d. Spottiswoode 

2168 Pope, Alexander — Rape of the lock. With 9 drawings by Aubrey Beardsley. 

Cr. 4to, 1896, cloth, los 6d. Leonard Smithers 

2169 Powell, Lt.-Col. Baden— The downfall of Prempeh. 198 pp. lUus. 8vo, 

1896, cloth, I OS. 6d. Methuen 

2170 Prentiss, Caroline E.— Sunshine and shadow. 12 + 175 pp. Cr. 8vo, 

1896, full-size calf in box, 6s. net. Putnam's Sons 

2171 Prevost, Francis— On the verge. 228 pp. Cr. 8vo, 1896, cloth, ss. 

Ward, Lock & Bowden 

2172 Price, Julius M.— The land of gold. 198 pp. lUus. and maps. Cr. Syo, 

1896, cloth, 7s. 6d. ' Low 

2173 Pritchard, Martin J.— Without sin : a novel 6 + 310 pp. Cr. 8vo, 1896, 

cloth, 6s. Heinemann 

2174 Procter, L. M.— Crowned with fennel. 252 pp. (Railway library). Cr. 8vo, 

1896, boards, 2s. Routledge 

2175 Proctor, R. A.— The southern skies : a plain and easy guide to the 

constellations of the southern hemisphere. Showing, in 12 maps, the 
position of the principal star-groups night after night throughout the year, 
with an introduction and a separate explanation of each map. Three for 
every year. 20 pp. 12 maps. 4to, 1896, boards, 5s. Longmans 

2176 Putnam, George Haren— The question of copjrright. New edition. 

24 + 486 pp. Cr. 8vo, 1896, cloth, 7s. 6d. Putnam's Sons 
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2177 Pyke, Rivingtott— The Man who disaj^peared. 4 + 29S PP- Cr. 8vo, 

1896, cloth, 6s. BEKtLEY 

2178 Quain, Sir R.— Elements of anatomy, edited by Edward Albert Schafer, and 

George Dancer Thane. Three volumes. Appendix. — Superficial and surgical 
anatomy. By Prof. G. D. Thane and Prof. R. J. Godlee. loth edition. 
80 pp. lUus. Roy. 8vo, 1896, cloth 6s. 6d. Longmans 

2179 Rainy, Charlotte Ada— Thoughts of the spiritual life. Translated from 

Jacob Behmen's works in the German. 88 pp. Cr. 8vo, 1896, paper, is. 3d. 

Oliphant, Anderson & Ferrier 

2180 Reaney, Mrs. S. G.— Mother's and motherhood. 112 pp. Cr. 8vo, 1896, 

cloth, 2s. Marshall Bros. 

2181 Robinson, E. J.— Passion lays : exodus of our Lord Jesus Christ (poetry). 

sooth edition. 358 pp. Cr. 8vo, 1896,, cloth, 5s. C H. Kelly 

2182 Roe, E. M. — The factory and workshop acts, explained and simplified. 

120 pp. Cr. 8vo, 1896, cloth, 3s. Simpkin 

2183 Ruskin, John — Fors clavigera. Vol. I. New edition. 530 pp. lUus. 

Cr. 8vo, 1896, cloth, 6s. G. Allen 

2184 Ruskin, John— Letters to the clergy. 3rd edition. 350 pp. Cr. 8vo, 1896, 

cloth, 5s. G. Allen 

2185 Rye, Walter— An index to Norfolk pedigrees, and continuation of index to 

Norfolk topography. 513 pp. Fcp. 4to, 1896, paper, los. 

A. Goose (Norwich) 

2186 St George, George— A feminine conviction. 189 pp. (Acme series). 

Sm. fcp, 1896, paper, is. ;*cloth gilt, 2s. Constable 

2187 Sailhas, Count — Kiriak ; or the hut on hens legs. Translated from the 

Russian by Mrs. Sutherland Edwards. 4 + 208 pp. (Odd volumes. No. 2) 
Pott 8vo, 1896, cloth, IS. 6d. net. J. M. Dent. 

2188 Salter, J. — ^The cast in the west : or work among the Asiatics and Africans in 

London. 168 pp. lUus. Cr. 8vo, 1896, cloth, 2s. S. W. Partridge 

2189 Sanderson, Rev. R. E.— The life of the waiting soul in the intermediate 

state. 106 pp. La. fcp. 8vo, 1896, cloth, 2s. 6d. Wells Gardner 

2190 Sanitary Institute-^IUustrated list of exhibits which have received 

medals from the. 260 pp. 8vo, 1896, paper, is. Sanitary Institute 

2191 Satchel guide for the vacation tourist in Europe. 25th annual edition 

1896. 8 + 307 pp. lUus. with maps. i2mo., 1896, limp leather, 6s. net. 

Gay & Bird 

2192 Saunders, John— Israel Mort ; overman : a story of the mine. 405 pp. 

Cr. 8vo, 1896 cloth, 3s. 6d. Hutchinson 

2193 Saviour of the world. The. 285 pp. Cr. 8vo, 1896, cloth, 5s. Stock 

2194 Savory, Horace— Meals and food for the schoolboy. 19 pp. 8vo, 1896, 

paper, is. J. & A. Churchill 

2195 Schechter, S.— Studies in Judaism. 442 pp. La. cr. 8vo, 1896, 

cloth, 7s. 6d. A. & C. Black 

2196 Schiller, J. C. F. von— Wallenstein's tod. Edited by K. H. Brenl. 

68 + 304 pp. (Pitt press series). Ex. fcp. 8vo, 1896, cloth, 3s. 6d. 

Camb. Univ. Press 

2197 Schopenhauer, Arthur— The art of controversy, and other posthumous 

papers. 6 + 120 pp. (Schopenhauer series, Vol. 6). Cr. 8vo, 1896, 

cloth, 2S. 6d. SONNENSCHEIN 
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2198 ScorCi H. Berkeley—Evans book of original fables for the standards. 

240 pp. Cr. 8vo, 1896, paper, is. Simpkin 

2199 Scott, Mrs. Florence, M.S.— Gwladjrs Pemberton. 232 pp. Sm. post Svo, 

1896, cloth, 3s. 6d. Smith Elder 

2200 Scott, Sir Walter— Bride of Lammermoor. Standard edition. 330 pp. 

Photogravure frontispiece. (Waverley novels). Cr. Svo, 1896, cloth, 2s. 6d., 
limp leather, 3s. 6d. A. & C. Black 

2201 Scottish road book, The. 4th edition. 106 pp. 1896, paper, 6d. Hay Nisbet 

2^02 Scriren, J.— On the law of copyholds, edited by A. Brown. 7th edition. 
Roy. 8vo, 1896, cloth, ^i 129. 6d. Butterworth 

2203 Sergeant, Adeline— The mistress of quest. 3rd edition. 390 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

2204. Shakespeare, William— Ji^iu^ Cses^. Edited^ with preface and glossary, 
&c., by Israel Gollanez. 14 + 13a pp. Frontispiece. 5 J x 4, 1896, 
cloth, IS. net, paste grain, is 6d. net. J. M. Dent 

2205 Shakespeare, William— Timon of Athens. With preface, glossary, &c , 

by Israel Go' lanez, 12 + 13^0 pp. Etched frontispiece, si x 4, 1896, 
cloth, IS. net, paste grain, is. 6d. net. J. M. Dent 

2206 Shakespere, William — Works of Vols. 6 and 7. (Avon edition cheap 

reissue). Sm. cr. 8vo, 1896, cloth, is. net. Kegan Paul 

2207 Sheldon, W. L.— An ethical movement : a volume of lectures. 16 + 354 pp. 

Cr. 8vo, 1896, cloth, 5s. net Macmillan 

2208 Sime, James — Lessing. New and cheaper edition. 2 vols. (English and 

foreign philosophical library). Post 8vo, 1896, cloth, 12s. Kegan Paul 

2209 Simms, F. W. and Clark, D. K.— Practical tunnelling. 4th edition, 

revised and extended. 548 + 32 pp. Illus. Imp. 8vo, 1896, cloth, J^z 2s. 

Crosby Lockwood 

2210 Sladen, Douglas— Brittany for Britons. 173 PP- With views. Cr. 8vo, 

1896, cloth, 2S. 6d. A. & C. Black 

221 1 Smallest German EngUsh and English German dictionary in the 

world. 688 pp. (Midget series). i J x | x f of inch. Limp leather in 
locket with magnifying glass, is. 3d. David Bryce (Glasgow) 

2212 Smith, G. Barnett— General Gordon, the Christian soldier and hero. 

160 pp. Illus. (Popular biographies). Cr. 8vo, 1896, cloth, is. 6d. 

S. W. Partridge 

2213 Smith, Eustace S.— Short practical company forms. 235 pp. Dy Svo, 

1896, cloth, 8s. Stevens & Haynes 

22Z4 Smith, F. Hopkinson— Tom Grogan. 8 + 248 pp. Illus. Cr. 8vo, 1896, 
cloth, 6s. Macmillan 

2215 Smith, Oberlin— Press working of metals. 276 pp. Illus. Cr. 8vo, 
1896, cloth, I2S. 6d. net. Chapman & Hall 

22x6 Smith, Very Rev. Robert Payne— Sermons on the Pentateuch, with a 
memoir of the author, by Miss M. Payne Smith. 192 pp. Sm. post 8vo, 
1896, cloth, 2s 6d. S.P.C.K. 

2217 Snowy, J. — ^The Stanley of turf : being the autobiography of a famous 

turfite. 9 + 248 pp. Cr. 8vo, 1896, boards, 2s. 6d. Chapman & Hall 

2218 Social observances : a series of essays on practical etiquette, by " Au fiait" 

256 pp. (Handy information books). Cr. 8vo, 1896, cloth, 2s. 6d. 

. Warne 

22Z9 Spalding, Thomas Alfred— Federation and empire : a study in politics. 
340 pp. With tables and diagrams. Dy. 8vo, 1896, budcram extra, 
los. 6d. net H. Henry 
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2820 Spencer, Herbert— Against the metric system. Letters re|»inted, fay 
permission, from the " Times " of April 4th, 7th, 9th, and 25th, 1896, with 
appendices. 31 pp. Dy 8vo, 1896, paper. Williams & Norgate 

2221 Spenser, Edmund— The fairie queene, edited by Prof. Hales. Part i 

80 pp. Illustrated by Jj, Fairfax Muckley. Sm cr. 4to, 1896, paper, 2s. 6d. 
net, per pt. J. M. Deiwf 

2222 Spinner, Alice — LuciUa : an experiment. New and cheaper edition. 368 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Kegan Paul 

2223 Staley, Rev. Vernon — The natural religion, with preface by Rev. J. R. 

lUingworth. 348 pp. i8mo, 1896, paper, is. net, cloth, is. 6d net, superior 
paper, 2 s. net. Mowbray 

2224 Standage, H. G. —Cements, pastes, glue, and gums: a guide to the 

manufacture and application of the various agglutinants. 2nd edition. 172 pp. 
Sm. cr. 8vo. 1896, cloth, 2s. Crosby Lockwood 

2225 Stanyon, W. — Crowning folly : facts on temperance. 144 pp. IHus. 8vo, 

1896, paper, 6d. . National Temperance League 

2226 Steeley, F. and Trotman, B. H.— Blackboard illustrations for object 

lessons. 2nd series. 64 pp. (Guide series.) 4to, 1896, cloth, 2s. 6d. 

SiMPKIN 

2227 Sterling, Ruth— Dr. Cross ; or tried and true. 288 pp. lUus. (Home 

library). Cr. 8vo, 1896, cloth, 2s. S. W. Partridge 

2228 Stevens, W. J.— Home railways as investments. 8 + 204 pp., u tables. 

Cr. 8vo, 1896, cloth, 2s. 6d. net. Effingham Wilson 

2229 Story of the creation of the world being the book of Genesis arranged 

for young people. 64 pp. (The Bible in story, No. i). Cr. 8vo, 
1896, cloth, IS. Oliphant, Anderson & Ferrier 

2230 Stout, Prof. G. F.— Analytic Psychology. 2 vols. (Library of philosophy). 

Dy. 8vo, 1896, cloth, 21s. Sonnenschein 

2231 Strain, E. H.— A man's foes. 3rd edition. 480 pp. Illus. Cr. 8vo, 1896, 

cloth, 6s. Ward, Lock & Bowden 

2?32 Streatfeild, H. S.— Through thorns and briars. 160 pp. Illus. Cr. 8vo, 
1896, cloth, is. 6d. S.P.C.K. 

2233 Street, Christopher J.— Immortal life. 144 pp. Cr, 8vo, 1896, cloth, 2s. 6d. 

Philip Green 

2?34 Symons, Arthur.— Silhouettes : poetry. 2nd edition. Post 8vo, 1896, 
cloth, 5s. net. Leonard Smithers 

2335 Tarbell, Ida M.— Madame Roland. 388 pp. Illus. 1896, cloth, 6s. 

Lawrence & Bullen 

2?36 Taylor, J. E. — The aquarium. 6th edition. 15 + 316 pp. Illus. 
Cr. 8vo, 1896, cloth, 3s. 6d. W. H. Allen 

2237 Tennyson, Alfred, Lord— Poetical works. Idylls of the king IV. and V. 

2 vols. (The people's edition). i6mo, 1896, cloth and persian, is. net. 

Macmillan 

2238 Thomas, W. Cave — Cosmic ethics, or the mathematical theory of evolution. 

22 + 296 pp. 8vo, 1896, cloth, los. 6d. Smith Elder 

2239 Thompson, L. — Ivan Graham : a story of the medical mission to Jews in 

Russia. 352 pp. Cr. 8vo, 1896, cloth, 6s. Marshall, Bros. 

2240 Thomson, Andrew— Principles of equity and the equity practice of 

the County Court. With precedents, by Andrew Thomson. 1015 + 134 pp. 
Dy. 8vo, 1896, cloth. 32s. 6d. W. Clowes 

224Z Thudichum, J. L. W.— A treatise on wines. 20 + 387 pp Illus. 
(Bohn's scientific library). Post 8vo, 1896, cloth^ 5s. G. Bell 
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2242 Tbdhunter, John— Three Irish bardic tales, being metrical versions ot 

the three tales known as the Three sorrows of story telling. 8 + 162 pp. 
Sq. fcp. 8vo, 1896, cloth, 5s. net. J. M. Dent 

2243 Turner, Ethel— The little duchess. 160 pp. lUus. (Nautilus series). 

Sq. fcp. 8vo, 1896, cloth, 2s. 6d. Ward, Lock & Bowden 

2244 Tyler, John M.— The whence and the whither of man : a brief history 

of his origin and development through conformity to environment, 328 pp. 
(The Morse lectures of 1895). ^^st 8vo, 1896, cloth, 6s. net. 

W. Blackwood 

2245 Tyson, James— A guide to the practical examination of urine. 9th 

edition. 276 pp. Illus. Cr. 8vo, 1896, cloth, 7s. 6d. Bailliere 

2246 Umber, George— In my city garden : essays and sketches of Scottish life. 

229 pp. Cr. 8vo, 1896, cloth, 6s. A. Gardner 

2247 Vanbrugh, Sir John — Best plays. Edited by A. E. H. Swaen. 

501 pp. (Mermaid series. Vol. 22). Cr. 8vo, 1896, cloth, 3s. 6d. 

Fisher Unwin 

2248 Verdenal, Mrs. Dominique Francois— Ladies first 320 pp. (Railway 

library). Cr. 8vo, 1896, boards, 2s. Routledge 

2249 Versor, Leo— The law of the corner. 60 pp. Nar. 8vo, 1896, paper, is. net 

H. R. Allenson 

2250 Victory, L. H.— The higher teaching of Shakespeare. 193 pp. Dy. 8vo, 

1896, cloth, 4».-6d. i'^ Stock 

225Z Vivek^nanda, Yogi Sw^mi— Addresses on the Ved^nta philosophy. 

Vol. I. Karma Yoga: or, the realization of the divine through works 
performed without attachment. 128 pp. Cr. 8vo, 1896, cloth, is. 6d. net. 

SiMPKIN 

2252 Vivek^nanda, Yogi Sw^mi— Addresses on the Ved^nta philosophy. 

Vol. 2. Bhakti Yoga: or, relation of divine love. 124 pp. Cr 8vo, 1896, 
cloth, IS. 6d. net. Simpkin 

2253 Vivek^nanda, Yogi SwAmi— Addresses on the Ved^nta philosophy. 

Vol. 3. The ideal of a universal religion. The cosmos and microcosm- 
34 + 40 pp. Cr. 8vo, 1896, cloth, is. 6d. net. Simpkin 

2254 Vogel, Dr. E.— Practical pocket-book of photography: a short guide 

to the practice of all the usual photographic processes for professionals and 
amateurs. Translated from the 2nd German edition by E C. Conrad, F.C.S. 
2nd edition. 10 + 202 pp. Illus. Fcp. 8vo, 1896, paper, is. 

SONNENSCHEIN 

2255 Wakefield, C. C— Future trade in the far east. 184 pp. Illus, Cr. 8vo, 

1896, cloth, 7s. 6d. Whittaker & Co. 

2256 Walker, Henry— East London : home missionary work. 192 pp. lUus. 

Cr. 8vo, 1896, cloth, 2s. Religious Tract Society 

2257 War office list and directory for the administrative departments of the 

British army, March, 1896. Compiled from official and other documents 
under permission of the Secretary of State for War, by Denham Robinson, 
actuary to the War Office. 29th edition. 358 pp Dy. 8vo, 1896, 
paper, 4s. 6d. Harrison & Sons 

2258 Ward, James— The principles of ornament. Edited by George Aitchison. 

New and enlarged edition. 19 + 207 pp. Illus. Dy. 8vo, 1896, 
cloth, 7s. 6d. Chapman & Hall 

2259 Watson, Rev. John (Ian Maclaren)— The mind of the master. Cr. Svo, 

1896, cloth, 6s. HODDER & Stoughton 
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2260 Watson, William— Elementary practical ph]rsics: a laboratory manual 

for use in organized science schools. i6 + 238. Illus. (Organized science 
school series). Cr. 8vo, 1896, cloth, 2s. 6d. Longmans 

2261 Waugh, Rev. Thomas— The power of pentecost: chapters on the relation 

of the holy spirit to Christian life and service. 138 pp. Portrait. (Heavenly 
life series). i2mo, 1896, cloth, is. net. J. Champness 

2262 Webb, W. T., ed.—Cowper's shorter poems. 36 + 148 pp. (English classics). 

Globe 8vo, 1896, cloth, 2s. 6d. Macmillan 

2263 Westcott, Brooke Foss and Fenton, John Anthony Hort, eds.— The 

new testament in the original Greek. 32 + 180. Crown, 8vo, 1896, 
cloth, I OS. 6d. Macmillan 

2264 What to drink, by " Sanitas." 128 pp. Cr. 8vo, 1896, paper, is. Sonnenschein 

2265 White, Andrew Dickson— A history of the warfare of science with 

theology in Christendom. Vol. 2. Dy. 8vo, 1896, cloth, 21s. net. 

Macmillan 

2266 White, Roma— A stolen mask ! a novel. 344 + 4 pp. Cr. 8vo, 1896, 

cloth, 6s. A. D. Innes 

2267 Wilberforce, Samuel— Heroes of Hebrew history. New edition. 

4 + 368 pp. Cr. 8vo, 1896, cloth, 5s. W. H. Allen 

2268 Wilkinson, Spenser— The volunteers and the national defence. 

2nd edition. 150 pp. Cr. 8vo, 1896, cloth, 2s. 6d. Constable 

2269 Williamson, W. Crawford— Reminiscences of a Yorkshire naturalist, 

edited by his wife. 12 + 228 pp. Cr. 8vo, 1896, cloth, 5s. net. 

George Redway 

2270 Wilson, Gregg— The development of the MuUerian duct of amphibians. 

(Transactions of the royal society of Edinburgh. Vol. 38. No. 12.) 18 pp. 
Illus Med 4to, 1896, paper, 2s. Williams & Norgate 

2271 Wilson John— The Carrisford tablets. 229 pp. Cr. 8vo, 1896, cloth, 6s. 

Stock 

2272 Witchell, Charles A. — The evolution of bird-song, with observations on 

the influence of heredity and imitation. 253 pp. With music of notes. 
Cr. 8vo, 1896, cloth, 5s. A. & C. Black 

2273 Withers, Hartley— The English and the Dutch in South Africa : 

an historical retrospect. 217 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Clement Wilson 

2274 Wood, Mrs. Henry— Oswald Cray. New and cheap edition. 6 + 456 pp. 

Cr. 8vo, 1896, cloth, 2s. Bentley 

2275 Wood industries of Sweden, The. 100 pp. Illus. Cr. foho, 1896, boards, 

2s. 6d. W. Rider 

2276 Woodburn, W. D.— On extraction, with notes on the ailatomy and 

physiology of the teeth for medical students. 96 pp. Illus. 8vo, 1896, 
cloth, 5s. Bailliere 

2277 Woods, Mrs. Margaret L.— Wild justice: a dramatic poem. 88 pp. 

Cr. 8vo, 1896, paper, 2s. 6d. Smith Elder 

2278 Wordsworth, William— Lyric poems. Edited by Ernest Rhys. 26 + 344 pp. 

With etched portrait. (Lyric poets). 6x4, 1896, cloth, 2s. 6d. net. 

J. M. Dent 

2279 Wordsworth, William— Poetical works. Edited by William Knight. 

Vol. IV. 10 + 284 pp. (Eversley series). Globe 8vo, 1896, cloth, 5s. 

Macmillan 

2280 Wratislaw, T.— Orchids: poetry. Fcp. 8vo, 1896, cloth, ss. net. 

Leonard Smithers 
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8b8x Wright, G. Frederick atid Upham, Warren— Greenland icefields and 
life in the North Atlantic, with a new discussion of the causes of an 
ice age. 15 + 407 pp. lUus. Cr. 8vo, 1896, cloth, 7s. 6d. Kegan Paul 

a^2 Wright, W.— A grammar of the arable language. Vol. i. srd 
edition. 14 + 318 pp. Dy. 8vo, 1896, cloth, 12s. 6d. Camb. Univ. Press 

2283 X. L.— The limb : a novel. 466 + 8 + 6 pp. Cr. 8vo, 1 896, cloth, 6s. A. D. Innes 

2284 Yellow book of Lecan, a collection of pieces (prose and verse) in the Irish 

language, in part compiled at the end of the fourteenth century : now for the 
first time published from the original manuscript in the library of Trinity 
College, Dublin, by the Royal Irish Academy. With introduction, analysis 
of contents, and index, by Robt. Atkinson. 30 4- 468 pp. (Royal Irish 
Academy's Irish facsimiles). La. post folio, 1896, i roan, roxburgh cloth 
sides, ;^4 4S- Williams & Norgate 

228s Younger son's cookery book. By a younger son's daughter. 8 + 403 pp. 
Illus. La. cr. 8vo, 1896, cloth, 6s. Bentley 

2286 Zeno— A plea for God and aspirations for man: poetry. 8 + 156 pp. 
Fcp. 8vo, 1896, cloth, IS. 6d. Kegan Paul 



Errata in Na. 4 New Book List 

FOR 

1391, 1418, 1479, ^^7h 1811, 

Read— 

1391 Alexander^ Mrs.— A fight with fate. 300 pp. Cr. 8vo, 1896, cloth, 6s. 

F. V. White 

14x8 Boccaccio, Giovanni — Decameron. Reprint edition, new and revised. 
4 vols. Illus. (** Books to have ** series). Fcp. 8vo, 1896, cloth, los. net. 

GiBBINGS 

1479 Dale, Mrs. Hylton— Crowned with the immortals. 330 pp. Portrait. 
Post 8vo, 1896, art linen, 6s. net. H. S. Nichols 

1671 Nctrad Sutra : an inquiry into love CBhatki-Jijniii). Translated from the 

. Sanskrit with an independent commentary by E, T. Sturdy. 68 pp. 

(Indian ideals No. i). Cr. 8vo, 1896, cloth, 2s. 6d net. Longmans 

Z8ZZ Winsloe Col. — Potchefstroom : a military episode in the Transvaal. 42 pp. 
Illus. Cr. 8vo, 1896, paper, is. 6d. net. Goutj>en (Dover) 
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2287 Almack, E.— A Bibliography of the king's book ; or, Eikon Basilike. 

Small paper edition. 256 pp. lUus. Roy. 4to, 1896, cloth, i8s. net Blades 

2288 Allen, Grant — The jaws of death. 116 pp. (Daffodil Library series). 

Cr. 1 2 mo, 1896, cloth gilt, 2s. ; paper, is. 6d. Jarrold 

2289 Andreis, Rev. Joseph L. — The christian at mass. 277 pp. (American series). 

Pott i6mo, 1896, cloth, 5s. net. Burns & Gates 

2290 Annesley, Charles— The standard opera glass. 367 pp. lUus. 

Sm. post 8vo, 1896, cloth, 3s. 6d. Low 

2291 Aristophanes — Ranae : a close translation, with test papers. By F. G. Plaistowe. 

48 + 4 pp. (University tutorial series). Cr. 8vo, 1896, cloth, 2s. 6d. 

W. B. Clive 

2292 Aristophanes — Ranae ; with introduction, text and notes ; edited by F. G. 

Plaistowe. iii pp. (University tutorial series). Cr. 8vo, 1896, cloth, 3s. 6d, 

W. B. Clive 

2293 Armistead, J. J. — Fish culture. 15 pp. Illus. (Proceedings of the Royal 

Institution). 8vo, 1896, paper, is. Royal Institution 

2294 Armitage, Evelyn Noble—Quaker poets of Great Britain and Ireland. 

317 pp. Dy. 8vo, 1896, cloth, 7s. 6d. William Andrews 

229s Ashton, John— When William IV. was king. 12 + 355 PP- I^^us. Dy. 8vo, 
1896, cloth, i2s. Chapman & Hall 

2296 Askew, J. B., ed. — Pros and cons : a newspaper reader's and debater^s guide to 

the leading controversies of the day. 2nd edition. 8 + 303 pp. Cr. 8vo, 
1896, paper, is. net, cloth, is. 6d. net. Sonnenschein 

2297 Austen, Jane — Northanger Abbey. 203 pp. Illus. (Famous books for 

boys and girls series). Cr. 8vo, 1896, cloth, is. 6d. Blackie 



2298 Babbitt, Edwin D.— The principles of light and colour. 2nd edition. 

12 + 560 pp. Illus. Roy. 8vo, 1896, cloth, 21s. net. Kegan Paul 

2299 Backhouse, James— Upper Teesdale, past and present: a handy 

reference book with illustrations and map. 96 pp. Cr. 8vo, 1896, 
boards, is. 6d. Simpkin 

?300 Baddeley, M. J. B., and Jordan, E. D., eds.— Black's guide to the Isle 
of Man. 144 pp. With maps and plans. (Black's guide series). Cr. 8vo, 
1896, stiff paper boards, is. A. & C. Black 

3301 Badminton magazine of sports and pastimes. Edited by Alfred E. T. 
Watson. Vol. 2, Jan. to June, 1896. 8 + 884 pp. Illus. 8vo. 1896, 
cloth, 6s. Longmans 

?302 Baker, H. Barton—Margaret Grey. 96 pp. (Little novels series, vol. 4). 
Cr. 8vo, 1896, paper, 6d., cloth, is. Fisher Unwin 

2303 Barnes, Irene H.— Behind the Great Wall : the story of C.E.L.M.S. work 
in China. 192 pp. Illus. La. cr. 8vo, 1896, cloth, 2s. 6d. Marshall 

^4 Barrett, Chas. G.— The lepidoptera of the British islands. Part 32. 
32 pp. 4 coloured plates. Sup. roy. 8vo, 1896, paper, 5s. net. L. Reeve 

?30S Bauer, L. A., ed.— Terrestrial magnetism : an international quarterly journal. 
Published under the auspices of the Ryerson physical laboratory. Limited 
edition. Nos. i and 2, vol. 1,1+ 104 pp. Plate. Roy. 8vo, 1896, paper, 
per annum. W. Wesley 

2306 Betis, v., and Swan, H.— The facts of life. Part i (French). 115 pp. 
Illus. Dy. 8vo, 1896, cloth, 3s. G. Philip 
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2307 Betteswortb, W. A.— The way about Hampshire and the Isle of 

Wight. 200 pp. lUus. Post 8vo, 1896, paper, IS. Iliffe 

2308 Bidden, Rev. H.— The word of God and other sermons. 138 pp. 

Cr. 8vo, 1896, cloth, 2s. Simpkik 

2309 Blrrell, Augustine— Res Judicatae. Cheap edition. 280 pp. Dy 8vo, 

1896, cloth, 2s. 6d. Stock 

2310 Bliss, William Root— Quaint Nantucket 6 + 225 PP* Cr. 8vo, 1896, 

cloth, 6s. net Gay & Bird 

2311 Boldrewood, Rolf— Old Melbourne memories. 2nd edition. 12 + 259 PP- 

Cr. 8vo, 1896, cloth, 6s, Macmillan 

2312 Bond, R. Warwick— At Stratford festival : poem. 30 pp. Cr. 8vo, 1896, 

paper, is. Lawrence & Bullen 

2313 Booth, Prof. William— On Hamilton's singular points and planes on 

Fresners wave surface. 8 pp. (Scientific proceedings of the Royal 
Dublin Society, vol. 8 (N.S.) part 5, no. 48.) 8vo, 1896, paper, 6d. 

Williams & Norgate 

^14 Botticelli, Sandro— Drawings for Dante's dlvina commedia, with an 
introduction and commentary by Dr. Lippmann. 80 pp. lUus. Sm. folio, 
1896, cloth, £4 4s. Lawrence & Bullen 

2315 Bouchrett, Jessie— The condition of working women. 84 pp. Illus. 

Cr. 8vo, 1896, cloth, 2s. 6d. Stock 

2316 Bradley, Tom— Jackson's Cyclists' guide to Yorkshire. 586 pp. lUus. 

and map. Cr. 8vo, 1896, cloth, 3s. 6d. net. Simpkin 

2317 Briant, Travers J.— Guide to St David's cathedral, bishop's palace, 

coast chapels, etc. 6 + 89 pp. 8vo, 1896, paper, is. net. Jones & Evans 

2318 Brooke, C. W. A.— The education bill, 1896, and its critics ; being the 

tabulated suggestions, criticisms and opinions of public bodies and public 
men, with the speech of Sir John Gorst on the second reading. 48 pp. 
Cr. 8vo, 1896, paper, is. Bemrose 

23x9 Brooksmlth, E. J., ed. — Woolwich mathematical papers for admission 
into the Royal Military Academy, for the years 1886-1895. 328 pp. Cr. 8vo, 
1896, cloth, 6s. Macmillan 

2320 Broughton, Mrs. Vernon Delves— Handbook to the antiquities of 

Athens. 120 pp. Cr. 8vo, 1896, cloth, 5s. net. Simpkin 

2321 Brown, Alice— By oak and thorn. 226 pp. Cr. 8vo, 1896, cloth, 5s. net. 

Gay & Bird 

2322 Burton, Robert — Anatomy of melancholy. Edited by the Rev. A. R. 

Shilleto. 3 vols. Illus. (Bohn's standard library series). Post 8vo, 1896, 
cloth, 3s. 6d. each. Bell 

2323 Butler, A. G. — Foreign finches in captivity. Part 10. 36 pp. 6 coloured 

plates. Roy. 4to, 1896, paper, los. 6d. net. L. Reeve 

2324 Butler, Rev. Alban— People's edition of the lives of the saints for June. 

New edition. 505 pp. 32 mo, 1896, cloth, is. 6d. Burns & Gates 

2325 Butler, Rev. Alban— People's edition of the lives of the saints for July. 

New edition. 500 pp. 32 mo, 1896, cloth, is. 6d. Burns & Gates 

2326 Butler, Rev. Alban— People's edition of the lives of the saints for 

August. New edition. 666 pp. 32mo, 1896, cloth, is. 6d. Burns & Gates 

2327 Butler, Rev. Alban— People's edition of the lives of the saints for 

September. New edition. 476 pp. 32mo, 1896, cloth, is. 6d. 

Burns & Gates 

2328 Butler, Rev. Alban— People's edition of the lives of the saints for 

October. New edition. 700 pp. 32mo, 1896, cloth, is. 6d. 

Burns & Gates 
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2329 Butler, Rev. Alban — People's edition of the lives of the saints for 

November. New edition. 562 pp. 32mo, 1896, cloth, is. 6d 

Burns & Gates 

2330 Butler, Rev. Alban— People's edition of the lives of the saints for 

December. New edition. 505 pp. 32010, 1896, cloth, is. 6d. 

Burns & Gates 

2331 Cxsar, Caius Julius— De Bello Gallico, book II. : a vocabulary and test 

papers. Interleaved. 20 + interleaving pp. (University tutorial series). 
Crown 8vo, 1896, paper, is. W. B. Clive 

2332 Cxsar, Caius Julius— De Bello Gallico, book II. : a close translation, by A. 

A. Irwin Nesbitt. 20 pp. (University tutorial series). Cr. 8vo, 1896, 
paper, is. W. B. Clive 

2333 Caesar, Caius Julius— De Bello Gallico, book II. ; with introduction, text, 

notes, vocabulary and translation. Edited by A. H. Allcroft, and W. F. 
Masom. 16 + 58 + 20 + 20 pp. Map. (University tutorial series). 
Crown 8vo, 1896, cloth, 3s. W. B. Clive 

2334 Caesar, Caius Julius— De Bello Gallico, book II. ; with introduction, text 

and notes. Edited by A. H. Allcroft, and W. F. Masom. 58 + 16 pp. 
(University tutorial series). Cr. 8vo, 1896, cloth, is. 6d. W. B. Clive 

233s Cxsar, Caius Julius— De Bello Gallico, book III. : a vocabulary and test 
papers. Interleaved. 18 + interleaving pp. (University tutorial series). 
Cr. 8vo, 1896, paper, is. W. B. Clive 

2336 Cxsar, Caius Julius — De Bello Gallico, book III. : a close translation, by A. 

A. Irwin Nesbitt 18 pp. (University tutorial series). Cr. 8vo, 1896, 
paper is. . W. B. Clive 

2337 Caesar, Caius Julius — De Bello Gallico, book III. ; with introduction, text 

and notes. Edited by A. H. Allcroft, and W. F. Masom. 50 + 16 pp. 
(University tutorial series). Cr. 8vo, 1896, cloth, is. 6d. W. B. Clive 

2338 Caesar, Caius Julius— De Bello Gallico, book III. ; with introduction, text, 

notes, vocabulary and translation. Edited by A. H Allcroft, and W. F. 
Masom. 50 + 16 + 18 interleaved + 18 pp. (University tutorial series). 
Cr. 8vo, 1896, cloth, 3s. W. B. Clive 

2339 Caie, Rev. George J.— Family prayers for five weeks, with a few prayers 

for special occasions and private prayers for one week. 194 pp. Cr. 8vo, 
1896, cloth, 2S. Marshall 

2340 Caldwell, Wm.— Schopenhauer's system in its philosophical signifi- 

cance. (The Shaw Fellowship lectures, 1893). 556 pp. Dy. 8vo, 1896, 
cloth, I OS. 6d. net. Wm. Blackwood 

2341 Calmen, W. T. — On species of phoxocephalus and apherusa. 

12 pp. 2 plates. (Transactions of the Royal Irish Academy, vol. 30, 
part 20). 4to, 1896, paper, 2s. 6d. Williams & Norgate 

2342 Carrington, Edith — The ass : his welfare, wants and woes. Illustrated by 

Harrison Weir, 8 + S^ pp. Cr. 8vo, 1896, cloth, 6d. Bell 

?343 Carrington, Edith— The friendship of animals. 8 + 180 pp. Illus. 
Cr. 8vo, 1896, cloth, IS. 6d. Bell 

Z344 Cassal, Prof. C, and Karcher, Prof. T., eds.— The modern French reader, 
prose : junior course. Thoroughly revised by O. Baumann. 13 + 228 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. Kegan Paul 

?34S Challis, Mima—Eastwood old hall. 9 + 116 pp. Cr. 8vo, 1896, paper, is. 

Marshall, Russell 

^6 Chamier, D.— Law relating to county court appeals, certiorari, 
mandamus and prohibition. 15 + 125 pp. Dy. 8vo, 1896, cloth. los. 

Sweet & Maxwell 
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2347 Clarke, Alfred— The finding of Lofs wife. 286 pp. Cr. 8vo, 1896, 

cloth, 6s. Low 

2348 Cleghorn, Isabel— Needlework for scholarship students. 112 pp. 

I2mO, 1896, cloth, 2S. • SiMPKIN 

2349 Clifford, Mrs. W. K.— Mere stories. 224 pp. Cr. 8vo, 1896, paper covers, 

2s. ; cloth, 3s. A. & C- Black 

2350 Cockbum, Rev. G. — John Chinaman : his ways and notions. 224 pp. 

La. cr. 8vo, 1896, cloth, 3s. 6d. Marshall 

2351 Cole, Grenviile A. J.— The Rhyolites of the county of Antrim, with a 

note on Bauxite. 38 pp. 2 plates. (Scientific transactions of the Royal 
Dublin Society, vol. 6, part 3.) 4to, 1896, paper, 2s. Williams & Norgatk 

2352 Coleridge, E. P.— Res Romanae. 166 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Bell 

2353 Collier, William Frederick— Harry Terrell, a Dartmoor philosopher: a 

memoir. 144 pp. Cr. 8vo, 1896, cloth, 2s. 6d. Simpkin 

2354 Cook, John Travis— Life of Vice-Admiral Sir John Lawson. 60 pp. 

2 plates. Ry. 8vo, 1896, paper, is. W. Andrews 

2355 Corney, Peter— Voyages in the Northern Pacific. With preface and 

appendix by Prof. W. D. Alexander. 17 + 138 pp. Dy. i2mo, 1896, 
canvas, 7s. 6d. Kegan Paul 

2356 Craik, Mrs. (Dinah Maria Muloch) — A brave lady. New edition. 351 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Hurst & Blackett 

2357 Crawford, J. H. — ^The wild life of Scotland. Illustrated by John Williamson. 

300 pp. La. cr. 8vo, 1896, cloth, 8s. 6d. net. Macqueen 

2358 Crawshaw, W. H.— The interpretation of literature. 12 + 235 pp. 

Globe 8vo, 1896, cloth, 3s. 6d. net. Macmillan 

2359 Cresswell, Henry— The wooing of fortune. 331 pp. Cr. 8vo, 1896, cloth, 

6s. Hurst & Blackett 

2360 Cruden, George— Manual of musical drill and system of phjrsical 

training, ior the use of teachers in schools, 4th edition. 266 pp. Cr. 8vo, 
1896, cloth, 3s. 6d. Simpkin 

2361 Culross, Rev. James— The man of sorrows and the joy that was set 

before him. Isaiah liii. An exposition and an argument. 192 pp. 
Cr. i6mo, 1896, plain boards, is. ; ex. bevelled boards, is. 6d. 

Drummond's Tract Depot (Stirling) 

2362 Cusack, M. F.— The black pope. 406 pp. Cr. 8vo, 1896, cloth, 6s. 

Marshall Russeu 

2363 Cust, R. N. — ^The gospel message, or essays, addresses, suggestions and 

warnings on the different aspects of christian missions to non-christian races 
and peoples. 20 + 494 pp. 8vo, 1896, cloth, 7s. 6d. Luzac 

2364 Cyril — Alethea : at the parting of the ways. 2 Vols. Cr. 8vo, 1896, cloth, 8s. 

Burns & Gates 



2365 Dampier, William— The life and adventures of: with a history of the 

buccaneers of America. 224 pp. lUus. (Famous books for boys and girls 
series). Cr. 8vo, 1896, cloth, is. 6d. Blackii 

2366 Das, Nobin Chandra— Legends and miracles of Buddah, Sakya Sinha. 

Part I. 59 pp. La. cr. 8vo, 1896, paper, 2s. 6d. Kegan Paul 

2367 Day, Lewis F. — Nature in ornament. 3rd edition, enlarged. 23 + 260 pp. 

lUus. Cr. 8vo, 1896, cloth, 12s. 6d. Batsford 
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2368 Delbos, Leon— Nautical terms in English and French, and French and 

English, with notes and tables for the use of naval officers and naval cadets. 
3rd edition. 11 + 296 pp. lUus. Cr. 8vo, 1896, cloth, 5s. net. 

Williams & Norgate 

2369 Dixon, A. Francis— On the development of the branches of the fifth 

cranial nerve in man. 58 pp. 2 plates. (Scientific transactions of the 
Royal Dublin Society). 4to, 1896, paper, 3s. Williams & Norgate 

2370 Donnelly, Eleanor C— The lost Christmas tree and other little stories 

and verses for children. 208 pp. (American series). Fcp. 8vo, 1896, 
cloth, 3s. net. Burns & Oates 

2371 Dowson, Ernest— Verses. 57 pp. Pott 4to, 1896, Japanese vellum, 6s. net, 

Leonard Smithurs 

2372 Draycott, Arthur— Copyhold enfranchisement, with reference to the Copy- 

hold Act, 1894. 36 pp. (Wilson's legal and useful handy book series), 
Dy. i2mo, 1896, limp cloth, is. Effingham Wilson 

2373 Dykes, Fanny— Personal memories. 120 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

William Andrews 

2374 Edgeworth, Maria— The good governess and other stories. 224 pp. 

Illus. (Famous books for boys and girls series.) Cr. 8vo, 1896, cloth, is. 6d. 

Blackie 

237s EUwanger, G. H.— Idyllists of the country side. 12 + 264 pp. Pott 8vo, 
1896, cloth, 5s. net. Bell 

2376 Eng^ineer draughtsmen's work, by a practical draughtsman. 96 pp. Illus. 

Sm. cr. 8vo, 1896, cloth, is. 6d. Whittaker & Co. 

2377 English, V. J.— Navigation for yachtsmen. 342 PP- Maps and charts. 

Dy. 8vo, 1896, cloth, iss. H. Cox 

2378 Evans, Morgan O.— Theories and criticisms of Sir Henry Maine. 

93 pp. Dy. 8vo, 1896, cloth, 5s. Stevens & Havnes 

2379 F., P. G.- Thoughts on evolution. 88 pp. Cr. 8vo, 1896, paper, is. 

SONNENSCHEIN 

2380 Faber, Rev. F. W.— Ethel's book, or tales of the angels. New and 

cheaper edition. 116 pp. Cr. 8vo, 1896, cloth, 2s. 6d. Burns & Gates 

2381 Famell, Lewis Richard— The cults of the Greek States. With over 

100 illustrations from original sources. 2 vols. 8vo, 1896, cloth, £1 12s. net 

Clarendon Press 

2382 Fasnacht, G. E.— A French grammar for schools : an abridged and 

revised edition of the author's synthetic French grammar. 16 + 169 pp. 
Globe 8vo, 1896, cloth, 2s. 6d. Macmillan 

2383 Ferrjrman, Major A. F. Mockler— In the Northman's land. 7 + 318 pp. 

Illus. Cr. 8vo, 1896, cloth, 7s. 6d. Low 

2384. Finn, Rev. Francis J.— Mostly boys: short stories. 2nd edition. 152 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. Simpkin 

2385 Fitzgerald, Walter S.— The Boston machinist : being a complete school 

for the apprentice as well as the advanced machinist ; with a treatise on screw 
and gear cutting. 4th edition. 10 + 119 pp. Illus. Cr. 8vo, 1896, 
cloth, 4s. 6d. net. Chapman & Hall 

2386 Fletcher, Prof. Banister— The London Building Act, 1894 • ^ text book 

for the use of architects, surveyors, builders, &c. 2nd revised and enlarged 
edition. 44 +320 pp. Illus. Cr. 8vo, 1896, cloth, 6s. 6d. Batsford 

3387 Foote, Mary Hallock— The cup of trembling. 273 pp. Cr. 8vo, 1896, 
cloth gilt) 6s. Gay & Bird 
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?388 Foster, Eleanor—With the tide, and other poems. 9 + 95 pp. Fcp. 8vo, 
1896, cloth, 2S. 6d. Gay & Bird 

2589 Fovargue H. West— Adoption of public libraries acts in England and 
Wales. 32 pp. (Library Association series, No. 7). Roy. 8vo, 1896, 
paper, 6d. net Simpkin 

2390 Eraser, T. R.— Immunisation against serpents' venom, and the treatment 
of snake-bite with antiveneae. 26 pp. lUus. (Proceedings of Royal 
Institution). 8vo, 1896, paper, is. Royal Institution 



2391 Galdos, Perez B, — Doiia Perfecta: translation by Mary J. Serrano. 

Introduction by William Dean Howells. 13 + 319 pp. i6mo, 1896. 
cloth, 5s. Gay & Bird 

2392 Gale, Norman— Cricket songs. 3rd edition. 76 pp. Fcp. 8vo, 1896, 

paper, is. Constable 

2393 Garden of the soul. The : A manual of spiritual exercises and instructions, 

with epistles and gospels. New edition. 406 pp. 48mo, 1896, 
leatherette, 6d. Burns & Oates 

2394 Geddes, Patrick, and others — The evergreen : the book of summer. 141 pp. 

lUus. Sm. 4to. 1896, embossed leather, 5s. net. Fisher Unwin 

2395 Goddard, Frederick B.— Giving and getting credit. 2nd edition. 

217 pp. Cr. 8vo, 1896, cloth, ss. Gay & Bird 

2396 Goodwin, H. B.— Azimuth tables for the higher declinations. (Limits 

of declination 24** to 30**, both inclusive.) Between the parallels of latitude 
o** and 60**. With examples of the use of the tables in English and French. 
12 + 74 pp. Roy. 8vo, 1896, cloth, 7s. 6d. Longmans 

2397 Gore, Mrs. — The snow storm. 191 pp. Illus. (Famous books for boys and 

girls series). Cr. 8vo, 1896, cloth, is. 6d. Blackie 

2398 Gover, W. H.— Hints as to advising on title and practical suggestions 

for perusing and analysing abstracts, with an outline of the law relating 
to title to land and tables of stamp duties since 18 15. 3rd edition. 
41 + 207 pp. Dy. 8vo, 1896, cloth, 8s. Sweet & Maxwell 

2399 Green, J. R.— History of the English people. Vol. 8— Modern England, 

1760 — 18 1 5. (Eversley series). Globe 8vo. 1896, cloth, 5s. Macmillan 

2400 Greene, Edward L. — Pittonia : a series of botanical papers. Limited edition. 

Vol. 3, part 14. 58 pp. 8vo, 1896, paper, 2s. net. W. Wesley 

2401 Grier, Sydney C— His Excellency's English governess. 374 pp. 

Cr. 8vo, 1896, cloth, 6s, W. Blackwood 

2402 Grimble, Augustus— The deer forests of Scotland. 24 + 324 pp. 

7 illus. by A. Thorburn. Med. 4to, 1896, half parchment, ;^*2 los. net. 

Kegan Paul 

2403 Grimm, Jacob Ludwig Carl, and Wilhelm Carl— Twenty stories from. 

Edited by W. Rippmann. 8 + 246 pp. (Pitt press series). Ex. fcap. 8vo, 
1896, cloth, 3s. Camb. Univ. Press 

2404 Grohman, W. A. Baillie— Sport in the Alps in the past and present. 

356 pp. Illus. Fcap. 4to, 1896, buckram, 21s. A. & C. Black 



2405 Habben, F. H.— London street names. 264 pp. Illus. Cr. 8vo, 1896, 

cloth, 6s. Fisher Unwin 

2406 Haggard H. Rider— Cetjrwayo and his white neighbours ; or, Remarks 

on recent events in Zululand, Natal, and the Transvaal. New and cheaper 

edition. 80 + 314 pp. (Paternoster Library, vol. 5). Cr 8vo, 1896, 

cloth, 3s. 6d. Kegan Paul 
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2407 Harper, J. Wilson— Money and social problem. 366 pp. Dy. 8vo, 1896, 

cloth, I OS. 6d. Oliphant, Anderson & Ferrier (Edinburgh) 

2408 Harris, W. J.— Imperial commercial federation of the United Kingdom 

and the colonies. 32 pp. Dy. 8vo, 1896, paper, is. 

Effingham Wilson 

2409 Harrison, C. G.— The transcendental universe ; six lectures on occult 

science, theosophy and the catholic faith. 2nd edition. 9+168 pp. Cr. 8vo, 
1896, cloth, 2s. 6d. net. G. Redway 

2410 Harrison, J. H., and King, Ridge— How to obtain strength : gymnastics. 

76 pp. Illus. i2mo, 1896, cloth, 6d. Iliffe 

2411 Haggarth, Arthur— M.C.C. cricket scores and biographies, being a 

continuation of Frederick Lilly white's scores, and biographies from 1772 to 
1854. Vol. 14. Ill + 1126 pp. 8vo, 1896, cloth, 20s. Longmans 

2412 Heath, T. L.— ApoUonius of Verga treatise on conic sections. 

172 + 254 pp. Dy 8vo, 1896, cloth, 15s. Camb. Univ. Press 

2413 Hedley, Dr. W. S. — The Iwdro-electric methods in medicine. 

2nd edition. 120 pp. Illus. Dy. 8vo, 1896, cloth, 4s. 6d. H. K. Lewis 

2414 Hegel, Georg Wilhelm Friedrich— Philosophy of right Translated by 

S. W. Dyde. ist edition. 32 + 365 pp. La. post 8vo, 1896, cloth, 7s 6d. 

Bell 

2415 Hennessey, J. D.— Wjrnnum. 325 pp. Cr. 8vo, 1896, cloth, 6s. Low 

2416 Hewit, Very Rev. A. F.— The teaching of St John the Apostle to the 

churchesof Asia and the world. 163 pp. Illus. (American series). 
Cr. 8vo, 1896, cloth, 4s. net. Burns & Gates 

2417 Hibben, John Grier— Inductive logic. 345 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. net. W. Blackwood 

2418 Higgin, L.— A Cornish maid. 3 vols. Cr. 8vo, 1896, cloth, 21s. 

Hurst & Blackett 

2419 Hinkson, H. A.— O'Grady of Trinity. 248 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. Lawrence & Bullen 

2420 Hird, Rev. Dennis — How the devil was made, &c. : being 4 lectures. 

9 + 113 pp. (''Sundial " series. No. 2). Cr. 8vo, 1896, paper, is. ; cloth, 2s. 

Clement Wilson 

2421 Hodgkinson, W.— S.P. covering and dead heat ready reckoner. 

5th edition. 76 pp. 7 x 2 Jin., 1896, cloth, is. Edmund Seale 

2422 Holmes, Mrs. Basil— The London burial grounds. 339 pp. Illus. 

Sm. 4to, 1896, cloth, los. 6d. net. Fisher Unwin 

24^ Hooker, Sir J. D.— Lecture on insular floras. 36 pp. 8vo, 1896, paper, 
2s. 6d. L. Reeve 

2424 Horace : Works, with a commentary by E. C. Wickham. 3rd edition. 2 vols. 

Dy. 8vo, 1896, cloth, 12s. each. Clarendon Press 

2425 Horace: Odes, Books L and II. Translated, Dr. A. Hamilton Bryce. 

18 + 44 pp (Beirs classical translation series). Cr. 8vo, 1896, paper, is. 

Bell 

2426 Horace : Odes, Book IV. and Carmen Saeculare. Edited by J. Gow. 

40 + 70 pp. (Pitt Press series). Ex. fcp. 8vo, 1896, cloth, is. 6d. 

Camb. Univ. Press 

Hort, Arthur Fenton, ed.— Life and letters of Fenton John Anthony 
Hort. 2 vols. Portrait. Ex. cr. 8vo, 1896, cloth, 17s. net. Macmillan 

Horton, George — Constantine. 188 pp. 24mo, 1896, paper, is. 6d. 

FisHEii Unwik 
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2429 Houghton, Arthur Boyd— A selection of his work in black and white, 

printed for the most part from the original woodblocks. With an intro- 
ductory essay by Laurence Housman. 32 pp. text. 89 full pp. illustrations. 
Med. 4to, 1896, art linen, 15 s. net Kegan Paul 

2430 Howe, Frederick C.—Taxation and taxes in the United States under 

the internal revenue system, 1791—1895. 293 pp. (Library of 
economics and politics, No. 11). Cr. 8vo, 1896, cloth, 9s. Gay & Bird 

2431 Hunt, Violet— The maiden's progress: or, the adventures of a girl. 

3rd edition. 217 pp. lUus. (Chapman's story series). Sm. cr. 8vo, 1896, 
cloth, 2S. 6d., paper, 2s. Chapman & Hall 

2432 Husmann, George— American grape growing and wine making, with 

several chapters on the grape industries of California. 4th revised edition, 
8 + 269 pp. Illus. Cr. 8vo, 1896, cloth, 7s. 6d. Kegan Paul 

2433 Hutton, William Holden— Philip Augustus. 8 + 229 pp. (Foreign 

statesman series). Cr. 8vo, 1896, cloth, 2 s. 6d. Macmillan 

2434 Hyland, M. E. F.— The vision of angels. 1 28 pp. Cr. 8vo, 1896, cloth, 2s. 

J. Blackwood 

2435 Ingle, Edward — Southern sidelights : a picture of social and economic life 

in the South, a generation before the war. 373 pp. (Library of economics 
and politics, No. 10). Cr. 8vo, 1896, cloth, 9s. Gay & Bird 

2436 James, Ralph U. — Painters and their works : a dictionary of great artists 

who are not now alive ; giving their names, lives, and the prices paid for their 
works at auction. 3 vols. Vol. i, Aalst to H)n:e. 616 pp. Illus. Cr. 8vo, 
1896, cloth, I2S. 6d. L. Upcott Gill 

2437 Johnson, Samuel — Lives of the poets, edited by Arthur Waugh. New 

edition. Vol. 3. 235 pp. Illus. Fcp. 8vo, 1896, art canvas, 6s. 

Kegan Paul 

2438 Johnson, Samuel — Lives of the poets, edited by Arthur Waugh. New edition. 

Vol. 4. 271 pp. Illus. Fcp. 8vo, 1896, art canvas, 6s. Kegan Paul 

2439 Joly, Charles J.— Scalar invariants of two linear vector functions. 

20 pp. (Transactions of the Royal Irish Academy, vol. 30, part 18). 4to, 
1896, paper, is. Williams & Norgatb 

2440 Joubert, Joseph— Pens^es. 160 pp. Cr. i6mo, 1896, cloth, 2s. G. Allen 

2441 Julian, Capt.— A bobbery pack in India. 54 + 13S PP- Cr. 8vo, 1896, 

paper, 2s. 6g. Thacker 

2442 K. B. and D. A.'s jratching holiday from the log sent to W. Ralston. 

26 pp. Illus. Oblong 4to, 1896, paper, is. Simpkin 

2443 Keane, A. H. — Asia: Vol. i Northern and Eastern Asia. Re-issue of 

Stanford's compendium of geography and travel. 24 + 528 pp. Illus. 
La cr. 8vo, 1896, cloth, 15s. E. Stanford 

2444 Knight, E. F.— The Falcon on the Baltic : a coasting voyage from 

Hammersmith to Copenhagen in a three-ton yatch, with map and iUustrations 
by Arthur Shephard. New edition. 4 + 308 pp. (Silver library series.) 
Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

2445 Kraus, Dr. J.— The etiology, symptoms and treatment of gall stones, 

with additional remarks on operative treatment by Henry Norris. 173 pp. 
Cr. 8vo, 1896, cloth, 5s. Kegan Paul 
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2446 Laeland Herbert— Lies and liars, 178 pp. Illus. by R. H. Mather. 

Cr. 8vo, 1896, cloth, 3s. 6d. Gay & Bird- 

2447 Le Bon, Gustave — ^The crowd : a study of the popular mind. 24 + 230 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Fisher Unwin 

2448 Lee, Rawdon B.— Modern dogs of Great Britain and Ireland : Terriers 

2nd edition. 458 pp. Illus. Dy. 8vo, 1896, cloth, los. 6d. 

Horace Cox 

2449 Lee, Sidney— National biography. 5 pp. (Proceedings of the Royal 

Institution). 8vo, 1896, paper, is. Royal Institution 

2450 Levi, Eliphaz — Magical ritual of the Sanctum Regnum, interpreted by the 

Tarot Trumps. Translated from the MSS. of Eliphaz L^vi, and edited by 
W. Wynn Westcott, Magus of the Rosicrucian Society of England. 108 pp. 
8 plates. Cr. 8vo, 1896, cloth, 7s. 6d. net. G. Redway 

2451 Lewis's " Diet charts" : a suggestive set of diet tables for the use of physicians. 

2nd edition. 16 charts. Dy. 8vo, 1896, 5s. per packet of 100. 

H. K. Lewis 

2452 Lilly, William Samuel— Ancient religion and modern thought. New 

and cheaper edition. 26 + 367 pp. Dy. 8vo, 1896, cloth, 6s. 

Burns & Gates 

2453 Livy — Book xxii: chapters i — 50. Edited by J. Thompson and F. G. 

Plaistowe. Introduction, text and notes. 4 + 126 pp. (University tutorial 
series). Cr. 8vo, 1896, cloth, is. 6d. W. B. Clive 

2454 Lloyd, Herbert— A lawyer's secrets. 130 pp. Cr. 8vo, 1896, fancy cover, is. 

Andrews 

2455 Loader, James Henry— A cosmographical review of the universal law 

of the affinities of atoms. 98 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Chapman & Hall 

2456 London in 1896. Illustrated by 20 bird's-eye views of the principal streets, and 

by a street map of central London. Originally compiled by Herbert Fry. 
Edited, revised and brought up to date. 276 pp. Cr. 8vo, 1896, paper, is. 

SlMPKIN 

2457 Longman's geographical series, book II : The world for junior students, 

with 87 maps and 35 illustrations. 8 + 405 pp. Illus. Cr. 8vo, 1896, 
cloth, 3s. Longmans 

2458 Lubbock, Sir John— The scenery of Switzerland and the causes to 

which it is due. Illus. Cr. 8vo, 1896, cloth, 6s. Macmillan 

2459 Ljrnn, W. T.— Remarkable eclipses. 52 pp. Fcp. 8vo, 1896, limp 

cloth, 6d. E Stanford 



2460 Macaulay, Lord— Lord Clive. Edited by A. D. Innes. 36 + 136 pp. 
(Pitt press series). Ex. fcap. 8vo, 1896, cloth, is. 6d. Camb. Univ. Press 

246X MacColl, Rev. Malcolm— Life here and hereafter : sermons. 2nd edition, 
revised, with a new preface. 46 + 405 pp. Cr. 8vo, 1896, cloth, 7s 6d. 

Longmans 

2462 Macgjegor, Rev. H. C. G.— Praying in the Holy Ghost 96 pp. 

(Upward life series). Long 12 mo, 1896, cloth, is. Marshall Bros. 

2463 Mackinnon, Major W. C— Flowers from the Bustan : a few flowers from 

the garden of Sheikh Saadi Shirazi, being translations into English verse of 
portions of the Bustan. 2nd edition. 87 pp. i8mo, 1896, cloth, 3s. net. 

H. R. Allenson 

2464 MacLagan, Dr. T. J.— Rheumatism : its nature, its pathology, and its 

successful treatment. 2nd edition. 320 pp. Illus. Dy. 8vo, 1896, 
cloth, I OS. 6d. A. & C. Black 
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2465 Macmlllan's geogjaphy readers. Book 6~The colonies of Great 

Britain. 8 + 240 pp. lUus. Globe 8vo, 1896, cloth, is. 6d. Macmillan 

2466 Maiden, W. J.— Pig-keeping for profit. 120 pp. (Village library 

series). Cr. 8vo, 1896, cloth, 2s. 6d. Kegan Paul 

2467 Mansfield, R. B.— New and old chips from an old block. 454 PP* 

Cr. 8vo, 1896, cloth, 5s. J. Blackwood 

2468 Mariyat, Captain — Poor Jack. 245 pp. lUus. (Famous books for boys and 

girls series). Cr. 8vo, 1896, cloth, is. 6d. Blackie 

2469 Martineau, Harriet — Feats on the Fiord. 208 pp. lUus. (Famous books 

for boys and girls series). Cr. 8vo, 1896, cloth, is. 6d. Blagkie 

2470 Masom, W. F.— Synopsis of Roman history 63 b.c. — 14 a.d. : from the 

Consulship of Cicero to the death of Augustus Caesar. 2nd edition. 
24 + interleaving pp. (University tutorial series). Cr. 8vo, 1896, paper, is. 6d. 

W. B. Clive 

2471 Matriculation directory, No. XX., June, 1896 ; with articles on the special 

subjects for January and June 1897. 137 pp. (University tutorial series). 
Cr. 8vo, 1896, cloth lined card, is. net. W. B. Cuve 

2472 Maude, William C— The religious rights of the catholic poor. 49 PP- 

32mo, 1896, cloth, 6d. net. Catholic Truth Society 

2473 Maurice, C. Edmund— Bohemia. 26 -f 532 pp. lUus. (Story of the 

nations series, vol. 43). Cr. 8vo, 1896, cloth, 5s. Fisher Unwin 

2474 May, Major E. S.— Guns and cavalry. 10 + 220 pp. Illus. Cr. 8vo, 

1896, cloth, 3s. 6d. Low 

2475 Metcalfe, Wm. — Steel: a manual for steel-users. 6+169 pp. Cr. 8vo, 

1896. cloth, 8s. net. Chapman & Hall 

2476 Meyer, Rev. F. B.— Through fire and flood. 176 pp. Cr. 8vo, 1896, 

cloth, 2s. 6d. Marshall Bros. 

2477 Miller, Olive Thorne— Four-handed folk. 4 + 201 pp. Illus. i6mo, 

1896, cloth, 5s. net. Gay & Bird 

2478 Missouri botanical garden : seventh annual report 209 pp. 72 plates. 

8vo, 1896, cloth, 5s. net. W. Wesley 

2479 Moberley, R. C. — Reason and religion : some aspects of their mutual 

interdependence. 12 + 156 pp. Cr. 8vo. 1896, cloth, 4s. 6d. Longmans 

2480 Montagu, Charles— The vigil : a romance of Zulu life. 269 pp. Illus. by 

A. D. M'Cormick. Cr. 8vo, 1896, cloth, 3s. 6d. Constable 

2481 Morden, W. E. — ^Turf ready reckoner, with instruction for calculating 

dead heats. 2nd edition. 80 pp. Dy. i6mo, 1896, limp cloth, 6d. Seale 

2482 Morris, W. O'Connor— Ireland, 1494— 1868. 10 + 372 pp. (Cambridge 

historical series). Cr. 8vo, 1896, cloth, 6s. Camb. Univ. Press 

2483 Mr. Magnus. 267 pp. Cr. 8vo, 1896, cloth, 6s. Fisher Unwin 

2484 Mulford, A. I.— The agaves of the United States. 38 plates. Cr. 8vo, 

1896, paper, 2s. 6d. net. W. Wesley 

2485 Murch^, Vincent T. — Domestic science readers. With preface by 

Mrs. L. M. Burgwin. Books i, 2 and 3. Illus. Globe 8vo, 1896, cloth, 
I, IS. ; 2, 2s. ; 3, IS. 4d. Macmillan 



2486 Newbolt, Rev. W. C. E.— The gospel of experience ; or, the witness of 
human life to the truth of Revelation : being the Boyle lectures for 1895, 
19 + 206 pp. Cr. 8vo, 1896, cloth, 5s. Longmans 
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2487 New guide to the Bar ; containing the most recent regulations and examination 

papers and a critical essay on the present condition of the Bar of England. 
By M.A. and LL.B. 2nd edition. 250 pp, Cr. 8vo, 1896, cloth, 5s. 

Sweet & Maxwell 

2488 Norris, W. H.— Art of bookmaking and backing ; or, the bookmakers' 

clerks guide. 2nd edition. 68 pp. Dy. i6mo, 1896, cloth, 2s. 6d. E. Seale 

2489 Norris, William— A practical treatise on the ^' Otto " Cycle gas engine. 

8 + 260 pp. Illus. 8vo, 1896, cloth, los. 6d. Longmans 

2490 Nunn, Capt J. A.— Notes on stable management 31 + 55 PP- Cr. 8vo, 

1896, paper, is. 6d. W. Th acker 



2491 O'Connor, T. P.— Napoleon. 12 + 416 pp. Dy. 8vo, 1896, cloth, 7s. 6d. 

Chapman & Hall 

2492 Orford, Henry— Modern optical instruments. 100 pp. Illus. Sm. cr. 8vo, 

1896, cloth, 2s. 6d. Whittaker & Co. 



2493 Parish church tracts. By ministers of the church of Scotland. 96 pp Cr. 8vo, 

1896, limp cloth, 9d. net. Marshall Bros. 

2494 Payn, James— The disappearance of George Driffell : a novel. 226 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Smith Elder 

2495 Peacock, Thomas Love — Melincourt, or Sir Oran Haut-ton. 

Illustrated by F. H. Townsend. With an introduction by George Saintsbury. 
Cr. 8vo, 1896, cloth, 3s. 6d. Macmillan 

2496 Peattie, Elia W.— A mountain woman. 251 pp. Sm. 8vo, 1896, cloth. 

3s. 6d. Lawrence & Bullen 

2497 Peet, Rev. Stephen D.— Prehistoric America. Vol. i. The mound 

builders, their works and relics. 24 + 370 pp. Illus. Med. 8vo, 1896, 
cloth, 2 IS. net. Kegan Paul 

2498 Pepys, Samuel— The diary of. Edited by Hy. B. Wheatley. Vol. 8. 

8 + 333 PP' Illus. Dy. 8vo, 1896, cloth, los. 6d. Bell 

2499 Phillpotts, Williams W.— Plain poems. 152 pp. Cr. 8vo, 1896, cloth, 5s. 

SiMPKIN 

2500 Pierson, Rev. A. T.— The coming of the Lord. Part I.— The doctrinal 

centre of the Bible ; Part II. — The poetical centre of the Bible. 80 pp. 
Cr. 8vo, 1896, paper, is. Passmore & Alabaster 

2501 Pierson, Rev. A. T. — ^The hopes of the gospel : a series of sermons delivered 

at the Metropolitan Tabernacle, Newington, S.E. 230 pp. Cr. 8vo, 1896, 
cloth, 2s. 6d. Passmore & Alabaster 

2502 Pritchard, Dr. Urban— Handbook of diseases of the ear. For the use of 

students and practitioners. 3rd edition. 16 + 276 pp. Illus. (Lewis's 
practical series.) Cr. 8vo, 1896, cloth, 6s. H. K. Lewis 

2503 Pulsford, John — Stray thoughts of a lifetime : reflections, suggestions, 

aspirations, etc. 254 pp. Cr. 8vo, 1896, cloth. 3s. 6d. Simpkin 



2504 Queckett microscopical club, Journal of the. April, 1896. Ser. 2, vol. 6, 
No. 38. 88 pp. Two plates. Dy. 8vo, 1896, paper, 3s. 6d. net. 

Williams & Norgate 
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2505 Ravenscroft, B, C.—Caraation culture for amateurs, containing full 

instructions for the culture of carnations of all classes in the open ground and 
in pots. 88 pp. lUus. Cr. 8vo, 1896, paper, is. L. Upcott Gill 

2506 Reade, W. W. — Annals of cricket. Edition de Luxe. 264 pp. Illus. 

Cr. 8vo, 1896, cloth and parchment back, los. 6d. Low 

2507 Reade, W. W.— Annals of cricket 268 pp. Illus. Post 8vo, 1896 

paper, 2s. 6d. Low 

2508 Reeks, Rev. J. S., compiler — St George's hymn-tune book, with 

accompaniments. New and enlarged edition. 105 pp. Dy. 8vo, 1896, 
paper, is. 6d. Burns & Gates 

2509 Reid, Rev. H. M. B.— Lost habits of the religious life. 117 PP- "mo, 

1896, cloth, IS 6d. Marshall Bros. 

2510 Rivington, Rev. Luke — ^The end of religious controversy. New edition. 

483 pp. Cr. 8vo, 1896, cloth, is. 6d. net, paper, is. net. 

Catholic Truth Society 

251 1 Robertson, Dr. W. G. Aitchison — Clinical diagnosis: a practical 

handbook of chemical and microscopical methods. 366 pp. Illus. 
Fcp. 8vo, 1896, cloth, 6s. Scientific Press 

2512 Robins, G, M. (Mrs. L. Baillie Reynolds)— Her point of view, 327 pp. 

Cr. 8vo, 1896, cloth, 6s. Hurst & Blackett 

2513 Robley, Major-General — Moko; or, Maoiri tattooing, ai + 216 pp. Dy. 4tOf 

1896, cloth, 42s. Chapman & Hall 

2514 Rossetti, Olivia, ed.— The Rossetti birthday book. 4 + 278 pp. i6mo, 

1896, cloth, 2S. 6d. Macmillan 

2515 Rossi, Miss L.— An unconventional girl. 260 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Lawrence & Bullen 

2516 Royal Irish Academy, List of the members of the. 32 pp. 8vo, 1896, 

paper, is. Williams & Norgate 

2517 Royal Irish Academy, The proceedings of the. 63 pp. 6 plates. 3rd senes, 

vol. 3. No. 5. 8vo, 1896, paper, 2s. 6d. Williams & Norgate 

25x8 Ruben, Paul— Critical remarks upon some passages of the Old 
Testament 2 + 24+14 pp. 4to, 1896, cloth, 3s. 6d. Luzac 

2519 Ruskin, John— Fors Clavigera. Cheap edition. Vol. 2. 500 pp. Illus. 
Cr. 8vo, 1896, cloth, 6s. G. Allen 



2520 Saint, John James Heath— Registration cases 1843-1896: a digest of 

parliamentary and municipal registration cases. Revised and brought down 
to May, 1896, by Edward Annesley Owen. 528 pp. Post 8vo, 1896, cloth, 

15s. BuTTERWORtH 

2521 Samson, John— Inventions and their commercial development: a 

practical guide for inventors and investors, showing how to invent, what to 
invent, how to patent, and how to make money by inventions ; also company 
promotion as it is, and as it might be. 104 pp. Cr. 8vo, 1896, cloth 
limp, IS. SiMPKiN 

2522 Satoh, H.— Agitated Japan : the life of Baron II. Kamon-no-Kami-Naosukd 

Revised by Wm. Elliot Griffis. 32 + 144 pp. Illus. Fcap. 8vo, 1896, 
canvas, 4s. Kegan Paul 
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2523 Scott, Sir Walter— The downfall of Napoleon : his escape from Elba, the 

battle of Waterloo, captivity in St. Helena, and death. From Sir Walter 
Scott^s life of Napoleon Buonaparte. 224 pp. (Blackie's school and home 
library). Cr. 8vo, 1896, cloth, is. 4d. Blackie 

2524 Scott, Sir Walter— The lady of the lake. Pocket edition. 280 pp. 

(Scott's poetical works series). i6mo, 1896, art canvas, is. A. & C. Black 

2525 Scott, Sir Walter— The lay of the last minstrel Pocket edition. 228 pp. 

(Scott's poetical works series). lomo, 1896, art canvas, is A. & C. Black 

2526 Scott, Sir Walter— The lord of the isles. Pocket edition. 272 pp. (Scott's 

poetical works series). i6mo, 1896, art canvas, is. A. & C Black 

2527 Scott, Sir Walter — Marmion. Pocket edition. 317 pp. (Scott's poetical 

works series). i6mo, 1896, art canvas, is. A. & C. Black 

2528 ) Scott, Sir Walter — Waverley novels. Facsimile reprint of the author's 

2547 ) favourite edition in 48 vols., with all the original plates and vignettes. The 

antiquary, 2 vols. ; Rob Roy, 2 vols. ; The black dwarf ; Old mortality, 2 vols. ; 
The heart of Midlothian, 2 vols. ; The bride of Lammermoor ; The legend of 
Montrose ; Ivanhoe, 2 vols. ; The monastery, 2 vols. ; The abbot, 2 vols. ; 
Kenilworth, 2 vols. ; The pirate, 2 vols. ; Peverial of the peak, 3 vols. ; Quentin 
Durward, 2 vols. ; St. Ronan's well, 2 vols. ; Red gauntlet, 2 vols. ; The 
fortunes of Nigel ; Guy Mannering, 2 vols. ; The talisman ; Woodstock, 2 vols. 
Fcap. 8vo, 1896, cloth, is. 6d. per vol. net., cloth, gilt, 2s. per vol. net., half- 
leather, 2S. 6d. per vol. net. A. Constable 

2548 Scott, Sir Walter— Ivanhoe. Standard edition. 472 pp. Photogravure. 

Cr. 8vo, 1896, buckram, 2s. 6d., half-roan, 3s. 6d. A. & C. Black 

2549 Seal, Horace— The state and its interference. 15 pp. 8vo, paper, 6d. 

Williams & Norgate 

2550 Secondary education. Report of a conference on, held at Cambridge, April 

2ist and 22nd, 1896. 8+136 pp. Dy. 8vo, 1896, paper> is. net. 

Camb. Univ. Press 

2551 Setoun, Gabriel— Robert Burns. 160 pp. (Famous Scott's series). Post8vo, 

1896, art canvas, is 6d. and 2s. 6d. Oliphant, Anderson & Ferrier 

2552 Sewell, Robert — The Indian calendar : with tables for the conversion of 

Hindu and Mohammedan into a.d. dates and vice versi. With notes of 
eclipses visible in India, by Dr. Robert Schram. 12 + 305 pp. Dy. 4to, 
1896, cloth, 31S. 6d. net. Sonnenschein 

2553 ) Shakespeare, William — Works ; edited from the original series by H. Arthur 

2558 ) Doubleday, with the assistance of T. Gregory Foster and Robert Elson. 

Whitehall edition in 12 vols. Vols, i — 6. Vol. i, 428 pp. Love's labour 
lost. Comedy of errors, Two gentlemen of Verona, Midsummer night's dream ; 
vol. 2, 349 pp., Taming of the shrew. Merchant of Venice, Merry wives of 
Windsor ; vol. 3, 336 pp., Much ado about nothing, As you like it. Twelfth 
night ; vol. 4, 488 pp., All's well that ends well. Measure for measure. The 
tempest, A winter's tale ; vol. 5, 405 pp.. King Henry VI., parts i, 2, 3 ; 
vol. 6, 423 pp.^ King Richard III., King John, King Richard II. Imp. i6mo, 
1896, cloth, 5s. per vol. ; buckram, 5s. per vol. ; half-parchment, 6s. per vol. 

Constable 

2559 Shakespeare, William—Tempest: ed. A. W. Verity. 36 + 176 pp. 

(Pitt press series). Ex-fcp. 8vo, 1896, cloth, is. 6d. Camb. Univ. Press 

:q6o Shakespeare, William — Works of. Avon cheap revised edition. Vols. 8 and 9. 
Smsdl cr. 8vo, 1896, cloth, is. net. Kegan Paul 

2561 Sheedy, Rev. M. M.—Christian unity. 116 pp. (American series). 
Fcp. 8vo. 1896, cloth, 2s. net. Burns & Gates 
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2562 Simolin, Baron — ^Two queens: Caroline Matilda of Denmark, and Marie 

Antoinette of France. From the memoirs of Baron Simoli^!^ with a preface by 
Professor Max Miiller. 6 + 161 pp. i8mo, 1896, cloth 2s. ; paper, is. 6d. 

SONNENSCHEIN 

2563 Sinclair, Ven. Archdeacon— Points at issue between the church of 

England and the church of Rome. 1 14 pp. Cr. Svo, 1896, paper, is. 6d. 

Stock 

2564 Smith, F. Hopkinson-— Tom Grogan: with illustrations by Charles S. 

Reinhart. 8 + 247 pp. Illus. Cr. 8vo, 1896, cloth, 6s. Macmillan 

2565 SoUas, W. J., and McHenry, A.— -On a volcanic neck, of tertiary age, in 

the county of Galway. 14 pp- i coloured plate. (Transactions of the 
Royal Irish Academy, vol. 30). 4to, 1896, paper, 2s. 6d. 

Williams & Norgate 

2566 Standing, Percy C— On this high wold. 62 pp. Dy. 8vo, 1896, cloth, 2s. 6d. 

Stock 

2567 Steven, Rev. W.— History of the Scottish church. Vol. 2. 712 pp. 

Dy. 8vo, 1896, cloth, 12s. 6d. David Douglas (Edinburgh). 

2568 Stevens, W.— New Testament written in orthic shorthand. 170 pp. 

Dy. 8vo, 1896, cloth, 7s. 6d. net. C. J. Clay 

2569 Stevenson, Robert Louis— The strange case of Dr. Jekyll and Mr. 

Hyde, with other fables. New edition. 247 pp. (Silver library). 
Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

2570 Stowe, Harriet Beecher— Old town folks. New and cheaper edition. 

547 PP- (Juvenile series). Cr. 8vo, 1896, cloth, 2s. Low 

2571 Stniben, F. P. T.— A geological sketch map of Africa, south of the 

Zambesi, with notes. 44in. x s8in., 1896, 4 sheets, 21s. E. Stanford 

2572 Stubbs, William— The constitutional history of England in its origin 

and development. Vol. 2. 4th edition. 7 + 671 pp. Cr. Svo, 1896, 
cloth, I2S. Clarendon Press 

2573 Suetonius— Life of Augustus, edited by E. S. Shackburgh. 44 + 216 pp. 

Dy. 8vo, 1896, cloth, los. Camb. Univ. Press 

2574 Swan, Annie S. (Mrs. Burnett Smith)— The ayres of Studleigh. Cheap 

edition. 320 pp. Small cr. 8vo, 1896, paper, is. 

Oliphant, Anderson & Ferrier (Edinburgh) 



2575 Tacitus : Annals. Book I. Introduction, texts and notes. Edited by W. F. 

Masom and C. S. Fearenside. 2nd edition. 116 + 15 pp. (The university 
tutorial series). Cr. 8vo. 1896, cloth, 3s. 6d. W. B. Clive 

2576 Taussig, F. W.— Wages and capital : an exammation of the wages fund 

doctrine. 18 + 329 pp. Cr. 8vo, 1896, cloth, 6s. net. Macmillan 

2577 Tee, Eleanor— The sanctuary of suffering, with a preface by the Rev. J. P. 

F. Davidson. 16 + 371 pp. Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

2578 Tennyson, Lord— Idylls of the king. Vol. 17, part 6. The lover's tale, 

and other poems. Vol. 18. (People's edition series). Dy. i6mo, 1896, 
cloth, IS. net, Persian, is. 6d. net. Macmillan 

2579 Terroux, Paul— Phrase book for French scholars: » vocabulary for 

every-day use. 2nd edition. 8 + 86 pp. Pott 8vo, 1896, cloth, is, net 

Williams & Norgate 
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?58o Thackeray, Rev. F. St John— Memoir of Dr. Edward Craven 
Hawtrey. i6 + 268 pp. lUus. Cr. 8vo, 1896, cloth, 7s. 6d. Bell 

?58i Theal, George McCall— The Portugese in South Africa. 16 + 324 pp. 

Cr. 8vo, 1896, cloth, 6s. Fisher Unwin 

2582 Thomson, W. Stewart— One hundred papers in difficult higher 

arithmetic, with answers and hints for solution. 200 pp. Cr. 8vo, 1896, 
boards, 2s. 6d. net. Simpkik 

2583 Thompson, C. H.— Lingulate Wolffias of the United States. 3 plates. 

8vo, 1896, paper, is. net. W. Weslev 

2584 Thurston, Father, ed. — First communion. 495 pp. (Quarterly series). 

Cr. 8vo, 1896, cloth, 6s. 6d Burns & Gates 

2585 Torrey, Bradford— Spring notes from Tennessee. 223 pp. i6mo, 1896, 

cloth, 5s. net. Gay & Bird 

2586 Trelease, W.—Juglandaceae of the United States. 25 plates. 8vo, 1896^ 

paper, 2s. net. W. Wesley 

2587 Trench, Richard C, Archbishop— English past and present isth 

revised edition. 10 + 392 pp. Fcap. 8vo, 1896, cloth, 5s. Kegan Paul 

2588 Turgot, Bishop of St. Andrews— The life of Saint Margaret, Queen of 

Scotland. Edited by Leith William Forbes. 3rd edition. 90 pp. lUus. 
Cr. 8vo, 1896, cloth, 3s. 6d. net. David Douglas (Edinburgh). 



2589 Vaughan, H. S.— The way about Devonshire. 200 pp. Illus. Post 8vo, 

1896, paper, is. Iliffe. 

2590 Vergil — Aeneid. Book n. Introduction, text and notes. Edited by A. H. 

AUcroft and W. F. Masom. 98 pp. (The university tutorial series). 
Cr. 8vo, 1896, cloth, is. 6d. W. B. Clive. 



2591 Wagner, Leopold, ed.— Modern political orations. 15 + 344 pp. Cr.8vo,. 

1896, cloth, 6s. Fisher Unwin 

2592 Waite, A. E.— Devil worship in France on the question of Lucifer : a 

record of things seen and heard in the secret societies according to the 
evidence of initiates. 12 + 325 pp. Cr. 8vo, 1896, cloth, 5s. net. 

G. Redwav 

2593 Waterland, Daniel, ed.— A review of the doctrine of the Eucharist. 

3rd edition. 674 pp. Cr. 8vo, 1896, cloth, 6s. 6d. Clarendon Press^ 

2594 Weber, Dr. Hermann, and Weber, Dr. F. Parkes— The spas and mineral 

waters of Europe. 12 + 380 pp. Cr. 8vo, 1896, limp cloth, 6s. 

Smith Elder 

2595 Webb, Sydney, and Beatrice— The history of trade unionism. With. 

map and full bibliography of the subject. 2nd edition. 16 + 558 pp. 
8vo, 1896, cloth, 1 8s. Longmans- 

2596 Wesley, W. H.— General index to vols. 30 to 52 of the monthly notices 

ofthe Royal Astronomical Society, 1869— 1892. 8 + 208 pp. 8vo, 1896, 
paper boards, 5s. Williams & Norgate 

2597 Wigram, John R.— A method of using common petroleum as 

the illuminant for beacons and buoys. 4 PP- 2 illus. (Scientific 
proceedings of the Royal Dublin Society, vol. 8, new series, part 5, No. 47)^ 
8vo, paper, 6d. Williams & Norgate 

2598 Wilkinson, J. Frome.— Voluntary schools and the Government Bill, 

setting forth the educational work ofthe Church. 24 pp. Dy. 8vo, 1896, 
paper, 6d. Bemrose. 
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2599 Wilkinson, Spenser— The nations awakening. 302 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Constable 

2600 Williams, T. Cyprian— Lyrics of Lincolns Inn, with notes for the benefit 

of the unlearned. 60 pp. 4to, 1896, boards, 2s. 6d. Sweet & Maxwell 

2601 Williamson, Benjamin— An elementary treatise on the integral 

calculus ; containing applications to plane curves and surfaces, and also a 
chapter on the calculus of variations, with numerous examples. 7th edition 
revised and enlarged. 17 + 512 pp. Cr. 8vo, 1896, cloth, los. 6d. 

Longmans 

2602 Wood, H. F.— Egypt under the British. 9 + 211 pp. Cr. 8vo, 1896, 

cloth, 4s. Chapman & Hall 

2603 Woodward, C. J.— Crystallography for beginners, with an appendix on 

the use of the blow pipe and the determinations of common minerals after the 
method of Dr. Albin Weisbach. 172 pp. Cr. 8vo, 1896, cloth, 4s. 6d. 

SiMPKIN 

2604 Wordsworth, William, Poems of. Edited by William Knight. Vol. 5. With 

portrait and vignette etched by H. Manesse. (Eversley series). Globe 8vo, 
1896, cloth, 5s. Macmillan 

2605 Worthy, Charles — Devonshire wills : a collection of annotated testamentary 

abstracts, together with the family history and genealogy of many of the most 
ancient gentle houses, of the West of England. 12 + 516 pp. Roy. 8vo, 
1896, cloth, 30s. net. Bemrose 

2606 Yonge, C. M.— The release ; or, Caroline's French kindred. 10 + 317 PP- 

Cr. 8vo, 1896, cloth, 6s. Macmillan 

2607 York journal of convocation, The. Containing the acts and debates of the 

convocation of the province of York in the sessions of February 13 and 14 
and April 9 and 10, 1896. 210 pp. 8vo, 1896, paper, 2s. 6d. Simpkin 



Errata in New Book List, No. 3, 1896. 

FOR 

1003 and 1380, 

Read— 

1003 De Quincey, Thomas— Confessions of an opium eater, with introduction 
and notes by Mark Hunter. 76 + 398 pp. (Bell's English classics). 
Cr. 8vo, 1896, 2s. 6d. G. Bell 

1380 Winthrop, Theodore — Cecil Dreeme : a novel. 272 pp. Illus. (Oxford 
library series). Cr. 8vo, 1896, cloth, 2s. Walter Scott 



Errata in New Book List, No, 5, 1896. 

FOR 2078 

Read— 

2078 Le Plongeon, Augustus— Queen Moo and the Egyptian sphinx. 

65 + 277 pp. Illus. Dy. 8vo, 1896, cloth, j£i los. net. Kegan Paul 
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2608 Allen, James T. — ^John G. Paton : missionary to the New Hebrides. 2nd 

edition. 64 pp. Illus. (Memoirs of mighty men.) 8vo, 1896, cloth, 6d. 

R. L. Allan (Glasgow) 

2609 Allen, James T.— The man and his wonderful message. Charles 

Haddon Spurgeon. 3rd edition. 64 pp. Illus. (Memoirs of mighty men 
series). 8vo, 1896, cloth, 6d. R. L. Allan (Glasgow) 

26x0 Allnutt, E. J.— Seed and shower. 163 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

J. NiSBET 

2611 Annuaire Frangais des Mines d'or Transvaal-Sud-Afrique. 792 pp. 

Fcp. long 8vo, 1896, cloth, ss. net. Effingham Wilson 

2612 Appleby, C. J.— Handbook of machinery: section i. 99 pp. Illus. 

Dy. 8vo, 1896, cloth, 3s. 6d. E. & F. N. Spon 

26x3 Archer, Thomas— The highway of letters and its echoes of famous 
footsteps. Cheap edition. 516 pp. Illus. Dy. 8vo, 1896, cloth, 55. 

Cassell 

2614 Argyll, Duke of— Our responsibilities for Turkey. 166 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. John Murray 

2615 Arnold, Matthew— Alaric at Rome, and other poems. 360 pp. (Nineteenth 

century classics). Cr. 8vo, 1896, cloth, 2s. 6d. Ward Lock & Bowden 

2616 Baddeley, M. J. B., ed.— -Guide to Glasgow. 17th edition. 86 pp. Illus. 

with maps and plans. (Black's guides). Fcp. 8vo, 1896, paper, is. 

A. & C. Black 

2617 Baedeker, Karl — London and its environs. loth edition. 424 pp. 

3 maps, 20 plans. Roy. i2mo, 1896, cloth, 6s. Dulau 

2618 Ballard, Rev^ Frank— The smoking craze. 105 pp. Sm. post 8vo, 1896, 

paper, 9;<.<^et. D. B. Friend & Co. (Brighton) 

2619 Ballinger, John — Cardiff: an illustrated handbook. 8 + 246 + 14 pp. 

Illus. Dy. 8vo, 1896, cloth, is. net Western Mail (Cardiff) 

2620 Ballinger, John— The Cardiff free libraries. 42 pp. Illus. Dy. 8vo, 

1896, cloth, 2S. Lewis (Cardiff) 

2621 Balzac, Honors de— Pierrette and the Abb^ Birotteau, translated by 

Clara Bell, with preface by George Saintsbury. 10 + 240 pp. Illus. 
Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

2622 Barclay, Robert— The disturbance in the standard of value. 2nd edition. 

16 + 166 pp. 3 portraits. Cr. 8vo, 1896, cloth, 2s. Effingham Wilson 

2623 Barker, L. — Needlework patterns by paper folding. Arranged to meet 

the requirements of schedule 3 of the code scholarship and certificate examina- 
tions. 22 pp. Illus. Roy. i6mo, boards, is. Simpkin 

2624 Bascom, John—Social theory, a grouping of social facts and principles. 

15 + 550 PP- (Library of economics and politics, vol. 7.). Cr. 8vo, 
1896, cloth, 9s. Gay & Bird 

2625 Bannatyne, Dr. Gilbert A.— Rheumatoid arthritis, its pathology, morbid 

anatomy and treatment. 173 pp. La. 8vo, 1896, cloth, 7s. 6d. net. 

John Wright (Bristol) 

2626 Beaure, Prof. A.— Manuel pratique de la correspondance et des 

operations de commerce. Part II. 157 pp. Dy. 8vo, 1896, 
paper, 3s. 3d. Effingham Wilson 

2627 Bichromate salts in photography : Six lectures before the affiliation of 

photographic societies. 28 pp. Roy. 8vo, 1896, paper, is. 

Dawbarn & Ward 

2628 Beeman, G. B., and Mathieson, F. C— Australian mining manual A 

handy guide to the west Australian market. 233 pp. Map. Fcp. long 8vo, 
1896, limp cloth, 4s. net Effingham Wilson 
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2629 Beerbohm, Max— Works: with bibliography by John Lane. 179 pp. 

Sq. i6mo, 1896, cloth, 4s. 6d. net. John Lm 

2630 Bell, Mackenzie — Spring's immortality, and other poems. 3rd edition. 

160 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Ward, Lock & Bowden 

2631 Benecke, E. F. M.— Antimachus of Colophon, and the position of 

women in Greek poetry : a fragment, pnnted for the use of scholars. 
8 + 256 pp. Cr. 8vo, 1896, cloth, 6s. Sonnenschein 

2632 Bengough, Major-Gen. H. M.— Thoughts on modem tactics. 50 pp. 

With plate. Cr. 8vo, 1896, paper, is. 6d. Gale & Polden 

2633 Bennett's handbook for travellers in Norway. 28th revised edition. 

274 pp. 17 maps. Cr. 8vo, 1896, cloth, 2s. 6d. Simpkin 

2634 Bjdmson, Bjttmstjeme— The fisher lass. 6 + 291 pp. Fop., 1896, 

cloth, 3s. net. Heinemann 

2635 Black, C. B., ed. — Channel isles : Jersey, Guernsey, Herm, Sark, Alderaey. 

and western Normandy. 8th edition. 134 pp. With maps and plans. 
(Black^s guides). Fcp. 8vo, 1896, paper, is. ; cloth, with extra maps, 2s. 6d. 

A. & C Black 

2636 Blackie's science handbook, standard V. : a companion to " Young Chemists." 

28 pp. lUus. Cr. 8vo, 1896, limp cloth, 6d. Blackie 

2637 Blaxland, G. Cuthbert— Ma]rilower essays on the story of the Pilgrim 

Fathers, suggested by Governor Bradford's United States history. 
8 + 146 pp. With reproduction of Captain Smithes map of New England. 
Cr. 8vo, 1896, cloth, 2s. 6d. Ward & Downey 

2638 Bloomfield, J. H. — A Cuban expedition. 296 pp. Imp. i6mo, 1896, 

cloth, 6s. Downey 

2639 Blyth, Right Rev. F. Popham— The third triennial charge. 64 pp. 

Dy. 8vo, 1896, paper, is. Wells, Gardner, Darton & Co. 

2640 Bonaparte, H.H. Princess Laura— The Greek E. 382 pp. lUus. PostSvo, 

1896, art linen, 6s. H. S. Nichols 

2641 Boothby, Guy— The beautiful white devil. 300 pp. lUus. Cr. 8vo, 1896, 

cloth, 5s. Ward, Lock & Bowden 

2642 Bourne, C. E.— The great composers, or stories of the lives of eminent 

musicians. 7th edition. 352 pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. 

Sonnenschein 

2643 Branthwaite, Jasper, and Maclean, Frank— Two knapsacks in the 

Channel Islands. Illustrated by Victor Prout. 126 pp. (Holiday series). 
4to, 1896, paper, is. Jarrold 

2644 Brown, J. T. T. — ^The authorship of the Kingis quair : a new criticism. 

100 + 12 pp. Dy. 8vo, 1896, cloth, 4s. net. Maclehose (Glasgow). 

264s Bryant, William CuUen, ed.— -Picturesque America. Popular znd 
edition. 298 pp. lUus. Roy. 4to, 1896, cloth, i8s. Cassell 

2646 Building world : an illustrated weekly trade journal. Half-yearly vol. 424 PP- 

4to, 1896, cloth, 4s. Cassell 

2647 Burdett, Henry C— Hospitals and charities, 1896 : being the year book of 

philanthropy. 7 th year. 960 pp. Cr. 8vo, 1896, cloth, 5s. 

Scientific Press 

2648 Burkitt, F. C— The old Latin and the Itala. 8+96 pp. (Texts and 

studies, Vol. IV., No. 3). Dy. 8vo, 1896, paper, 3s. net. Camb. Univ. Press 

2649 Burleigh, Bennett— Two campaigns : Madagascar and Ashantee. 555 PP* 

r us. Dy. 8vo, 1896, cloth, 16s. Fisher Unwin 

2650 Burns, Robert— Complete poetical works. People's centenary edition. 

598 pp. Cr. 8vo, 1896, limp, is. net. Simpkin 
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2651 Bums, Robert— Poems, epistles, songs, epigrams, Md 'el^itaphs. 

Edited by James Manson. In memoriam edition. 2 vols. Sm. cr. 8vo, 
1896, cloth, ss. Clement Wilson 

2652 Butler, Rayne— In the power of two : the spider and the fly. 242 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Simpkin 

2653 Byrne, Rev. F. D.— Prayers for the people. 153 pp. i8mo, 1896, cloth, 2s. 

Burns & Oates 



2654 Cambridge, Ada— A humble enterprise. 256 pp. lUus. Cr. 8vo. 1896, 
cloth, 3s. 6d. Ward, Lock & Bowden 

265s Campbell, James Dykes—Samuel Taylor Coleridge : a narrative of the 
events of his life. 2nd edition. 48 + 324 pp. Frontispiece. Dy. 8V9, 
1896, cloth, I OS. 6d. Macmillan 

2656 Carmichael, Montgomery— Sketches and stories: grave and gay. 

224 pp. Cr. 8vo, 1896^ cloth, 3s. 6d. A. Constable 

2657 Carnegie, Rev. W. H.— Some principles of religious education. 93 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. John Murray 

2658 Castle, Mrs. Egerton— My little Lady Anne. 153 pp. (Pierrot's library). 

Sq. i6mo, 1896, 2s. net. John Lane 

2659 Cayley, A.— Collected mathematical papers. Vol. 10. 14 + 616 pp. 

Dy 4to, 1896, quarter vellum, 25s. Camb. Univ. Press 

2660 Chaffey, M. Ella— The youngsters of Murray Home. 336 pp Illus. 

Cr. 8vo, 1896, cloth, 3s. 6d. Ward, Lock & Bowden 

2661 Chitty, J.— A treatise on the law of contracts. Edited by J. M. Lely. 

13th edition. 106 + 806 pp. Roy. 8vo, 1896, cloth, 30s. 

Sweet & Maxwell 

2662 Clarke, Charles Cowden— The riches of Chaucer : in which his impurities 

have been expunged ; his spelling modernised ; his rhythm accentuated ; and 
his obsolete terms explained ; also have been added a few explanatory notes 
and a new memoir of the poet. 4th edition. 16 + 628 pp. Illus. Cr. 8vo, 
1896, cloth, 7s. 6d. Macmillan 

2663 Clarkson, Dr. Arthur — A text book of histology : descriptive and practical. 

554 pp. Illus. La. 8vo, 1896, cloth, 21s. net. John Wright (Bristol) 

2664 Clerk, Dugald— The gas and oil engine. 6th revised and enlarged edition. 

12 + 558 pp. Illus. Cr. 8vo, 1896, cloth, 15s, Longmans 

2665 Clueton, Charles— Horses worth following. Midsummer edition. 32 pp. 

i2mo, 1896, paper, 6d. Edmund Seale 

2666 Commons, John R. — Proportional representation. 298 pp. (Library of 

economics and politics, vol. 8). Cr. 8vo, 1896, cloth, 9s. Gay & Bird 

2667 Cook, Thomas — In a far country. 128 pp. Cr. 8vo, 1896, cloth extra, 3s. 

A. Gardner 

2668 Cooke, John, ed.— Handbook for Ireland. 5th edition. 560 pp. Maps 

and plans. Cr. 8vo, 1896, cloth, 9s. John Murray 

2669 Copying manuscripts, for the use of candidates for a ist class certificate of 

education, with key. 2nd edition, 34 pp. Fcp., 1896, paper. 2s. 

Gale & Polden 

2670 Corder, F.— The orchestra, and how to write for it. 115 pp. With 

examples. (Modem method series). Fol., 1896, cloth, los. 6d. net. 

Robert Cocks 

2671 Cornish, C, J. — Animals at work and play : their emotions and activities. 

12 + 323 pp. Illus. La. cr. 8vo, 1896, cloth, 6s. Seeley 
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2672 Cotton, J.— Suggestions in architectural design. Prefaced by thoughts 

on architectural progress. 10 pp. lUus. 4to, 1896, cloth, 35s. net. 

Batsford 

2673 Couch, A. T. Quiller— Adventures in criticism. 45^ pp. Cr. 8vo, 1896, 

buckram, 6s. Cassell 

2674 Cowan, Thomas William— The British bee-keeper's guide book. 14th 

thoroughly revised edition. 176 + 12 pp. lUus. Fcp. 8vo, 1896, paper, 
IS. 6d., cloth, 2s. 6d. Houlston 

2675 Craig, R. Manifold— The sacrifice of fools. 330 PP- Cr. 8vo, 1896, 

4s. 64 net John Lane 

2676 Craik, Mrs. (Dinah Maria Muloch) — Mistress and maid. New edition. 

354 PP- Cr. 8vo, 1896, cloth, 3s. 6d. Hurst & Blackett 

2677 Crane's Universal directory and diary for manufacturers and 

merchants of United Kingdom, and buyers' guide with colonial appendix. 
464 pp. With trade marks, &c. Fcp., 1896, cloth, 5s. 

Crane, Crane & Co. 

2678 Crocker, F. B.— Electric lighting. Vol. i. 444 pp. lUus. Dy. 8vo, 

1896, cloth, I2S. 6d. E. & F. N. Spon 

2679 Cudlip, Rev. Pender H.— Meditations on the revelations of the 

resurrection, viewed in connection with the Holy Eucharist. 76 pp. 
Cr. 8vo, 1896, cloth, is. 6d. net; paper, is. net. Mowbray 

2680 Cumming, James Elder— The blessed life : its purity, peace, and prayer, 

with a chapter on Keswick. 2nd edition. 192 pp. Cr. i6mo, 1896, boards, 
IS., IS. 6d. Drummond's Tract Depot (Stirling) 

2681 Cyclist's route map of England and Wales.. 4th edition. 8vo, 1896, 

cloth, IS. L. Upcott Gill 

2682 Dairyman's, pig-breeder*s and poultry-keeper's year book, 1896. 1 60 pp. 

Cr. 8vo, 1896, paper, is. Cable Office 

2683 Daudet, Alphonse — Artists* wives. Translated by Laura Ensor. 224 pp. 

lUus. Cr. 8vo, 1896, cloth, 2s. 6d. net. J. M. Dent 

2684 Daunt, W. J. O'Neill— A life spent for Ireland : being the memoirs of 

J. O'Neill Daunt, edited by his daughter. 2nd cheaper edition. 20 + 420 pp. 
Frontispiece. Dy. 8vo, 1896, limp cloth, 5s. Fisher Unwin 

2685 Davies, Rev. J. Sanger — Dolomite strongholds : the last un-trodden Alpine 

peaks. 2nd edition. 16 + 176 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. 

G. Bell 

2686 Davis, Lt.-Col. Newnham— Three men and a god. 242 pp. (Princess 

series). Cr. 8vo, 1896, art canvas, 3s. 6d. Downey 

2687 Dawe, W. Carlton— The Emu's head : a chronicle of Dead Man's Flat. 

New edition. 8 + 332 pp. (Adelphi series). Cr. 8vo, 1896, cloth, 2s. 6d. 

Ward & Downey 

2688 De la Mothe-Langon, Baron Etienne L^on— Memoirs of Madame 

du Barri. 4 vols. Portraits. (Historic memoir series). Dy. 8vo, 1896, 
cloth, ;^2 2s. H. S. Nichols 

2689 Denton, E. Bailey— Sewage purification. 44 PP- IHus. Dy. 8vo, 1896, 

cloth, ss. E. & F. N. Spon 

2690 Devereux, Roy— The ascent of woman. 188 pp. (Eve's Library). 

Cr. 8vo, 1896, cloth, 3s. 6d. John Lane 

269X Devon and Cornwall court guide and county blue book : a 

fashionable record, professional register, and general survey of the counties ; 
with numerous coloured maps by W. & A. K. Johnston, and edition. 722 pp. 
Illus. Cr. 8vo, 1896, cloth, los. 6d. C. W. Deacon 
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2692 Dickson, Elliott— My Baghdad. 24 + 160 pp. Cr. 8vo, 1896, cloth, 6s. 

Fisher Unwin 

2693 Diehl, Alice M.— A modern Helen. 2 vols. Cr. 8vo, 1896, cloth, 12s. 

Hurst & Blackett 

2694 Dixon, Frank H.— State railroad control : with a history of its development 

in Iowa. 9 + 251 pp. (Library of economics and politics, vol. 9). 
Cr. 8vo, 1896, cloth, 9s. Gay & Bird 

269s Dixon, James Main— Dictionary of idiomatic phrases. New edition. 
384 pp. Post 8vo, 1896, cloth, 3s. 6d. T. Nelson 

2696 Dod's Parliamentary companion for 1896, 64th year. 72nd issue. 394 pp. 

32 mo., leatherette, 4s. 6d. Whittaker & Co. 

2697 Doyne, Robert W.— Notes on the more common diseases of the eye, 

with test types. 50 pp. Cr. 8vo, 1896, cloth limp, 2s H. K. Lewis 

2698 Duffy, Sir Charles Gavan— Young Ireland: a fragment of Irish 

history. 2 vols. Vol. I., 1840-45. 16 + 196 pp. Illus. Dy. 8vo, 1896, 
paper, 2s. Fisher Unwin 

2699 Dunstan, Ralph— Exercises in voice production and enunciation, for 

speakers and readers. 68 pp. Cr. 8vo, 1896, cloth, is. 6d. Simpkin 

2700 Dutton, Dr. Thomas— -Obesity : its cause and treatment. 8-1-42 pp. 

Cr. 8vo, 1896, cloth, is. 6d. net. Hirschfeld 

2701 Eckenstein, Oscar— The Karakorams and Kashmir. 16 + 253 pp. 

Cr. 8vo, 1896, cloth, 6s. Fisher Unwin 



2702 Edinburgh hospital reports. Vol. 4. Edited by Dr. G. A. Gibson, C. W. 

Cathcart, John Thomson, D. Berry Hart. 16 + 606 pp. Illus. 8vo, 1896, 
cloth, I2S. 6d. net. Y. J. Pentland 

2703 Educational Times, The journal of the College of Preceptors. Vol. 48. Jan. 

to Dec, 1895. 552 pp. 4to, 1896, cloth, 7s 6d. Hodgson 

2704 Edwards, J.— Hemiptera Homoptera of the British Islands. Part VII. 

32 pp. Illus. Sup. roy. 8vo, 1896, paper, 5s. net. L. Reeve 

2705 Edwards, O. M.— Cartrefi C]rmru: Homes of Wales. 144 pp. Illus. 

(Heath flower series). Cr. 8vo, 1896, cloth, is. Hughes & Son (Wrexham) 

2706 Elliot, Anne— Lord Harboroug^b. 3 vols. Cr. 8vo, 1896, cloth, i8s. 

Hurst & Blackett 

2907 Ellis, J. J.— Life story of William Carey. 3rd edition. 64 pp. Illus. 
(Memoirs of mighty men). 8vo, 1896, cloth, 6d. R. L. Allan (Glasgow) 

2708 Ellis, J. J.— Life story of George Whitefield. 2nd edition. 64 pp. Illus. 

(Memoirs of mighty men). 8vo, 1896, cloth, 6d. R. L. Allan (Glasgow) 

2709 Eversley, William Pinder— The law of domestic relations, including 

husbiajid and wife, parent and child, guardian and ward, infants, and master 
and servant. 2nd edition. loii pp. Roy. 8vo, 1896, cloth, 38s. 

Stevens & Haynbs 



2710 Faithful dead, The : by a lay churchman. 130 pp. Small cr. 8vo, 1896, 

cloth, 2S. 6d. J. NlSBET 

2711 Family budg^etS : being the income and expenses of twenty-eight British 

households, 1891-94. Compiled for the Economic Club, with an introduction 
by Charles Booth, Ernest Aves, and Henry Higgs. 76 pp. Roy. 8vo, 1896, 
paper, 2s. 6d. R S. King 

2712 Farrar, Rev. Frederic W.— Gathering: clouds : a tale of the days of St. 

Chrysostom. New edition. 14 + 593 pp. Cr. 8vo, 1896, cloth, 7s. 6d. 

Longmans 
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27x3 Fenby, Walter— Turf gems. Summer edition. 24 pp. i2mo, 1896, paper, 6d. 

E. Seale 

2714 Fergusoni R. Menzies— Wallace : a poem. 104 pp. Cr. 8vo, 1896, 
cloth, as. 6d. A. Gardner 

27x5 Field, Eugene— The love affairs of a bibliomaniac. 253 pp. Post 8vo. 
1896, linen, 3s. 6d. net. John Lane 

2716 Fisher, Prof. G. P.— History of christian doctrine. 583 + 16 pp. 

(International theological library). Post 8vo, 1896, cloth, 12s. 

T. & T. Clark (Edinburgh) 

2717 Fitzgerald, Percy— Life of Sterne. 2 vols. Portrait. Cr. 8vo, 1896, 

cloth, IDS. Downey 

2718 Five services for public worship, with services for special occasions. 104 pp. 

Cr. 8vo, 1896, cloth, is. 6d. net. Philip Green 

27x9 Fleming, Prof. J. A.— Electric and magnetic research at low 
temperatures. 30 pp. Illus. (Proceedings of the Royal Institution). 
8vo, 1896, paper, is. Royal Institution 

2720 Fletcher, J. S.— Life in Arcadia. 266 pp. Illus. (Arcady library). 

Cr. 8vo, 1896, cloth, 5s. net. John Lane 

2721 Forrest, Surgeon Capt. J. R.— The soldier's health and how to preserve 

it. 40 pp. Cr. i6mo, 1896, limp cloth, 6d. Gale & Polden 

2722 Forrest, R. E.— The bond of blood. 96 pp. (Little Novels, vol. 6), 

Demy i2mo, 1896, paper, 6d; cloth, is. Fisher Unwin 

2723 Forster, . Joseph — Studies in black and red: famous criminals. 

6 + 320 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Ward & Downey 

2724 Forth, George.— March hares. 272 pp. (Lane's library.) Cr. 8vo, 

1896, cloth, 3s. 6d. net. John Lane 

2725 Fothergill, W. E.— Manual of midwifery for the use of students and 

practitioners. 502 pp. Illus. Cr. 8vo, 1896, cloth. los. 6d. Simpkin 

2726 Frankland, Edward.— The past, present and future water supply of 

London. 22 pp. (Proceedings of the Royal Institution). 8vo, 1896, 
paper, is. Royal Institution 

2727 Fremantle, Hon. T. F.— Notes on the rifle. 180 pp. Illus. Dy. 8vo, 

1896, half-bound, 5s. net. Vinton 

2728 French and English Reader, No. 2. 127 pp. (Royal School series.) 

32 mo, 1896, cloth, IS. T. Nelson 

2729 Friedlander, M. — Text book of Jewish religion. 4th edition. 

12 + 98 pp. Cr. 8vo, 1896, cloth, is. 6d. Kegan Paul 

2730 Froude, James Anthony. — Lectures on the Council of Trent. Delivered 

at O^ord, 1892-3. New cabinet edition. 8 + 339 pp. Cr. 8vo, 1896, 
cloth, 6s. Longmans 

2731 Fuller, Andrew S.— The nut culturist: a treatise on the propagation, 

planting and cultivation of nut-bearing trees and shrubs. 8-1- 289 pp. 
Illus. Cr. 8vo, 1896, cloth, 7s. 6d. Kegan Paul 

2732 Fuller, Henry B.— The puppet-booth: twelve plays. 212 pp. Cr. 8vo. 

1896, cloth, 4s. 6d. net. John Lanb 

2733 FuUerton, Lady Georgiana.— Seven stories. 4th edition. 279 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. Burns & Oates 

2734 Gy L.— Simple sketches of England and her churchmen in the middle 

ages. 208 pp. Frontispiece. Cr. 8vo, 1896, cloth, 2s. 6d. 

Wells Gardner, Darton 

2735 Galton, F. W., ed.— Workers on their industries. 2nd edition. 

16 + 240 pp. (Social science series). Cr. 8vo, 1896, cloth, 2s 6d. 

Sonnenschkin 

134 



Digitized by 



Googl( 



2736 Ganty Dr. S. G., and Alling^ham, H. W.— Diagnosis and treatment of 

diseases of the rectum, anus, and contiguous textures. 399 + 13 pp. 
das* Roy. 8vo, 1896, cloth, 19s. Rebman Publishing Co. 

2737 Gamett, Annie— Notes on handspinning. 23 pp. 4 plates. Post Svo, 

1896, vdlum wnp^eXf, is. 6d net Dulau 

2738 Garnetiv Richard^Dante, Petrarch, Camoens. CXXIV. sonnets, ren- 

dered in English 147 pp. Or. 8vo, 1896, 5s. net. John Lane 

2739 Gamett, Richard — Portfolio, summer number : Richmond on the Thames, 

its literary and historical associations. 4+100 pp. lUus. Sup. roy. Svo, 
1896, paper, 3s. 6d. net Seeley 

2740 Geary, Sir William Nevill— A lawyer's wife : a tale of two women and 

some men. 311 pp. Cr. Svo, 1896, cloth, 4s. 6d. net John Lane 

2741 Geddie, John — ^The Balladists. 160 pp. (Famous Scots series). Post Svo, 

1896, art canvas, is. 6d. and 2s. 6d, Oliphant, Anderson & Ferrier 

2742 ) Geikie, Dr. Cunningham— Hours with the Bible ; or the Scriptures in the 

2750 j light of modem discovery and knowledge. New edition, largely re-written, 

complete in 12 vols. Old Testament. — Vol i, Creation to the Patriarchs. 
15+447 PP- Vol 2, Moses to Judges. 596 pp. Vol. 3, Samson to 
Solomon. 550 pp. Vol. 4, Rehoboam to Hezekiah. 515 pp. Vol. 5, 
Manasseh to Zedekiah. 462 pp. Vol. 6, Exile to Malachi. 560 pp. New 
Testament — Vol. 7, The Gospels. 8 + 520 pp. Life and epistles of St. 
Paul, 2 vols. Cr. Svo, 1896, cloth, 6s. each. Longmans 

2751 Greikie, Dr. Cunningham— Life and words of Christ Cabinet edition. 

2 vols. Cr. 8vo., 1896, cloth, 12s. Longmans 

2752 Geikie, Dr. Cunningham— Life and words of Christ. Cheap edition 

without notes. Revised throughout with new index. 7 + 748 pp. Dy. 8vo, 
1896, cloth, 7s. 6d. Longmans 

2753 Geikie, Dr. Cunningham— The English reformation. loth edition. 

6 + 512 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

2754 Geikie, Dr. Cunningham— Entering on life : a book for young men. New 

edition. 4 + 298 pp. Cr. 8vo., 1896, cloth, 2s. 6d. Longmans 

2755 Geikie, Dr. Cunningham— Landmarks of Old Testament history. 

8 + 525 pp. Cr. Svo, 1896, cloth, 3s. 6d. Longmans 

2756 Geikie, Dr. Cunningham — Old Testament characters. With many illus- 

trations. New edition, enlarged, with 58 illustrations. 12 + 484 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

2757 Geikie, Dr. Cunningham— The precious promises, or light from beyond. 

New edition. 6 + 294 pp. Cr. 8vo, 1896, cloth, 2s. Longmans 

2758 Gerard, Dorothea— An arranged marriage. New edition. 324 pp. 

(Books for girls series). Cr. 8vo, 1896, cloth, 2s. 6d. Longmans 

2759 Gillen, Alma— The passion of passions: poems. 126 pp. Cr. 8vo. 1896, 

cloth, 5s. het SiMPKiN 

2760 Glyn, L. E., and Jackson, F. S.— Mayor's court practice. 2nd edition. 

417 pp. Dy. 8vo, 1896, cloth, 17s. Buti'erworth 

276Z Godfrey, W. S. — Against killing customs: in praise of vegetarianism. 
74 pp. Long i2mo, 1896, paper, 6d. net. Simpkin 

2762 Golden penny. Jan. to June, 1896. About 500 pp. lUus. (Half-yearly). 

Svo, 1896, cloth, 3s. Graphic Office 

2763 Goodall, Dr. E. W., and Wasbbourn, J. W.— A manual of infectious 

diseases. 370 pp. Illus. Dy. 8vo, 1896, cloth, 15s. H. K. Lewis 

2764 Goodloe, Abbe Carter.— College girls. 283 pp. Illustrated by C. D. 

Gibson. Cr. 8vo, 1896, art linen, 6s. ' Downey 

2765 Goodwin, Maud Wilder.— Dolly Madison. 288 pp. Portrait. Post 8vOi 

1896, cloth, 5s. John Murray 
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2766 Gordon, W. J.— Our Country's flowers and how to know them : being 

a complete guide to t\\e flowers and ferns of Britain. With an introduction 
by the Rev George Henslow. 13th thousand. 156 pp. Illus. Cr. 8vo, 

1896, cloth, 6s. SiMPKIN 

2767 Gosse, Edmund.— Firdausi in exile and other poems. Re-issue of 

ist edition. 10 + 224 pp. Frontispiece. Fcp., 1896, cloth, 3s. 6d. net 

Heinemann 

2768 Gosse, Edmund.— The naturalist of the sea shore: life of Philip 

Henry Gosse. 10 + 387 pp. Portrait (Great lives and events series). 
8vo, 1896, cloth, 6s. Heinemann 

2769 Gould, Rev. Prof. E. P. — SL Mark : a critical and exegetical commentary on 

the Gospel according to. 317 + 57 pp. (International critical commentary 
series). Impl. 8vo, 1896, cloth, los. 6d. T. & T. Clark (Edinburgh) 

2770 Gould, Dr. Geo. M., ed.— The American year book of medicine and 

surgery, by 28 associates, 1896. 1,200 pp. Illus. Impl. 8vo, 1896, 
cloth, 38s. Rebman Publishing Co. j 

2771 Graham, William.— The facts of being : a concurrent study of, and a 

compilation from, the divine word and the theological works of Emanuel 
Swedenborg. 20 + 579 pp. Portrait of author. Cr. 4to, 1896, cl©th. 
7s. 6d., net James Speirs 

2772 Grant, John Cameron. — ^Torriba : a Princess of the Amorayes. 184 pp. 

Fcp. 8vo, 1896, cloth, 28. 6d. Constable 

2773 Graves, Charles L.— More Hawarden Horace. 18 + 97 pp. Small post 

8vo, 1896, cloth, 3s. 6d. Smith Elder 

2774 Green, John Richard— History of the English people. Vol. 8— Modern 

England, 1760 — 1815. 8 + 296 pp. Maps. (Eversley series). Globe 
8vo, 1896, cloth, 5s. Macmillan 

2775 Green, Rev. E. Tyrrell— The thirty-nine articles, and the age of the 

reformation. 456 pp. Dy. 8vo, 1896, cloth, los. 6d. 

Wells Gardner, & Darton 

2776 Green, Prof. T. Reynolds— A manual of botany. Vol 2— Classification 

and physiology. 541 pp. Illus. Cr. 8vo, 1896, cloth, los. 

J. & A. Churchill 

2777 Gregory, T. W.— The great Rift valley. East Africa^ 422 pp. Illus. 

8vo, 1896, cloth, 2 IS. John Murray 

2778 ) Greville, Charles C. F.— The Greville memoirs : a journal of the reigns 

2780 j of King George IV., King William IV., and Queen Victoria. Edited by 

Henry Reeve, corresponding member of the Institute of France. New 
edition, in 8 vols. Vol I. 24 + 432 pp. Vol. II. 10 + 393 pp. Vol. III. 
10 + 418 pp. (Silver library). Cr. 8vo, 1896, cloth, 3s, 6d. each. Longmans 

2781 Griffin, Gerald— The collegians. 314 pp. Cr. 8vo, 1896, cloth, 2s. 6d, 

Downey 

2782 Gnibb, Rev. G. C— The light of his countenance, containing eight 

sermons delivered in Canada, in February, 1896. 124 pp. Cr. 8vo, 1896, 
cloth, IS. E. Marlborough 

2783 Hamlet, Edith— The touch of sorrow. 6 + 324 pp. Cr. 8vo, 1896, cloth, 

4S. 6d. net. J. M. Dent 

2784 Hamach, Adolph—Christianity and history : a lecture. 68 pp. Cr. 8vo, 

1896, cloth, IS. 6d. net. A. & C. Black 

2785 Frederic, Harold— Mrs. Albert Grundy : observations in Philistia. 169 pp. 

(Mayfair hbrary). Fcp. 8vo, 1896, cloth, 3s. 6d. net. John Lane 

2786 Hartridge, G.— Refraction of the eye. 8th edition. 258 pp. Illus. 

Cr. 8vo, 1896, cloth. 6s. J. & A. Churchill 
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2787 Harvey, F. J.— Physical exercises and gymnastics for girls and 

womeni arranged for use of teachers in high schools, private schools, 
gymnasia, &c. 10 + 164 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. 

Longmans 

2788 Hawthorne, Julian— A fool of nature. 286 pp. Cr. 8vo, 1896, cloth, 

3s, 6d. Downey 

2789 Heine, Hdnrich— The family life of Heinrich Heine. Illustrated by 122 

hitherto unpublished letters addressed by him to different members of his 
family. Edited by his nephew, Baron Ludwig von Embden. Translated by 
Charles G. Leland. 2nd edition. 18 + 276 pp. 4 portraits. (Great lives 
and events series). 8vo, 1896, cloth, 6s. Heinemann 

2790 Heir of all things. The. 151 pp. Sm. cr. 8vo, 1896, cloth, 3s. J. Nisbet 

279X Heney, Thomas— The girl at Birrell's. 350 pp. Frontispiece. Crown 8vo, 
i8q6, cloth, 3s. 6d. , Ward, Lock & Bowden 

2792 Henniker, Florence, and Hardy, Thomas— In scarlet and grey : stories of 

soldiers and others. The spectre of the real. 208 pp. (Keynotes series). 
Cr. 8vo, 1896, cloth, 5s. 6d. net John Lane 

2793 Hertwig, Prof. Dr. Oscar— The biological problem of to-day, 

preformation or epigenesis? The basis of a theory of organic 
development. Authorised translation by P. Chalmers Mitchell, with an 
introduction by the translator and a glossary of the technical terms. 
22 :+- 148 pp. (Scientific handbook series). Cr. 8vo, 1896, cloth, 3s. 6d. 

Heinemann 

2794 Higgins, Leonard R.— The Put-and-calL 8 + 76 pp. Dy. 8vo, 1896, 

Cloth, 3s. 6d. net. Effingham Wilson 

2795 Hill, Rev. J. Hamlyn— A dissertation on the gospel commentary of 

S. Ephraem the Syrian. 177 pp. 8vo, 1896, cloth, 7s. 6d. 

T. & T. Clark (Edinburgh) 

2796 Hill, Leonard— The physiology and pathology of the cerebral 

circulation. 16 + 208 pp. Illus. Roy. 8vo., 1896, cloth, 12s. 

J. & A. Churchill 

2797 Hillier, G. Lacy— All about bicycling. 112 pp. Cr. 8vo, 1896, paper, is. 

Kegan Paul 

279S Hoskins, G. G. — The clerk of works vade mecum. 6th edition. 
52 pp. Fcp. 8vo, 1896, cloth, IS. 6d. E. & F N. Spon 

2799 Howard, Joseph Jackson, ed. — Miscellanea genealogica et heraldica. 

Third series. Vol. i. 300 pp. Illus. Sup. roy. 8vo, 1896, cloth, jQi 5s. 

Mitchell & Hughes 

2800 Hughes, Richard— Homoeopathic therapeutics. 47 PP- 5^ x H in*> 

1896, paper, 6d. E. Gould & Son 

28OZ Hull-House maps and paper, by residents of Hull-House, Chicago, U.S.A. 
8 + 230 pp. With maps. (Library of economics and politics, vol. 5). 
8vo, 1896, cloth, I2S. 6d. Gay & Bird 

2802 Hume, Fergus — ^The carbuncle clue : a mystery. 260 pp. (Popular novels 

series). Cr. 8vo, 1896, cloth, 3s. 6d. F. Warnk 

2803 Hume, Fergus—The dwarfs chamber. 400 PP- H^us. Cr. 8vo, 1896, 

cloth, 3s. 6d. Ward, Lock & Bowden 

2B04 Hunter, Sir William Wilson— The Indian empire : its people's history and 
products. 3rd revised edition. 852 pp. Map. Dy. 8vo, 1896, cloth, 28s. 

Smith Elder 

2805 Hyde, Rev. John— Character : its elements and development. 6 + 293 pp. 

Cr. 8vo, 1896, cloth, 4s. James Speirs 

2806 Incognita, Pseud— Tht sin of another. 218 pp. Cr. 8vo, 1896^ 

cloth, 3s. 6d. Simpkin 
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2807 Index to periodicals of 1895, Vol. 6. Compiled by E. Hetheringtcnb 

232 pp. Cr. 4to, 1896, cloth, IDS. Review of Reviews Office 

2808 Institution of electrical engineers. Journal, No. 123. 120 pg^ 

lUus. Dy. 8vo., 1896, paper, 3s. net E. & F. N. Spon 

2809 Jacobsen, J. P. — Siren voices (Niels Lyhne). Translated from the Danish 

by Ethel F. L. Robertson. 16 + 268 pp. (International library). 
Cr. 8vo, 1896, cloth 3s. 6d., paper 2s. 6d. Heinemann 

2810 James, Alexander— Royal infirmary cliniques. 170 pp. 8vo., 1896, 

cloth, 5s. SiMPKIN 

281X James, Henry— Embarrassments : The figure in the carpet. Glasses. The 
next time. The way it came. 8 + 263 pp. Cr. 8vo, 1896, cloth, 6s. 

Heinemann 

2812 James, Walter— Shakespeare's true life. Illustrated by Gerald E. Moira. 

2nd edition. 14 + 397 pp. Imp. 8vo, 1896, cloth, 21s. Longmans 

2813 Jerningham, Sir Hubert E. H.— Monsieur Paulot. 211 pp. (Century 

library, voL 3). Oblong 24mo, 1896, paper, is. 6d. ; cloth, 2s. 

. Fisher Unwin 

28x4 Jessop, Dr., A. — Frivola : essays. 205 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

A Fisher Unwin 

2815 Joerg, J. A.— Outlines of French literature for use in schools and for 

private students. 4 + 112 pp. (Examination manual series). Cr. Svo, 

1896, cloth, 2S. 6d. SONNENSCHEIN 

2816 Jokai, Maurus — Black diamonds: novel. 452 pp. lUus. Cr. 8vo, 1896, 

art cloth, 6s. 1 Jarrold 

2817 Jones, Henry Arthur — Michael and his lost angel : a play in five acts. 

28 + no pp. Fcp. 8vo, 1896, cloth, 2s. 6d Macmillan 

2818 Johnson, Brimley E., ed. — Christ's hospital : recollections of Coleridge, Lamb 

and Leigh Hunt. 276 pp. lUus. Cr. 8vo, 1896, cloth, 6s. G. Allen 

2819 Johnson, Sir George— The pathology of the contracted granular 

kidney. 62 pp. Illus. 8vo, 1896, cloth, 4s. J. & A. Churchill 

2820 Johnson, Dr. Samuel— Lives of the poets. In 6 vols. Vol. 5, edited by 

-Arthur Waugh. New edition. 256 pp. Illus. Fcp. 8vo, 1896, art canvas, 6s. 

Kegan Paul 

2821 Kindeirs African market manual. 8th issue. 312 pp. Map. Fcp. 

long 8vo, 1896, limp cloth, 5s. net. Effingham Wilson 

2822 Kingston, F. W. — ^Julian's vision and other poems. 102 pp. Fcp., 1896, 

cloth, 3s 6d. Fisher Unwin 

2823 Kinley, David— The history, organisation and influence of the 

independent treasury of the United States. 8 + 329 pp. (Library 
of economics and politics, vol. i). Cr. 8vo, 1896, cloth, 7s. 6d. 

Gay & Bird 

2824 Knight, George— Sapphira of the stage. 148 pp. (Daffodil library). 

8vo, 1896, paper, is 6d. ; cloth, 2s. 6d. Jarrold 

2825 Knight, Prof. William— Memoir of John Nichol, Professor of English 

Uterature in the University of Glasgow. 316 + 24 pp. Illus. Dy. 8vo, 
1896, cloth, 7s. 6d. net. Maclehose (Glasgow) 

2826 Laycock, F. U.— Good trade and a living wage. 126 pp. Cr. 8vo, 1896, 

paper, is. Sonnenscheih 

2827 Lean, Lieut-Col. Francis— Royal navy listi 1896. Quarterly vol 18 + 476 pp. 

Med. 8vo, 1896, paper, 7s. 6d. Witherby & Co. 
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2828 Lee, Sidney, ed.— Dictionary of national biog^raphy, by various contributors. 

Vol. 46 (Pocock to Puckering). 6 + 449 pp. Roy. 3vo, 1896, cloth, 
15s. net, half-morocco, 20s. net. Smith Elder 

2829 Lee, Sidney, ed.— Dictionary of national biography, by various contributors. 

Vol. 47 (Puckle-to Reidfurd). 6 + 450 pp. Roy. 8vo, 1896, cloth, 155. net ; 
half-morocco, 20s. net. Smith Elder 

2830 Leek, J. J.— Story of the hero of Uganda, Alexander Mackay. 4th 

edition. 64 pp. lUus. (Memoirs of mighty men). 8vo, 1896, cloth, 6d. 

R. L. Allan (Glasgow) 

2831 Le Fanu, Sheridan— Toriogh O'Brien. 370 pp. Illustrated by Phiz. 

Imp. i6mo, 1896, cloth, 7s. 6d. Downey 

2832 Le Gallienne, Richard— Prose fancies : second series. 193 pp. Cr. 8vo, 

1896, cloth, 5s. net. ]o^N Lank 

2833 Le Queux, William— A secret service : strange tales of a Nihilist. 320 pp. 

Frontispiece. Cr. 8vo, 1896, cloth, 3s. 6d. Ward, Lock & Bowden 

2834 Lewis, Henry King— The child, its spiritual nature. 10 + 224 pp. lUus. 

Extra cr. 8vo, r896, cloth, 5s. net. Macmillan 

2835 Lewis, Henry King— Songs for little singers in the Sunday school and 

home. 4th edition. 128 pp. 4to, 1896, cloth, 2s. 6d. net. Simpkin 

2836 Lilly, William S.— The theory of the ludicrous. 12 pp. (Proceedings of 

the Royal Institution). 8vo, 1896, paper, is. Royal Institution 

2837 Linden, Annie — Gold : a Dutch-Indian story for English people. 285 pp. 

(Lane's library). Cr. 8vo, 1896, cloth, 3s. 6d. net. John Lank 

2838 Lipsett, Caldwell— Where the Atlantic meets the land. 268 pp. 

(Keynotes series). Cr. 8vo, 1896, cloth, 3s. 6d. net. John Lane 

2839 Loney, S. L.— Solutions to the examples in Loney's plane 

trigonometry. Parts I., II. 464 pp. Cr. 8vo, 1896, cloth, los. 6d. 

Cams. Univ. Press 

2840 Long:mans' domestic economy readers, standard V. 6 + 230 pp. Illus. 

Cr. 8vo, 1896, cloth, is. 8d. Longmans 

2841 Longmans' geographical series. Book IIL The world, for senior 

students, with 42 illustrations and 121 maps (112 of which are coloured). 
8 + 527 pp. Cr. 8vo, 1896, cloth, 4s. 6d. Longmans 

2842 Lovell, Kate R— Nature^s wonder workers, being some short life histories 

in the insect world. Cheap edition. 286 pp. Illus. Cr. 8vo, 1896, 
cloth, 2S. 6d. Cassell 

2843 Low, Sidney J., and Pulling, F. S., eds.— The dictionary of English 

history. New edition. 1128 pp. Roy. 8vo, 1896, cloth, los. 6d. Cassell 

2844 Lydekker, Richard— Geographical history of mammals. 12 + 400 pp. 

Illus. (Camb. geographical series). Cr. 8vo, 1896, cloth, los. 6d. 

Cams. Univ. Press 

2845 Lydekker, Richard, ed.— The royal natural history : section 9. 288 pp. 

Illus. Sup. roy. 8vo, 1896, cloth, 5s. ; half-morocco, 8s. F, Warne 

2846 Lysons, Sir Daniel— Early reminiscences. 246 pp. Illus. Cr. 8vo, 1896, 

cloth, 9s. John Murray 



2847 McCairs racing chronicle to end of June. Half-yearly edition. 550 pp. 

Sq. i6mo, 1896, cloth limp, is. E. Seale 

2848 Macfee, K. N.— Imperial customs union. 8 + 91 pp. Cr. 8vo, 1896, 

cloth, 2s. 6d. ; paper, is. 6d. Effingham Wilson 

2849 Mackenzie, F. A.— Sober by act of parliament 2nd edition. 200 pp. 

(Social science series). Cr. 8vo, 1896, cloth, 2s. 6d. Sonnenschein 
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2850 Mackintosh, John— The history of civilisation in Scotland, Vol 4. 

2nd revised edition. 500 pp. Dy. 8vo, 1896, cloth extra, 15s. 

A. Gardner 

2^1 Mallock, W. H.— Classes and masses : or wealth, wages, and welfare in the 
united kingdom. 139 pp. With diagrams. Cr. Svo, 1896, cloth, 3s. 6d. 

A. & C. Black 

2852 Manual of devotions in honour of St. Anthony of Padua. Compiled hy 

the Franciscan Capuchin Fathers of the English province. 232 pp. Frontis- 
piece. 32 mo, 1896, cloth, IS. net ; leather, 2s. net. Burns & Oates 

2853 Marrack, Richard, and Mathieson, F. C— The statutory trust invest- 

ment guide. 2nd edition. 16 + 330 pp. Cr. 8vo, 1896, cloth, 6s. net. 

Effingham Wilson 

2854 Martins, E. A.— The story of a piece of coal. 179 PP- Il^^s. (Useful 

story series.) Pot. 8vo, 1896, cloth, is. Geo. Newnes 

2855 Martindale, William— Coca and cocaine : their history, medical and 

economic uses, and medicinal preparations. Third edition. 76 pp. 
Fcp. 8vo, 1896, cloth, 2S. H. K. Lewis 

2856 Martins, Oliverla— The England of to-day, from the Portuguese. Edited 

by I. Jacobs, 360 pp. Cr. 8vo, 1896, cloth, ss. G. Allen 

2857 Marryat, Captam— Mr. Midshipman Easy. Edited by R. B. Johnson. 

8 + 406 pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

2858 Marryat, Captain— The Pacha of many tales. Edited by R. B. Johnson. 

8 + 400 pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

2859 Marx, Karl— Revolution and counter-revolution, or Germany in 1848. 

Edited by Eleanor Marx Aveling. 12 + 148 pp. (Social science series). 
Cr. Svo, 1896, cloth, 2S. 6d. Sonnenschein 

2860 Maughan, William Charles— Annals of Garelochside. 350 pp. lUus. 

Fcp. 4to, 1896, cloth extra, 7s. 6d. net. A. Gardner 

2861 Meade, L. T.— The house of surprises. Illustrated by Edith ScannelL 

New edition. 4 + 285 pp. Cr. 8vo, 1896, cloth gilt, 3s. 6d. Longmans 

2862 Melbourne, Archbishop of— The Church and the Bible. 160 pp. 

Dy. 8vo, 1895, paper, is. net Burns & Gates 

2863 Meredith, George— The tale of Chloe; and other stories. 3rd edition. 

346 pp. Cr. 8vo, 1896, cloth, 3s 6d. Ward, Lock & Bowden 

2864 Merriman, Henry Seton — Flotsam : a study of a life. 350 pp. Frontis- 

piece. Cr. 8vo, 1896, cloth, 6s. Longmans 

2865 Merriman, H. Seton, and Tallintyre, Stephen G. — From wisdom court. 

Illustrated by E. Courboin. Cheap edition. 10 + 207 pp. Cr. 8vo, 1896, 
boards, 2s. Heinemann 

2866 Metcalfe, Richard ; hydropathist. The man and his work. By an old patient 

2nd edition. 170 pp. Dy, 8vo, 1896, paper, is. 6d. Bemrose 

2867 Meynell, Alice — The colour of life, and other essays on things seen and 

heard. 103 pp. Fcp. 8vo, 1896, cloth, 3s. 6d. net. John Lane 

2868 Minetta, Pseud— VJYuait the cards telL 67 pp. Imp. i6mo, 1896, cloth, 2s. 6d. 

Downey 

2869 Mitford, Bertram— The expiation of Wynne Palliser. 350 pp. lUus. 

Cr. 8vo, 1896, cloth, 3s. 6d. Ward, Lock & Bowden 

2870 MoncriefT, A. R. Hope, ed.— Where shall we go ? A guide to the watering 

places of England, Scotland and Ireland. 13th edition. 348 pp. With 
maps and plans. (Black's guides). Fcp. 8vo, 1896, paper, 2s. 6d. ; 
cloth, 3s. 6d. A. & C. Black 

2871 Money, Captain Albert W.— Pigeon shooting. Edited by A. C. Gould. 

8 + loi pp. lUus. Post 8vo, 1896, cloth, 5s. net. Kegan Paul 
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2872 Montagu, Charles— Hans van Douder : a romance of Boer life. 190 pp. 

Fcp 8vo, 1896, cloth, 2s. 6d. A. Constable 

2873 Moon, Hon. G. W. — Elijah the prophet, and other sacred poems. " my 

songs in the house of my pilgrimage." Psalm CXIX,, v. 54. 4th edition. 
20 + 262 pp. i6mo, 1896, cloth, 2s. 6d Longmans 

2874 Moore, Frederick— Lepidoptera indica. Part 25. 24 pp. lUus. Dy, 4to, 

1896, paper, 15s. net. L. Reeve 

2875 Morden, W. E.— The win, i, 2, and i, 2, 3 turf ready reckoner. 

II + 6q pp. Long cr. 8vo, 1896, cloth, 2s. E. Seale 

2876 Morgan, William— Here and abroad : notes on tour for untravelled readers. 

130 pp. lUus. Fcp. 8vo, 1896, cloth, 2s. Burns & Gates 

2877 Morris, A.— Passing thoughts in verse. 152 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Fisher Unwin 

2878 Morris, William— A dream of John Ball, and a king's leman. Reprinted 

from the Commonweal. 5th edition. 8 + 143 pp. i2mo, 1896, cloth, is. 6d. 

Longmans 

2879 Morris, William— The earthly paradise: a poem. New edition. 

8 + 441 pp. Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

2880 Morris, William — Hopes and fears for art Five lectures delivered in 

Birmingham, London, etc., in 187 8-1 881. 4th edition. 4 + 218 pp. 
Cr. 8vo, 1896, cloth, 4s. 6d. Longmans 

2881 Morris, William — News from nowhere : or an epoch of rest : bemg some 

chapters from an Utopian romance. 4th edition. 238 pp. Post 8vo, 1896, 
cloth, IS. 6d. Longmans 

2882 Morris William — The roots of the mountains, wherein is told somewhat of 

the lives of the men of Brugdale, their friends, their neighbours, their foemen, 
and their fellows in arms. Written in prose and verse. 424 pp. Sq. cr. 8vo, 
1896, cloth, 8s. Longmans 

2883 Morris, William — The story of the glittering plain, which has been also 

called the land of the living men, or the acre of the undying. 172 pp. 
Sq. post 8vo, 1896, cloth, 5s. net. Longmans 

2884 Morris, William— A tale of the home of the wolfings, and all the kindreds 

of the mark. Written in prose and verse. 2nd edition. 199 pp. Sq. cr. 8vo, 
1896, cloth, 6s. Longmans 

2885 I Morris, William — Poetical works. Cheaper issue. Library edition, complete 

2894 J in 10 vols Vols. I to 4, Earthly paradise. 4 vols. Vol. 5, Life and death of 

Jason. 8th edition. 376 pp. ; Vol. 6, Defence of Guenever^ and other poems. 
Re-printed without alteration from the edition of 1858. 8 + 248 pp. ; 
Vol. 7, The story of Sigurd the Volsung and the fall of the Niblvngs. 
5th edition. 345 pp. ; Vol. 8, Poems by the way. Love is enough. 
6 + 343 PP- } Vol- 9» T^^ Odyssey of Homer done into English verse. 
8 + 450 pp. ; Vol. 10, Aeneids of Virgil done into English verse. 2nd 
edition. 384 pp. 9th edition. Cr. 8vo, 1896, cloth, 6s. each. Longmans 

2895 Morrison, Major R. H.— Questions and answers on calvary outposts, 

with summary by Major A. J. R. Van Courtlandt. 64 pp. With plan. 
Cr. i6mo, 1896, cloth, is. Gale & Polden 

2896 Morrison, Dr. Stammers— Occasional papers: homoeopathy Pamphlet 

No. 4, 2 + 50 pp. 5 X 7iin., 1896, paper, is. E. Gould & Son 

2897 Motley, John Lothrop-— The rise of the Dutch Republic, with a biographi- 

cal introduction by Moncure D. Conway. Vol. III. 6 + 553 pp. (Bohn's 
standard library). Post 8vo, 1896, cloth, 3s. 6d. G. Bell 

2898 Muir, John — Bazaars and fancy fairs, their organisation and management. 

100 pp. Cr. 8vo, 1896, paper, is. L. Upcott Gill 
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2899 MulhoUand, Rosa— A fair emigrant. New and cheaper edition. 6 + 374 pp. 

Cr. 8vo, 1896, paper, 2s. KIegan Paul 

2900 Miiim>, Archibald— The story of Bums and highland Mary. 168 pp. 

Frontispiece. Cr; 8vo^ 1896, cloth, 3s. A. Gardner. 

29OZ MunrOy J. — The story of electricity. 194 pp. Illus. (Useful story series). 

Pott 8V0, 1896, cloth, IS. O. NBiWNES 

2902 Murray, Rev. Andrew— Waiting on God. 149 pp. Pott 8vo, 1896, doth, is, 

J. NiSBKT 

2903 Murray, Henry— A fatal mistake. 8 + 256 pp. Cr. 8vo, 1896, cloth 

extra, 6s. Ward & Downey 

2904 Murray, Henry— A man of genius. New edition. 4 + 252 pp. (Adelphi 

series). Cr. 8vo, 1896, cloth extra, 2s. 6d. Ward & Downev 

2905 N, H. R.— Here and there memories: anecdotes. 411 pp. Dy. Svo, 

1896, cloth, I OS. 6d. Fisher Unwin 

2906 Nesbit, E.— On homespun. 189 pp. (Keynotes series). Cr. 8vo, 1896, 

cloth, 3s. 6d. net. John Lane 

2907 New guide to Bath, Wells, Glastonbury, &c. 192 pp. lUus. (is. Guide 

books series). Fcap. 8vo, 1896, cloth limp, is. Ward, Lock & Bowden 

2908 New guide to Bournemouth and vicinity. 192 pp. Illus. (is. Guide 

books series). Fcap. 8vo, 1896, cloth limp, is. Ward, Lock & Bowden 

2909 New guide to Dublin and the Wicklow tours. 1 76 pp. Illus. (is. Guide 

books series). Fcap. 8vo, 1896, cloth limp, is. Ward, Lock & Bowden 

2910 New guide to Hastings and its vicinity. 192 pp. Illus. (is. Guide 

books series). Fcap. 8vo, 1896, cloth limp, is. Ward, Lock & Bowden 

291 1 New guide to Ljrnton, Lynmouth, &c. 112 pp. Illus. (is. Guide books 

series). Fcap. 8vo, 1896, cloth limp, is. Ward, Lock & Bowden 

2912 New guide to the valley of the Wye. 192 pp. Illus. (is. Guide books 

series). Fcap. 8vo, 1896, cloth limp, is. Ward, Lock & Bowden 

2913 New guide to Windsor. 168 pp. Illus. (is. Guide books series). 

Fcap. 8vo, 1896, cloth limp, is. Ward, Lock & Bowden 

2914 Newman, J.— Corrosion of metallic structures. 374 pp. Cr. 8vo, 1896, 

cloth, 9s. • E. & F. N. Spon 

2915 Nietzsche, Friedrich— The case of Wagner, Nietzsche contra Wagner, 

the twilight of the Idols, the Anti-christ: translated by Thomas 
Common. (Vol. XL of the collected works of Friedrich Nietzsche.) 354 pp. 
Medium 8vo, 1896, buckram, los. 6d. net. H. Henry 

2916 Nietzsche, Friedrich— Thus spake Zarathustra : a book for all and none. 

Translated by Alexander Tille. (Vol. VIII. of the collected works of 
Friedrich Nietzsche). 488 pp. Medium 8vo, 1896, buckram extra, 17s. net. 

H. Henry 

2917 Nordau, Max— The malady of the century. 6 + 308 pp. Cr. 8vo, 1896, 

cloth, 6s. Heinemann 

2918 Norrie, H. S.— RuhmkorfT induction coils. 183 pp. lUus. 

Fcap. 8vo, 1896, paper, 2s. E. & F. N. Spon 

2919 Norris, Dr R. C, and Dickinson, Dr. R. L., eds.— A text book of obstetrics 

for practitioners and students, by 15 associates. 2 vols. lUus. 
Imp. 8vo. 1896, cloth, 42s. Rebman Pub. Co. 

2920 Norris, W. E.— The dancer in yellow. 2nd edition. 8 + 350 pp. 

Cr. 8vo, 1896, cloth, 6s. Heinemann 

142 



Digitized by 



Googl( 



2921 O'Brien, W. P. —The great famine: Ireland. 340 pp. Dy. 8vo, 1896, 
art linen, los. 6d. Downey 

^922 Oliphant, G. H.— The law of horses, including the law of innkeepcK, 
veterinary surgeons, &c., and of hunting, racing, wagers and gaming. 
Sth edition. 49 + 590 pp. Dy. Svo, 1896, cloth, 21s. Sweet & Maxwell 

2923 Oliver, Vere Langford— History of the island of Antigua, one of the 

Leeward Caribbees in the West Indies, from the first settlement in 1635 ^^ 
the present time. 3 vols. Vol. 2. Illus. Cr. folio, 1896, cloth, ;;£$ los. 

Mitchell & Hughes 

2924 Oppenheim, E. Phillips— The world's great snare : a novel. 8 + 316 pp. 

Cr. Svo, 1896. cloth extra, 6s. Ward & Downey 

2925 Order of the burial of the dead. 16 pp. Roy. 32mo, 1896, limp cloth, 6d. 

Mowbray 

2926 Osborne, Joseph (Beacon)— Horsebreeders' handbook. 4th edition. 

79 + 57 + 36 + 217 + 52 + 37 pp. 12 photos. Roy. 8vo, 1896, 
cloth, 2 IS. net E. Seale 

'2527 Ouida— The tower of Taddeo. Cheap edition. 6 + 284 pp. Illus. 
Cr. 8vo, 1896, cloth, 3s. 6d. Heinemann 

2928 Owen, Daniel— Y Dreilan. 2nd edition. 8 + 232 pp. Illus. Cr. 8vo, 

1896, cloth, 2S. Hughes & Son (Wrexham) 

2929 Owen, Rev. Griffith— Cofiant Cadwaladr Owen. 408 pp. Illus. Cr. 8vo, 

1896, cloth, 3s. 6d. Hughes & Son (Wrexham) 

2930 Page, Thomas, ed.— Moffatt's pupil teachers' course, geography and 

history, Division III. 239 pp. Fcp. 8vo, 1896, cloth, 2s. 6d. 

Moffatt & Paige 

2931 Paget, Stephen — The surgery of the chest for students and 

practitioners. 479 pp. Illus. La. 8vo, 1896, cloth, los. 6d. net. 

John Wright (Bristol) 

2932 Palmer, Roundell, Earl of Selborne— Memorials : Part I. Family and 

personal, 1 766-1865. 2 vols. Frontispieces. Dy. 8vo, 1896, cloth, 25s. net, 

Macmillan 

2933 Parfait, Paul — The arsenal of devotion. Translated by a denizen of Pump 

court. 282 pp. Cr. 8vo, 1896, paper, 3s. 6d. Simpkin 

2934 Parry, C. Hubert H.— The evolution of the art of music. 10 + 342 pp. 

(International scientific series, vol. 80.) Cr. 8vo, 1896, cloth, 5s. ; cloth 
bevelled, 6s. Kegan Paul 

2935 Parry, Rev. E. Wynne— Cofiant a phregethau y parch D Charles 

Davies. Life and sermons of the Rev. D. Chas. Davies, M.A. 236 pp. 
Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Hughes & Son (Wrexham) 

2936 Transactions of the Pathological Society of London— By various 

contributors. Vol. 46. 42 + 346 pp. Illus. Dy. 8vo, 1896, cloth, 20s. 

Smith Elder 

2937 Pearce, J. H.— Eli's daughter. 6 + 309 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Heinemann 

2938 Phillips, F. C— An undeserving woman. 367 PP- Cr. 8vo, 1896, cloth, 6s. 

Downey 

2939 Pictures of the year 1896, with about 250 illustrations of the leading pictures 

exhibited at the Royal Academy, New Gallery, &c. 128 pp. Cr. 4to, 1896, 
paper, is. J. S. Virtue 

2940 Pollock, Sir Frederick, Bart. — A first book of jurisprudence, for students 

of the common law. 16 + 352 pp. Cr. 8vo, 1896, cloth, 6s. Macmillan 
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29ii Poore, Dr. G. V.— The circulation of org^anic matter. i8 pp. lUus. 
(Proceedings of the Royal Institution). 8vo, 1896, paper, is. 

Royal Institution 

2942 Pope, W. J.— The victoria readers. Book I. Food. 100 pp. Illus. 

Sm. post Svo, 1896, cloth, 8d. Smith Elder 

2943 Pope, W. J.— The victoria readers. Book II. Food. 124 pp. Illus. 

Sm. post 8vo, 1896, cloth, lod. Smith Elder 

2944 Pope, W. J.— The victoria readers. Book III. Materials for clothing and 

washing. 148 pp. Illus. Small post Svo, 1896, cloth, is. Smith Elder 

2945 Psalms. 3 vols. (Pulpit commentary series). Sup. roy. 8vo, 1896, 

cloth, I OS. 6d. each. Kegan Paul 

2946 PuUar, Adeline— Geometry for kindergarten students, especially adapted 

to meet the requirements of the examinations of the National Froebel Union. 
12 + 198 pp. Illus. (Kindergarten manuals). Cr. 8vo, 1896, cloth, 3s. 

SONNENSCHEIN 

2947 Pullen, H. W. — ^Venus and Cupid; or a trip from Mount Olympus to 

London, related by the personal conductor of the party. 6 + 308 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

2948 Quarto, The : an artistic literary and musical quarterly for 1896. 96 pp. 

Dy. 4to, 1896, cloth, 5s. Virtue 

2949 Ransome, Dr. Arthur— The treatment of phtihisis. 14 + 237 pp. 

Dy. Svo, 1896, cloth, 7 s. 6d. Smith Elder 

2950 Rees, Dr. Thomas and Britton, John— Reminiscences of literary 

London, from 1779 to 1853. 174 pp. Post 8vo, 1896, cloth, 3s. 6d. 

Suckling & Galloway 

2951 Reid, H. M. B.— A Cameronian apostle : John Macmillan of Balmaghie. 

310 pp. Illus. Cr. 8vo, 1896, cloth, 6s. A. Gardner 

2952 Reid, Opie — A Kentucky colonel. 328 pp. Cr. 8vo, 1896, paper, 2s. 6d. ; 

cloth, 3s. 6d. A. & C. Black 

2953 Review of Reviews. Vol. 13. Jan. — June, 1896. 570 pp. Cr. 4to, 

1896, cloth, ss. Review of Reviews Office 

2954 Ritchie, F.— Easy Greek grammar papers. 107 pp. Fcp. 8vo, 1896, 

cloth, IS. 6d. Longmans 

2955 Roberts, Morley— The earth mother. Illustrated by A. D. McCormick. 

141 pp. Imp. i6mo, 1896, cloth, 3s. 6d. Downey 

2956 Robertson, Rev. Alexander— Thro' the Dolomites. 270 pp. Illus. 

Cr. 8vo, 1896, cloth, 7s. 6d. G. Allen 

2957 Robinson, Clara — But for a moment. 315 pp. Frontispiece. 8vo, 1896, 

cloth, IS. net and 2s. W. Nicholson 

2958 Round London. 284 pp. Illus. Oblong 4to, 1896, cloth, los. 6d., 

half morocco, 21s. G. Newnes 

2959 Royal crown reader. No. 6. 288 pp. Illus. (Royal school series). 

Post 8vo, 1896, cloth, IS. 6d. T. Nelson 

2960 Royal portfolio of pictures and diagrams for object lessons 

First and second series. 7 sheets to each. (Royal school series). 
34 in. by 30^ in., 1896, portfolio, los. 6d. each. T. Nelson 

2961 Royal wall atlases No. 3 — The British Empire. 12 pp. (Royal school series). 

34 by 38 in., 1896, 17s. 6d. T. Nelson 

2962 Rule, M.— Missal of St Augustine's Abbey, Canterbury. 184+174 pp- 

2 plates. Roy. 8vo, 1896, cloth, 30s. Camb. Univ. Press 
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2963 Sachs, E. O*, and Woodrow, E. A. E.— Modern opera houses and 

theatres : examples selected from play-houses recently erected in Europe. 
To be completed in 3 vols. Vol. I. 16 + 60 pp. 100 plates and other 
illustrations. Folio, 1896, buckram, complete ;^i 2 12s.net. Batsford 

2964 Salmond, Prof. S. D. P.— The christian doctrine of immortality. 

2nd edition. 709 + 15 pp. 8vo, 1896, cloth, 14s. 

T. & T. Clark (Edinburgh) 

2965 Sanderson, Prof. Burdon— Ludwig and modem physiology* 15 pp. 

(Proceedings of the Royal Institution). 8vo, 1896, paper, is. 

Royal Institution 

2966 Schreiner, Olive and Schreiner, C. S. Cronwright— The political 

situation : South Africa. 148 pp. Oblong 24mo, 1896, cloth, is. 6d. 

Fisher Unwin 

2968 Scott, Sir Walter— Waverley novels. Standard edition. Heart of 

Midlothian. 576 pp. With photogravure frontispiece. Cr. 8vo, 1896, 
cloth, 2s. 6d. ; full leather, 3s, 6d. A. & C. Black 

2969 Scott, Sir Walter — Waverley novels. Standard edition. The monastery. 

396 pp. With photogravure frontispiece. Cr. 8vo, 1896, cloth, 2s. 6d. ; 
half roan, 3s. 6d. A. & C. Black 

2970 Scott, Sir Walter— Waverley novels. Standard edition. Old mortality. 

441 pp. With photogravure frontispiece. Cr. 8vo, 1896, cloth, 2s. 6d. ; 
full leather, 3s. 6d. A. & C. Black 

2971 Scott, William A.— The repudiation of state debts: a study in the 

financial history of Mississippi, Florida, Alabama, North Carolina, South 
Carolina, Georgia, Louisiana, Arkansas, Tennessee, Minnesota, Michigan, and 
Virginia. 10 + 325 pp. (Library of Economics and Politics, vol. 2). 
Cr. 8vo, 1896, cloth, 7s. 6d. Gay & Bird 

2972 Sears, John Edward, ed.— The architect's compendium and complete 

catalogue, 1896. Annual edition, loth year. 764 pp. Illus. Dy. 4to, 
cloth, los. 6d. Compendium Publishing Co. 

2973 Sears, John Edward, ed.— The contractor's compendium and complete 

catalogue, 1896. Annual edition. 468 pp. Illus. Dy. 4to, 1896, cloth, 
I OS. 6d. Compendium Publishing Co, 

2974 Seaside watering places : a description of the holiday resorts on the coasts 

of England and Wales, the Channel Islands and the Isle of Man. 8th edition. 
520 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. L. Upcott Gill 

2975 Serealle, L.— Tales of the Transvaal. 178 pp. Cr. 8vo, 1896, cloth, 2s. 6d, 

Fisher Unwin 

2976 Seton, Surgeon-Capt. Bruce— Elementary veterinary manual, no pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. Gale & Polden 

2SK^ Sewell, R., compiler — Pray for us I Little chapters for the saints. 88 pp. 
Frontispiece. i8mo, 1896, cloth, 2s. Burns & Oates 

2978 Shakespeare, William — Antony and Cleopatra, with preface, glossary, &c., 

by Israel Gollanez. Temple Shakespeare edition. 10 + 186 pp. Etched 
frontispiece, 5 J in. x 4J in., 1896, cloth, is. net ; leather, is. 6d. net. 

J. M. Dent. 

2979 Shakespeare, William— Macbeth, with preface, glossary, &c., by Israel 

Gollanez. Temple Shakespeare edition. 12 + 128 pp. Etched frontispiece. 
5^ in. X 4i in., 1896, cloth, is. net ; leather, is. 6d. net, J. M. Dent 
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2980 Shakespeare, William^ Works of. Vols. 10 and 11. Cheap reissue in 12 

volumes. Avon edition. Small cr. 8vo, 1896, cloth, is. net each. 

Kegan Paul 

2981 Shenstone, Mildred— A painter*s honeymoon. 96 pp. (Little novels, 

vol. 5). Dy. i2mo, 1896, paper, 6d; clotl^ is. Fisher Unwin 

2982 Sibree, James— Madagascar before the conquest 12 + 383 pp. Illus. 

Dy. 8vo, 1896, cloth, i6s. Fisher Unwin 

2983 Skerry, G. E.— Examination papers in advanced arithmetic. 153 pp. 

(Civil service series.) 8vo, 1896, cloth, 2s. 6d. Skerry 

2984 Skerry, G. E.— Practical papers in book-keeping. 2nd edition. 138 pp. 

(Civil service series.) 8vo, 1896, cloth, 2s. 6d. Skerry 

2985 Skerry, G. E.— Practical papers in composition and essay writing. 

5th edition. 120 pp. (Civil service series.) 8vo, 1896, cloth, is. 6d. 

Skerry 

2986 Skerry, G. E.— Practical papers in English history. 3rd edition. 

152 pp. (Civil service series.) 8vd, 1896, cloth, 2s. Skerry 

2987 Skerry, G. E.— Practical geography. 2nd edition.* 142 pp. (Civil 

service series.) 8vo, 1896, cloth, 2s. Skerry 

2988 Skerry, G. E.— Practical papers in higher arithmetic. 2nd revised 

edition. 150 pp. (Civil service series.) 8vo, 1896, cloth, 2s. 6d. 

Civil Service Press 

2989 Smith, J. Hamblin — Riders in Euclid, containing a graduated collection 

of easy deductions from Books I., II., III., IV., and VI. of Euclid's 
elements of geometry. 6 + 131 pp. Cr. 8vo, 1896, cloth, is. 6d. 

Longmans 

2990 Smith, John— Platonic aflfections. 248 pp. (Keynotes series). Cr. Svo, 

1896, cloth, 3s. 6d. net. John Lane 

2991 Smith, T. Greig— Abdominal surgery, sth edition. 2 volumes. Illus. 

8vo, 1896, cloth, 36s. J. & A. Churchill 

2992 Smith, Dr. W. Ramsay— Angio neurosis : being studies in diseases of the 

vaso motor system. 78 pp. Illustrated with plates and diagrams. La. 8vo, 
1896, cloth, 4s. net. John Wright (Bristol) 

2993 Spenser, Edmund— The faerie queene. Part II. Edited by Prof. Hales. 

86 pp. Illus. Small crown 4to, 1896, paper, 2s. 6d. net. J. M. Dent 

2994 Starr, Dr. L.— Hygiene of the nursery. Fifth edition. 300 pp. Illus. 

Cr. 8yo, 1896, cloth, 3s. 6d. H. K. Lewis 

2995 Step, Edward— Wayside and woodland blossoms: a pocket guide to 

British wildflowers. Second series. 170 pp. Illus. 6 J x 4^ inches, 1896, 
cloth 7s. 6d. ; morocco, los. 6d. F. Warne 

2996 Stepniak— Underground Russia. 4th and cheaper edition.- 16 + 295 pp. 

Cr. Svo, 1896, cloth, 3s. 6d. Smith Elder 

2997 Stevenson, R. L.— Le Roman du Prince Othon. Traduit par Egerton 

Castle. Large paper edition of 50 copies. 312 pp. Dy. Svo, 1S96, cloth, 
2 is. net; small paper, cr. Svo, buckram, 7s. 6d. net. John Lank 

2998 Strawcutter's daughter, The, and the portrait in my uncle's drawing-room, 

translated by Lady Georgiana FuUertoii. New and cheaper edition. 237 pp. 
Cr. Svo, 1896, cloth, 2s. 6d. Burns & Oates 

2999 Studio, The. Vol. 7. 260 pp. Illus. iij in. by 8 in., 1896, 6s. 

The Studio Offick 
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3000 Suffling, E. R.— ^Illustrated guide to Epping Forest 144 pp. Illtis. 

(Guide series.) Cr. 8vo, 1896, paper, 6d. Jarrold 

3001 SutclifTe, J. H.— Incubators and their management 72 pp. Illus. 

Cr. 8vo, 1896, paper, is. L. Upcott Gill 

3002 Swain, Paul — Surgical emergencies, sth edition. 18 + 254 pp. Cr. 8vo 

1896, cloth, 6s. J. & A. Churchill 

3003 Swedenborg, Emanuel— The doctrine of the new Jerusalem concern- 

ing the Lord. 12 + 135 pp. Fcp. 8vo, 1896 cloth, 9d. 

SWEDENBORG SOCIETY 

3004 S wedenborg, Emanuel— The new Jerusalem and its heavenly doctrine, 

according to what has been heard from heaven : with an introduction con- 
cerning the New Heaven and the New Earth. 8 + 244 pp. Fcp. 8vo, 

1896, cloth, is. SWEDENBORG SOCIETY 

3005 Taylor, Miss— Tyborne, and who went thither in the days of Queen 

Elizabeth : novel. New and revised edition. 271 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. Burns & Oates 

3006 Taylor, Una—Nets for the wind. 228 pp. (Keynotes series.) Cr. 8vo, 

1896, cloth, 3s. 6d. net. John Lane 

3007 Taylor, W. F.— The English reformation : sixteenth century : six lectures. 

82 pp. Cr. 8vo, 1896, cloth, is. 6d. Simpkin 

3008 .Ten Brink, Bernard— History of English literature. Vol. III. Edited 

by jJr, Alois Brandi, translated by L. Dora Schmitz. 12 + 289 pp. (Bohn's 
standard library). Post 8vo, 1896, cloth, 3s. 6d. G. Bell 

3009 Terence — The Adelphi. Edited by W. F. Masom, with introduction, text, and 

notes. 4+104 pp. (University tutorial series). Cr. 8vo, 1896, 
cloth, 3S. 6d. W. B. Clive 

3010 Tirebuck, W. Edwards— Jenny Jones and Jenny, and other tales from 

the Welsh hills, 1st edition. 148 pp. Illus. Cr. 8vo, 1896, stiflf paper, is. 

Hughes & Son (Wrexham) 

3011 Traill, H, D.—From Cairo to the Soudan frontier. 256 pp. Cr. 8vo, 

1896, cloth, 5s. net. John Lane 

3012 Treves, Frederick, ed.— A system of surgery. Vol. II. 1144 pp. Illus. 

Royal 8vo, 1896, cloth, 2 vols., 48s. Cassell 

3013 Trumble, Alfred— In jail with Charles Dickens. 1 90 pp- I^us. Post 8vo, 

1896, cloth, 4s. 6d. Suckling & Galloway 

30x4 Upward, Allen— One of God's dilemmas. 6+163 pp. (Pioneer series) 
Cr. 8vo, 1896, doth, 3s. net, paper, 2s. 6d. net. Heinemann 

3015 Villari, Prof. P.— Life and times of Girolamo Savonarola. Translated by 

Linda Villari. Popular edition. 47 + 792 pp. Illus. Dy. 8vo, 1896, 
cloth, 7s. 6d. Fisher Unwin 

3016 Visio, Fs€ud—Faxmtr Chubb abroad. 136 pp. Cr, 8vo, 1896, cloth, 2s. 

Simpkin 



3017 Wallace, Robert— Farming industries of Cape Colony. 590 pp. 

Maps. Dy. 8vo, 1896, cloth, los. 6d. P. S. Kinq 

147 



Digitized by 



Gopgl( 



30x8 Walton, Izaak, and Cotton, Charles— The compleat angler. Pait L 

New edition i + 40 pp. lUus. Sm. 4to, 1896, paper, is. net. John Lane 

30Z9 Walton, Izaak, and Cotton, Charles— The compleat angler. Part II. 
New edition. 42 + 72 pp. Illus. Sm. 4to, 1896, paper, is. net. John Lane 

3020 Walton, Izaak, and Cotton, Charles— The compleat angler. Part III. 

New edition. 13 + 104 pp. Illus. Sm. 4to, 1896, paper, is. net. 

John Lane 

3021 Ward, H. Snowden— Practical radiography : a handbook of the application 

of the X rays. 80 pp. Illus. Cr. 8vo, 1896, paper, is. ; cloth, is. 6d. 

Dawbarn & Ward 

3022 Ward, H. Snowden, and Ward, Catherine Weed— Shakespeare's town 

and times. 176 pp. Illus. Cr. 4to, 1896, cloth gilt, 7s. 6d. net. 

Dawbarn & Ward 

3023 Warde, Capt. W. E.— A short history of the militia. 30 pp. Cr. i6mo, 

1896, paper, 6d. Gale & Polden 

3024 Warden, Gertrude— The sentimental sex. 225 pp. (Lane's library series). 

Cr. 8vD, 1896, cloth, 3s. 6d. net. John Lane 

3025 Warner, Amos G. — ^American charities : a study in philanthropy and 

economics, 8 + 430 pp. (Library of economics and politics, vol. 4). 
Cr. 8vo, 1896, cloth, 9s. Gay & Bird 

3026 Warwick English history. The : a sketch of the development of England 

and the Empire, from b.c. 55 to the present time. 2 parts in i vol. Part I. 
249 pp., part II. 284 pp. Illus. with maps and plans. Cr. 8vo, 1896, 
cloth, 3s. 6d. Blackie 

3027 Way, Thomas R., compiler— The catalogue of Mr. Whistler's litho- 

graphs. 4 + 42 pp. Illus. Dy. 8vo, 1896, quarter bound vellum, 
paper boards, los. 6d. G. Bell 

3028 West, Dr. Samuel, and Walsham, W. J., eds.— Saint Bartholomew's 

hospital reports, Vol. 31, by various contributors. 29 + 325 + 155 pp. 
Tables in text. Dy. 8vo, 1896, cloth, 8s. 6d. Smith Elder 

3029 Wiebe, Edward— The paradise of childhood : a practical guide to kinder- 

gartners. Edited by Milton Bradley, with a life of Froebel, by Henry W. 
Blake. Quarter centenary edition. 274 pp. Illus. 4to, 1896, cloth, 7s. 6d. 

SONNENSCHEIN 

3030 Williams, Ernest Edwin— Made in Germany. 8 + 175 PP. Cr. 8vo, 

1896, cloth, 2s. 6d. Heinemann 

3031 Williams, J. E., and Warwick, H. S.— Junior text book of English 

history. 96 pp. (Local exam, series). Fcp. 8vo, 1896, Hmp cloth, 6d. 

Allman & Son 

2032 Willis, William— The law of negotiable securities. 204 pp. Dy. 8vo, 1896, 
cloth, 7s. 6d. Stevens & Haynes 

3033 Wilmot, Hon. A.— Monomotapa, Rhodesia. 24 + 259 pp. Maps and 

plates. Dy. 8vo, 1896, cloth, 6s. Fisher Unwin 

3034 Wilson, H S.— History and criticism. 292 pp. Cr. 8vo, 1896, cloth, 6s. 

Fisher Unwin 

303s Wiseman, Cardinal— Fabiola or the church of the catacombs : novel. 
New and cheaper edition. 324 pp. Cr. 8vo, 1896, cloth, 2s. 

Burns & Oates 
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3036 Wohl, Stephanie— Sham gold : a story of Hungarian life, with preface and 

introduction by Professor Vacnb^ry. New 2nd edition. 12 + 316 pp. 
Portrait of author. Cr. 8vo, 1896, art canvas, 3s. 6d. Ward & Downey 

3037 Wolfe, Henry W. — People's banks: a record of social and economic 

success. 2nd edition, revised and enlarged. 400 pp. Dy. Svo, 1896, cloth, los 

P. S. King 

3039 Woman's life, vols. I. and II. lUus. Roy. 8vq, doth, 2s. 6d. each. G. Newnes 

3039 Wood, Rev. James, ed.— Nuttall's standard dictionary of the English 

language. 499th thousand. New edition. 816 pp. Illus. La. cr. 8vo 
1896, cloth, 3s. 6d. F. Warne 

3040 Woodhead, Dr. G. Sims, ed.— Journal of pathology and bacteriology. 

Vol. IV., No. I. 174 pp. Illus. Roy. 8vo, 1896, paper, los. net. 

Y. J. Pentland 

304X Wordsworth, Rev. Charles— Union with Rome. Is not the church of 
Rome the Babylon of the book of Revelation: an essay. 13th edition. 
105 pp. i2mo, 1896, paper, is. Longmans 

3042 Wotton, Mabel E.— Day-books. 188 pp. (Keynotes series). Cr. 8vo, 1896, 

cloth, 3s. 6d. net. John Lane 

3043 Wyatt, A. J. and Low, W. H.— The intermediate text book of English 

literature. Vol. I. (To 1580). 8 + 202 pp. (University tutorial series). 
Cr. 8vo, 1896, cloth, 3s. 6d. W. B. Clive 

3044 Yellow book. The: an illustrated quarterly. Vol IX. 256 pp. Illus. 

Pott 4to, 1896, cloth, 5s. net. John Lane 

3045 Yellow book. The. Vol. X. 344 pp. Illus. Pott 4to, 1896, cloth, ss. net 

John Lane 



Errata in New Book List, No. 6, 1896. 

FOR 

2346, 2450, 2489 and 2562, 
Read— 

2346 Chamier, D. — Law relating to county court appeals, certiorari, 
mandamus and prohibition. 15 + 125 pp. Dy. 8vo, 1896, cloth, los. 

Sweet & Maxwell 

2450 Levi, Eliphaz— Magical ritual of the sanctum regnum, interpreted by 
the Tarot trumps. Translated from the MSS of Eliphaz Levi, and edited by 
W. Wynn Westcott, Magus of the Rosicrucian Society of England. io8 pp. 
8 plates. Cr. 8vo, 1896, cloth, 7s 6d. net. G. Redway 

2489 Norris, William— A practical treatise on the " Otto " cycle gas engine. 

8 + 260 pp. Illus. 8vo, 1896, cloth, los. 6d. Longmans 

^562 Simolin, Baron — Two queens : Caroline Matilda of Denmark, and Marie 
Antoinette of France. From the memoirs of Baron Simolin, with a preface by 
Professor Max MuUer. 6 + 161 pp. i8mo, 1896, cloth, 2s ; paper, is. 6d. 

Sonnenschein 
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3046 Adams, John— The Rickerton medal 191 pp. lUus. Cr. 8vo, 1896, 

cloth, 2s. Religious Tract Society 

3047 Aguilar, Grace— The days of Bruce. 591 pp. lUus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3048 Aguilar, Grace— The vale of cedars. 302 pp. lUus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3049 Alcotty Louisa M.— Little women and good wives. 219 pp. Illus. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3050 Alexander, Mrs.— A winning hazard. 270 pp. Cr. 8vo, 1896, cloth, 6s. 

Fisher Unwin 

3051 Allardyce, Alexander— Balmoral. Cheaper edition. 346 pp. Cr. 8vo, 

1896, cloth, 6s. W. Blackwood 

3052 Allen, Alfred H.— Commercial organic anal3rsis, Vol. 3, Pt. III. 2nd 

edition. 12 + 508 pp. Illus. 8vo, 1896, cloth, i6s. 

y. & A. Churchill 

3053 Andersen, Hans Christian— Fairy tales and stories. Translated by Dr. 

H W. Dulcken. 377 pp. Illus. (Reward series). Cr. 8vo, i8q6, 
cloth, 2s. 6d. Walter Scott 

3054 Anderson, L.— Lockwood Godwin: a tale of Irish life. 400 pp. 

Cr. 8vo, i8q6, cloth, 7s. 6d. Gay & Bird 

3055 Anales de la oficina meteoroldgica- Argentina por su director, 

Gualterio G. Davis, Tomo X. Climas de Salta, Tucumdn, Carcar^nd y Villa 
Maria. Vol. 10. 11 + 556 pp. 4to, 1896, paper, ;^i 5s. net. W. Wesley 

3056 Armstrong, A. J. — The cobbler of Kirkiebrae : a romance of Galloway 

341 pp. Cr. 8vo, 1896, cloth, 5s. Simpkin 

3057 Art Bible: Old Testament. ioi2 pp. Illus. Roy. 8vo, 1896, cloth, 9s. 

G. Newnes 

3058 Austen, Jane— Pride and prejudice. New edition. 130 pp. Illus. 

(Marigold series). Imp. 8vo, 1896, paper, 6d. net. S W. Partridge 

3059 Balfour, Isaac Bayley, and others— Annals of botany, Vol. 10, No. 38. 

185 pp. Illus. 8vo, 1896, paper, 14s. Clarendon Press 

3060 Beach, Harlan P.— The cross in the land of the trident or, India from a 

missionary point of view. 128 pp. Illus. Cr. 8vo, 1896, cloth, is. 

Religious Tract Society 

3061 Beasley, Joseph N.— The Brampton farm account book. loth edition. 

Folio, 1896, half roan, los. Simpkin 

3062 Becke, Louis, and Jeffery, Walter— The mystery of the Laughlin 

islands. 96 + 18 pp (Yellow library, vol 3). Oblong 24mo, 1896, 
paper, is. ; cloth, 2s. Fisher Unwin 

3063 Bell, G. J.— Treatise on oblique or skew arches. 125 pp. Illus. 

Roy. 8vo, 1896, cloth, 21s. net. E. & F. N. Spon 

3064 Bell, Victor C— The care of the teeth and mouth. 112 pp. Illus. 

Cr. 8vo, 1896, cloth, 3s. 6d. net. Gay & Bird 

3065 Bellamy, William — A century of charades. i8mo, 1896, cloth, 4s. net 

Gay & Bird 

3066 Bensley, Mrs. R L.— Our journey to Sinai. 185 pp. Illus. Cr. 8vo, 

1896, cloth, 3s. 6d. Religious Tract Society 

3067 Bhattacharya, J. N. — Hindu castes and sects, an exposition of the origin 

of the Hindu caste system, etc. 623 pp. Thick cr. 8vo, 1896, cloth, i6s. 

W. Thackkr 

3068 — Biggs, Rev. Charles— Six months in Jerusalem : impressions of the work 

of England in and for the Holy city. 365 pp. Illus. Cr. 8vo, 1896, 

cloth, 7s. 6d. Mowbray 
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3069 Blatchford, Robert— A son of the forge. 8 + 152 pp. Cr. 8vo, 1896, 

paper, is. A. D. Innes 

3070 Bodkin, M. McD.— Lord Edward Fitzgerald : an historical romance. 

10 + 415 pp. lUus. La. cr. 8vo, 1896, cloth, 6s. Chapman & Hall 

3071 Bonus, Alberto— Collatio codicis lewisiani rescripti, evangeliomm 

sacrorum syriacorum cum codice curetoniano (Mus. Brit. add. 14,451), cu 
adiectae sunt lectiones e peshitto desumptae. 106 pp. Dy. 8vo, 1896, 
cloth, 8s. 6d. net. Clarendon Press 

3072 Book queries. The international book finder, vol. 5. 4 + 286 pp Post 4to, 

1896, cloth, 4s. Jaggard (Liverpool) 

3073 Bourdillon, Rev. F.— The voice of the people. 160 pp. Cr. 8vo., 1896, 

cloth, 2S. Religious Tract Society 

3074 Braddon, M. E.— Sons of fire: a novel. Cheap edition. 336 pp. Cr. 8vo, 

1896, boards, 2s. ; cloth, 2s. 6d. Simpkim 

307s Bradley, O. C— Outlines of veterinary anatomy. 2 vols. Illus. Cr. 8vo, 
1896, paper, 4s. each. Bailliere 

3076 Braithwaite, Dr. James, and Trevelyan, E. F., Eds.— The retrospect of 

medicine : a half-yearly journal containing a retrospective view of every 
discovery and practical improvement in the medical sciences. Vol irj. 
Jan. to June, 1896. 482 pp. i2mo, 1896, cloth, 6s. 6d. Simpkim 

3077 Brodie, Emily— Freyda's piano. 160 pp. Illus. Cr. 8vo, 1896, cloth, is. 6d. 

Religious Tract Society 

3078 Brooke, Rev. "C. W. A.— How to teach swimming in class. 38 pp. 

Illus. Cr, 8vo, 1896, stiff paper, is. G. Philip 

3079 Brown, Alexander— A practical treatise on the construction of the 

power loom. 7th edition, re-written. 118 pp. i2mo, 1896, cloth, 3s. 6d. 

SlMPKIH 

3080 Bunyan, John— Pilgrim's progress and holy war. 355 pp. Illus. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3081 Butler, A. G.— Foreign finches in captivity. 332 pp. Illus. 4to, 1896, 

cloth, ;£6 6s. net ;^ mor., £6 i6s. 6d. net. L. Reeve 

3081* Campbell, F.— The theory of national and international bibliography, 

with special reference to the introduction of system in the record of 
modem literature. 16 + 500 pp. Med. 8vo, 1896, paper, los. 6d. 

Library Bureau 

3082 Campbell, Mrs. Vere— The problem of prejudice. 95 pp. (Little novels, 

No. 3). Cr. 8vo, 1896, paper, 6d. ; cloth, is. Fisher Unwin 

3083 Carroll, Lewis — Symbolic logic. Part I, Elementary. 3rd edition. 32 + 192 pp. 

Diagrams. Fcp. 8vo, 1896, cloth, 2s. net. Macmillan 

3084 Carter, Alfred H., and Bott, S.— A text-book of physical exercises, 

adapted for the use of elementary schools. 10 + 168 pp. Illus. 4to, 1896, 
limp cloth. 3s. 6d. Macmillan 

3085 Casey, Very Rev. James — ^Temperance songs and lyrics. 3rd. edition. 

126 pp. Cr. 8vo, 1896, paper, 9d. J. Duffy (Dublin) 

3086 Catalogue of modern works on science and technology, classified under 

authors and subjects. 21st edition. 36 + 128 pp. Dy, 1896, paper, is. 

Chapman & Hall 

3087 Chambers— Elementary science readers, Book II, with object lessons and 

illustrations. 148 pp. Illus. Post 8vo, 1896, cloth, lod. 

W. & R. Chambers 

30S8 Chambers — Fluent readers, Book V., with word formation and illustrations. 
256 pp. Illus. Post 8vo, 1896, cloth, IS. 6d. W. & R. Chambers 
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aoSp Chambers— Encyclopaedia, Vol 6. 828 pp. Illus. Roy. 8vo, 1896, 
cloth, I OS.; i mor., 15s. W. & R, Chambers 

3090 Chambers— Encyclopaedia, Vol. 7. 828 pp. Illus. Roy. 8vo, 1896, 

cloth, los. ; J mor., 155. W. & R. Chambers 

3091 Chambers— Encyclopaedia, Vol. 8. 828 pp. Illus. Roy. 8vo, 1896, 

cloth, los. ; i mor., 15s. W. & R. Chambers 

3092 Chambers— Encyclopaedia, Vol. 9. 828 pp. Illus. Roy. 8vo, 1896, 

cloth, los. ; J mor., 155. W. & R. Chambers 

3093 Chambers, G. F.— The story of the solar system. 202 pp. lUus. 

(Useful story series). Pot 8vo, 1896, cloth, is. G. Newnes 

309d Cheyne, W. Watson— The objects and limits of operations for cancer. 

140 pp. 8vo. 1896, cloth, 5s. Bailliere 

3095 Christianity reasonable and true : being Part II. of ^' The faith of reason." 

24 pp. Cr. 8vo, 1896, paper, 6d. Simpkim 

3096 Clarke, J. Hamilton— The study of the orchestra. 132 pp. Fcp. 8vo, 

1896, paper, is. 6d. net. W. Rider 

3097 Clowes, Frank, and Coleman, J. Bernard— Elementary practical 

chemistry. 14 + 224 pp. Illus. Post 8vo, 1896, cloth, 3s. 6d. 

J. & A. Churchill 

3098 Cobbett, Martin— The man on the march. 370 pp. La. Cr. 8vo, 1896, 

cloth, 6s. Bliss, Sands, & Co. 

3099 Coles and Tomlin— Geography for use in elementary schools. New 

edition. 214 pp. i2mo, 1896, boards, is. 4d. Simpkim 

3100 Collins, Treacher— In the kingdom of the Shah. 300 pp. Illus. Dy. Svo, 

1896, cloth, I2S. Fisher Unwin 

3X0X Comrie, Margaret S.— Manor coombe. 254 pp. Illus. Cr. 8vo, 1896, 
cloth, 2s. 6d. Religious Tract Society 

3102 Connelly F. Norreys— The fool and his heart, being the plainly told story 

of Basil Thimm : a novel. 294 pp. Cr. 8vo, 1896, art linen, 6s. L. Smithers 

3103 Cooper, E. H.— The enemies. 289 pp. Cr. 8vo, 1896, cloth, 6s. 

A. Constable 

3104 Cooper, James Fenimore— Last of the Mohicans. 443 pp- lUus. 

(Reward series). Cr. Svo, 1896, cloth, 2s. 6d. Walter Scott 

3x05 Cornwall, Nellie— Joyces' little maid. 128 pp. Illus. (Vols, for the 
young, No. 43). 1896, cloth, is. Religious Tract Society 

3106 Cossins, George — Isban-Israel : a South African story. 276 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Gay & Bird 

3107 Craik, Mrs. (Dinah Maria Muloch)— The Ogilvies. 432 pp. Illus. (Reward 

series). Cr. Svo, 1896, cloth, 2s. 6d. Walter Scott 

3108 Craik Mrs. (Dinah Maria Muloch) — Olive. 431 pp. Illus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3109 Crake, A. P.— Brief notes on collects, epistles, and gospels for 

Sundays and festivals. 142 pp. 8vo, 1896, cloth, is. 6d. Mowbray 

3110 Crane, Josepha— Beautiful sewing, and how to do it. 96 pp. (Little 

treasure series). Imp. 32mo, paper, 3d.; cloth, 6d. 

Wells Gardner, Darton 

3111 Creighton, Rt. Rev. Mandell— The English national character, being 

the Romanes lecture for 1896. 33 pp. 8vo, 1896, paper, 2s. H. Frowde 

31 12 Creighton, Rt. Rev. Mandell— Queen Elizabeth: illustrations from 

contemporary portraits. Edition de Luxe on Japanese paper. 208 pp. Illus* 
Roy. 4to, 1896, paper, j£S. Boussod, Valadon & Co. 
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31X3 Crow, Martha Foote, ed— Elizabethan sonnet cycles. In 4 vols. Vol. 2. 
Delia by Samuel Daniel ; Diana by Henry Constable. 174 pp. Fcp. 8vo, 
1896, cloth, ss. net. Kegan Paul 

3x14 Cullingworthy Charles J.— A short manual for monthly nurses. 
4th edition. 8 + 96 pp. Fcp. 8vo, 1896, cloth, is. 6d. J. & A. Churchill 

311S Cummins, Maria— The lamplighter. 359 pp. Illus. (Reward series). 
Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3x16 Dalton, Norman — ^Aids to medicine. 4 vols., and 4 in 2 vols. i2mo, 
1896, paper, 2s. ; cloth, 2s. 6d. 4 in 2, cloth, 4s. 6d. each. Baillierb 

3x17 Darling, Grace, heroine of the Farne islands. By the author of " Our Queen." 
312 pp. Illus. (Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. 

Walter Scott 

3118 Davidson, Hugh Coleman— The story of a lost soul : a novel. 486 pp. 

Cr. 8vo, 1896, cloth, 6s. Simpkin 

3119 Davis, Richard Harding— About Paris. 219 pp. Illus. Cr. 8vo, 

1896, cloth gilt, 6s. 6d. Gay & Bird 

3x20 Davis, Richard Harding— Three gringos in Venezuela and Central 
America. 11 + 282 pp. Illus. Cr. 8vo, 1896, cloth, 7s. 6d. 

Gay & Bird 

3x21 Defoe, Daniel— Life and adventures of Robinson Crusoe. 395 pp. 

Illus. (Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3122 Deighton, K., ed. — Coverley papers, from the " Spectator.*' 20 + 200 pp. 

(English classics). Cr. 8vo, 1896, cloth, is. 9d. Macmillan 

3123 Deland, Ellen Douglas— Oakleigh. 233 pp. Illus. Cr. 8vo, 1896, 

cloth, 6s. 6d. Gay & Bird 

3124 Dennis, H. J.— Elementary freehand drawing copies. 18 pp. Illus. 

Ob. roy. 8vo, 1896, paper, is. Bailliepe 

3x25 Dent, R. K., and Hill, J.— Historic Staffordshire. 344 pp. 4to, 1896, 
cloth, los. net. Simpkin 

3x26 Dey, K. L., and Mair, William— The indigenous drugs of India. 

2nd re-written edition. 387 pp. Portrait. Dy. 8vo, 1896, cloth, i6s. 

W. Thacker 

3127 Dodge, T. A.— Gustavus Adolphus. 2 vols, in i. 890 pp. Illus. (Great 
captain series). La. 8vo, 1896, cloth, 20s. net. Gay & Bird 

3x28 Donovan, M. — ^The Kaffir circus : South African stories of to-day. 199 pp. 
(Daffodil library). Cr. i2mo, 1896, cloth, gilt, 2s ; paper, is. 6d. Jarrold 

3129 Dora Murray's ideal. 160 pp. Illus. Cr. 8vo, 1896, cloth, is. 6d. 

Religious Tract Society 

3130 Dorr, Julia C. R— A cathedral pilgrimage. 8 + 278 pp. 32010, 1896, 

cloth, 3s. Macmillan 

3131 Douglas, Sir George— New border tales. 285 pp. Illus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s 6d. Walter Scott 

3132 Douglas, Sir George, ed.— Scottish fairy and folk tales. 301 PP- m^s. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3133 Drayton, Edv^ard, compiler — Handbook to Grenada, directory and almanac 

for the year 1896. 195 pp Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Low 

3134 Dumas, Alexandre — The three musketeers. 374 pp- IHus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3135 Earle, Alice Morse— Colonial dames and good wives. 31S PP- Cr. 8vo, 

1896, cloth, 6s. net. Gay & Bird 
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3136 Edgeworth, Maria— Helen. Illus. (Illustrated standard novels). Cr. 8vo, 

1896, cloth, 3s. 6d. Macmillan 

3137 Egerton, Mrs. Fred.— Admiral of the fleet, Sir Geoffrey Phipps 

Hornby, G.C.B. 418 pp. Illus. Portraits. Dy. 8vo, i896,cloth, i6s. 

W. Blackwood 

3138 Euripides— Alcestis, edited by C. S. Jerram. 4th edition. 26 + 72 pp. 

Extra fcp. 8vo, 1896, cloth, 2s. 6d. Clarendon Press 

3139 Flavell, A., and Robinson, G. H. — Macmillan's class time table. 

Sheet, 6d. Macmillan 

3140 Flavell, A., and Robinson, G. H.— Macmillan's school time table. 

Sheet, mounted 2s. ; paper, is. Macmillan 

3141 Fraser, Rev. W. R.— St Mary's of Old Montrose. 247 + 12 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. W. Blackwood 

3142 Freeman, Edward A. — Comparative politics : six lectures read before the 

Royal Institution in January and February, 1873, with The unity of 
history. The Rede lecture, read before the University of Cambridge, 
May 29, 1872. 2nd edition. 10 + 362 pp. Dy. 8vo, 1896, cloth, 8s. 6d. 

Macmillan 

3143 Freyer, P. J.— The modem treatment of stone in the bladder by 

litholapaxy. 2nd edition. 120 pp. Illus. 8vo, 1896, cloth, 5s. Baillierb 

3144 Fuller, Rev. Morris— The Pope's encyclical and the papal aggression : 

two sermons. 48 pp. Cr. 8vo, 1896, paper, is. J. Masters 

3145 Galier, W. H.— A visit to blestland. 310 pp. Cr. 8vo, 1896, cloth, 6s. 

Gay & Bird 

3146 Gall, Captain H. R.— Solutions of the tactical problems : examination 

for promotion, captains. May, 1896. 63 pp. With diagram and map. 
Sm. cr. 8vo, 1896, paper, 2s. 6d. Kegan Paul 

3147 Gattermann, Ludwig— The practical methods of organic chemistry. 

12 + 330 pp. Illus. (Macmillian's manuals for students). Cr. 8vo, 
1896, cloth, 8s. 6d. Macmillan 

3148 Gemmell, G. H.— Chemical notes and equations, inorganic and organic 

244 pp. Cr. 8vo, 1896, cloth, ss. Baillierb 

3149 Giddings, Franklin Henry— The principles of sociology : an analysis of 

the phenomena of association and of social organisation. 16 + 476 pp. 
Dy. 8vo, 1896, cloth, 12s. 6d. net. Macmillan 

3150 Gille, Philippe— Figaro-Salon, 1896. 120 pp. Illus. Folio, 1896, cloth, 14s. 

Boussod, Valadon & Co. 

3151 Gladstone, W. E.— Studies subsidiary to the works of Bishop Butler. 

Uniform with the works. 371 pp. Med. 8vo, 1896, cloth, los. 6d. 7 + 370 PP* 
Cr. 8vo, 1896, cloth, 4s. 6d. Clarendon Press 

3152 Glover, J.— Formulae for railway crossings and switches. 28 pp. Illus. 

32mo, 1896, cloth, 2S. 6d. E. & F. N. Spon 

3153 Godby, Robert— Golf: the golfer's ledger : tables for recording progress of play. 

76 pp. Oblong 8vo, 1896, paper, 6d. J. Clegg (Rochdale) 

3154 Goodman, E. J. — ^The best tour in Norway. New edition. r6 + 336 pp. 

Illus. and route map. Cr. 8vo, 1896, cloth, 7s. 6d. IX)W 

3155 Goodman, E. J.— New ground in Norway. 244 pp. Illus. Dy. 8vo, 1896. 

cloth extra, los. 6d. G. Newnbs 

3156 Gordon, W. J.— The story of our railwasrs. 160 pp. lUus. (World 

working library, vol. 5). Cr. 8vo, 1896, cloth, is. 6d. 

Religious Tract Sociin 
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3157 Gordon, General, Life of. By the author of " Our Queen." 369 pp. Illus. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3158 Gray, Thomas— Elegy written in a country churchyard. With notes 

explanatory of meanings and allusions. 24 pp. (Macmillan's series for pupil 
teachers). Globe 8vo, 1896, paper, 6d. Macmillan 

3159 Green, Eveljrn Everett- Enid's ugly duckling. 191 pp. Illus. Cr. 8vo, 

1896, cloth, 2s. Religious Tract Society 

3160 Green, John Richard— History of the English people, Vol. 5., Puritan 

England, 1 603-1 644. 8 f 384 pp. (Eversley series). Globe 8vo, 1896, 
cloth, 5s. Macmillan 

3161 Hackwood, F. W.— Practical method of class management 90 pp. 

Cr. 8vo, 1896, stiff cloth, is. G. Philip 

3162 Hahn, F.— The child's German book. 7th edition. 95 pp. i2mo, 

1896, cloth, IS. E. Marlborough 

3163 Hahn, F.— Interlinear German reading book (Hamiltonian system): 

arranged for self-study, with the literal English translation of every word. 
84 pp. 8vo, 1896, limp cloth, is. E. Marlborough 

3164 Harcourt, L. F. Vernon— Treatise on rivers and canals, relating to 

control and improvement of rivers, and design, construction, and development 
of canals. 2nd edition. 2 vols. lUus., with charts. 8vo, 1896, 
cloth, j£i IIS, 6d. Clarendon Press 

3165 Harding, Emily Grace— Hazel; or, Perilpoint lighthouse. 452 pp. Illus. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3166 Harding, Emily Grace— A mountain daisy. 400 pp. Illus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3167 Hartland, Edwin Sidney, ed— English fairy and other folk tales. 

282 pp. Illus. (Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. 

Walter Scott 

3168 Henslow, Rev. G.— How to study wild flowers. 224 pp. Illus. 

Cr. 8vo, 1896, cloth, 2s. 6d. Religious Tract Society 

3169 Hepburn, David— A revised description of the dorsal interosseous 

muscles of the human hand, with suggestions for a new nomenclature 
of the palmar interosseous muscles, and £ome observations of the 
corresponding muscles in the Anthropoid apes. 8 pp. i plate. 
(Transactions of the Royal Society of Edinburgh, Vol. 38, No. 14, 1896). 
4to, 1896, paper, is. Williams & Norgate. 

3170 Herron, Rev. G. D.— The christian state. 230 pp. Fcp. 8vo., 1896, 

cloth, 3s. 6d H. R. Allenson 

3171 Herron, Rev. G. D. — ^The new redemption. 190 pp. Fcp. 8vo, 1896, 

cloth, 3s. 6d. H. R. Allenson 

3172 Herron, Rev. G. D.— A plea for the gospel. 118 pp. Fcp 8vo, 1896, 

cloth, 3s. 6d. H. R. Allenson 

3173 Hewett, Waterman T.,ed.— Poems of Uhland. 57 + 354 PP- Globe 8vo, 

1896, cloth, 5s. net. Macmillan 

3174 Hill, Georgiana— Women in English life. 2 vols. Frontispieces. 

Dy. 8vo, 1896, cloth, 28s. Bentley 

317s Homer, the complete works of. Edited by D. B. Munro. Printed on the 
Oxford India paper. 1040 pp. Cr. 8vo, 1896, cloth, los. 6d. net. 

Clarendon Press 

3176 Hosmer, James K.— The life of Thomas Hutchinson, Royal governor 

of the province of Massachusetts Bay. 28 + 453 pp. With photo. 
La 8vo, 1896, cloth, i6s. net. Gay & Bird 

3177 Howells, W. D.— Stops of various quills. Illus. by Howard Pyle. 

Dy. 8vo, 1896, cloth, 12s. 6d. net. Gay & Bird 
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3178 Hudson, Rev. W.— How the city of Norwich grew into shape. 90 pp. 

5 maps. 4to, 1896, J cloth boards, 55. net. Agas. H. Goose (Norwich) 

3x79 Hunter, Archibald— Hygienic treatment for the preservation of health. 

2nd edition. 76 pp. Paper, 6d. net Hay, Nisbet & Co. 

3180 Institution of Electrical Engineers. Journal, No. 124. 243 pp. IIJus. 
Dy. 8vo, 1896, paper, 3s. 6d. net. E. & F. N. Spom 

3x81 Karkaria, R. P.— India : forty years of progress and reform ; being a 
sketch of the life and times of Behramji M. Malabari. 147 pp. 8vo, 1896, 
7s. 6d. H. Frowde 

3182 Kingston, W. H. G., ed— The Swiss family Robinson. 292 pp. Illus. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3183 Klein, E.— Micro-organisms and disease, an introduction to the study of 

specific micro-organisms. 12 -h 596 pp. Illus. Cr. 8vo, 1896, cloth, los. 6d. 

Macmillan 

3x84 Knight, Canon— The arch of Titus and the spoils of Jerusalem. 

128 pp. Illus. (By-paths of bible knowledge, No. 22). Cr. 8vo, 1896, 
cloth, 2s. 6d. Religious Tract Society 

3185 Knight, George— Dust in the balance: short stories. 359 pp. (Impressionist 
series). Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

3x86 Knott, Professor, C. G.—The strains produced in iron, steel and nickel 
tubes in the magnetic field. 28 pp. 6 plates. (Transactions of the 
Royal Society of Edinburgh, Vol. 38, No. 13, April, 1896). 4to, 1896, 
paper, 4s. 6d. Williams & Norgate 

3187 Lamb, Ruth— Not quite a lady. 256 pp. Illus. (GirPs own bookshelf, 

No. 28). Cr. 8vo, 1896, cloth, 2s. 6d. Religious Tract Society 

3188 Langland, Stephen— Piers Plowman : prologue and passus i— vii. Text B. 

Edited by J. F. Davis. Introduction, text, notes, and glossary. 
183 + 28 pp. (University tutorial series). Cr. 8vo, 1896, cloth, 4s. 6d. 

W. B. Clive 

3189 Lascelies, John— The great drama and other poems. 71 pp. Dy. 8vo, 

1896, paper, is. Leadenhall Press 

3190 Leonard, Major Arthur Glyn— How we made Rhodesia. 10 + 356 pp. 

Post 8vo, 1896, cloth, 6s. Kegan Paul 

3x91 Lessing, Gotthold Ephraim— The education of the human race. 

Translated by the Rev. F. W. Robertson. 4th edition, revised. 16 + 79 pp. 
Fcap 8vo, 1896, cloth, 2s. 6d Kegan Paul 

3192 Lincoln and Garfield. By the author of "Grace Darling." 363 pp. Illus. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3193 Lingwood, Lemmon— The illustrated guide to Colchester and neigh- 

bourhood. 192 pp. Illus. (Jarrold's illustrated guide series). Fcap. 8vo, 
1896, paper, 6d. Jarrold 

3194. Little, Mrs. Archibald — ^The fairy foxes : a Chinese legend told in English. 
Illus. Sm. 4to, 1896, Japanese paper, 3s. 6d. net. Gay & Bird 

3195 Lloyd, Morgan, and Jones, M. Henry— The legal handbook and com- 

plete manual of practical law forms. loth edition. 420 pp. Cr. 8vo, 
1896, cloth, 3s. 6d. C. W. Deacon 

3196 London city churches. 2nd edition. 394 pp. With map and numerous 

illustrations. Imp 8vo, 1896, cloth, 6s. A. Constable 

3197 Loomis, Lafayette C— The index guide to travel and art-study in 

Europe. 20 + 587 pp. Illus with maps, etc. i2mo, 1896, leather, 155. 

Gay & Bird 
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3198 M., S. C. — The orchid of F6 ; or, a tale from Burma. 100 pp. Cr. 8vo, 1896, 

paper, is. Simpkim 

3199 Macleod, Henry Dunning— The history of economics. 690 pp. 

Dy. Svo, 1896, cloth, i6s. Bliss, Sands & Co. 

3200 McCarthy, Justin— The Pope, Leo XIII. 260 pp. Frontispiece (Public 

men of to-day series). Cr. Svo, 1896, cloth, 3s. 6d. Bliss, Sands & Co. 

320X Macmillan's geography readers. Book V., Countries of Europe. 

8 + 248 pp. Illus. Globe 8vo, 1896, cloth, is. 6d. Macmillan 

3202 Maitland, Ella Fuller— The Saltonstall Gazette. Conducted by Peter 

Saltonstall, Esq., and written by various hands. 361 pp. La. cr. 8vo, 1896, 
^ brown paper, 7s. 6d. Chapman & Hall 

3203 Marryat, Captain — Mr. Midshipman Easy. 22 + 392 pp. Illus. (Illustrated 

standard novels). Cr. 8vo, 1896, cloth, 3s. 6d. Macmillan 

3204 Marryat, Captain — Peter Simple. 383 pp. Illus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s 6d. Walter Scott 

3205 Marryat, Captain — Poor Jack. 346 pp. Illus. (Reward series). Cr. 8vo, 

1896, cloth, 2s. 6d. Walter Scott 

3206 Masson, Orme — The classification of the chemical elements. Mounted 

on cloth boards. Cr. 8vo, 1896, cloth, is. 6d. net. Macmillan 

3207 Merridew— Guide to Boulogne-sur-Mer and its environs. loth revised 

and enlarged edition. 200 pp. i6mo, 1896, paper, is. Simpkin 

3208 Midget Testament : the smallest new testament in the world. 520 pp. | x ^ in. 

1896. Metal case, with magnifying glass, is. 3d. D. Bryce (Glasgow) 

3209 Milton, John— Samson Agonistes, edited with life introduction, notes 

arranged and classified, paraphrasing, etc., by Thomas Page. 184 pp. 
(Moffatt's English classics). 8vo, 1896, cloth, 2s. Moffatt & Paige 

3210 Mite Bible : the smallest in the world, with 28 reduced facsimile line illustrations, 

by C. B. Birch. 936 pp. i| x i^ in. 1896, limp leather, with magnifying 
glass, 2S. 3d. D. Bryce (Glasgow) 

3211 Modern readers Bible, The : a series of works from the sacred scriptures, 

presented in modern literary form. Edited by Richard G. Moulton. 
Deuteronomy. 24 + 162 pp. i6mo, 1896, cloth, 2s. 6d. Macmillan 

3212 Morley, John— The life of Richard Cobden. Jubilee edition. 2 vols. 

468 + 509 pp. Frontispiece. Dy. 8vo, 1896, cloth, 7s. Fisher Unwin 

3213— Murray, Dr. James, A. H., ed.— A new English dictionary on historical 
principles. New section of Vol. III., Diffluent — Disburden. 64 pp. 
Roy. 4to, 1896, paper, 2 s. 6d. Clarendon Press 

3214 Navy and army illustrated. 316 pp. Illus. Sm. folio, 1896, cloth, 12s. 

G. Newnes 

3215 Newman, Mrs. — His vindication. 417 pp. Cr. 8vo, 1896, cloth, 6s. 

A. Constable 

3216 Newman, Mrs. E. — The last of the Haddons. 297 pp. (Greenback series). 

Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

3217 Notable dogs of the year and their owners : reprinted from the " Ladies 

Kennel Journal.'' 6 + 208 pp. Fcap. 4to, 1896, leatherette, 2s. 6d. net. 

A. D. Innes 

3218 Palgrave, Mary E.— How Dick found his sea legs. 160 pp. Illus. 

Cr. 8vo, 1896, cloth, is. 6d. Religious Tract Society 

3219 Parker, Dr.— Wilmots child. 2nd edition. 227 pp. Oblong 24mo, 1896, 

paper, is. 6d. Fisher Unwin 

3220 ParkeSy William Theodore— The spook ballads. 254 pp. Illus. Cr. 8vo, 

1896, boards, 2s. Simpkin 
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3221 Pattin, H. Cooper — The ritual of health for the g^rown. 125 pp. 

Cr. 8vo, 1896, cloth, is. net Jarrold 

3222 Peacock, Thomas Love— Gryll grange. 24 + 296 pp. Illus. (Illustrated 

standard novels). Cr. Svo, 1896, cloth, 3s. 6d. Macmillam 

3223 Peile, Lt. Col. S. C. F.— Lawn tennis as a game of skilL 6th edition. 

72 + 8 pp. Fcap. 8vo, 1896, cloth, is. W. Blackwood 

3224 Perren, Rev. C. H.— Revival sermons in outline. 375 PP- Cr. 8vo, 1896, 

cloth, 3s. 6d. H. R. Allknson 

3225 Perren, Rev. C. H.— Seed corn for the sower. 422 pp. Cr. 8vo, 1896, 

cloth, ss. H. R. Allenson 

3226 Phillips, L. — Roy. 127 pp. Ill^s. (Vols, for the young, No. 42). Cr. Svo, 

1896, cloth, IS. Religious Tract Society 

3227 Phillpots, Eden— A deal with the devil. 4th edition. 190 pp. Cr. Svo, 

1896, paper, is. Bliss, Sands & Co. 

3228 Plan, Madame Ph. — Macmillan's selection of French idioms, with preface 

by F. F. Roget. 6 + 244 pp. Fcap. 8vo, 1896, cloth, 3s. 6d. Macmillan 

3229 Porter, Jane— Scottish chiefs. 352 pp. Illus. (Reward series). Cr. Svo, 

1896, cloth, 2s 6d. Walter Scott 

3230 Powys, John Cowper— Odes and other poems, s pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. net W. Rider 

3231 Proctor, R. A. — Other suns than ours : a series of essays on suns — old, 

young and dead, with other science gleanings. Two essays on the first, and 
correspondence with Sir John Herschell. 2nd edition, 1891. 8 4- 419 pp. 
Star maps. (Silver library). Cr. Svo, 1896, cloth, 3s. 6d. Longmans 

3232 Preston, Thomas— On the continuity of isothermal transformation 

from the liquid to the gaseous state. 8 pp. 4 diagrams. (Scientific 
transactions of the Royal Dublin Society, Vol. 6, Series 2, Part 4). 
4to, 1896, paper, is. Williams & Norgate 

3233 Purvis, W. F., and Biggs, L. V.— South Africa : its people, progress and 

problems : a handbook for the present situation. 16 + 288 pp Map. 
Cr. Svo, 1896, cloth, 5 s. Chapman & Hall 

3234 Quartier Latin, The. No. i. An illustrated monthly devoted to the arts. July. 

Illus. Svo, 1896, paper, 6d. Simpkin 

3235 Rae, Fraser — Sheridan : a biography. 2 vols. Portraits, Dy. Svo, 1896, 

cloth, 26s. Bentlev 

3236 Rambaut, Arthur A.— On the rotation period of the Garnet spot on 

Jupiter. 10 pp. 3 diagrams. (Scientific proceedings of the Royal Dublin 
Society, Vol. 8, N.S., Part 5, No. 49). Svo, paper, 6d. 

Williams & Norgate 

3237 Ramsay, Prof. W.— The position of argon and helium among the 

elements, being the 5th Robert Boyle lecture. 22 pp. Svo, i896» 
paper, is net. H. Frowde 

3238 Ratzel, Friedrich— The history of mankind. Vol. i. 24 + 486 pp. 

Illus. Sup. Roy. Svo, 1S96, cloth, 12s. net. Macmillan 

3239 Renlow, D. H.— Anatomical model of the human eye and its auxiliary 

organs; edited by John Browning. 20 pp. Illus. 7^ x 12^ ins., 1896, 
boards, 2s. 6d. G. Philip 

3240 Report of the select committee on the Jameson raid into the territory 

of South African Republic^ Printed by order of the House of Assembly, 
Cape of Good Hope. 63S pp. Svo> 1S96, paper, 7s. 6d. net. Simpkin 

3241 Rice, Edwin A., ed.— The people's dictionary of the Bible. 396 pp. 

Or. Svo, 1896, cloth, 6s. Simpkin 
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3242 Ridge, W. Pett— An important man. 192 pp. Cr. 8vo, 1896, 

coloured wrapper, is. Ward, Lock & Co. 

3243 Roberts, Askew, and Woodall, Edward— Gossiping guide to Wales : 

North Wales to Aberystwyth. Popular edition. 362 pp. lUus. and maps. 
1 2 mo, 1896, paper, is. Simpkin 

3244 Robertson, J. S.— Life of David Livingstone. 320 pp. Illus. (Reward 

series). Cr. 8vo, 1896, cloth, 2s. 6d, Walter Scott 

3245 Roe, E. P.— Barriers burned away. 317 pp. Illus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3246 Roe, E. P.— From jest to earnest New edition. 130 pp. Illus. 

(Marigold series). Imp. 8vo, 1896, paper, 6d. net. S. W. Partridge 

3247 Roe, E. P.— From jest to earnest 317 pp. lUus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3248 Roe, E. P.— A knight of the nineteenth century. 356 pp. Illus. 

(Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3249 Roe, E. P. — Opening a chestnut burr. 338 pp. Illus. (Reward series). 

Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3250 Roofer, Roof— The fencing girl : a London new soul. 2nd edition. 167 pp. 

Cr. 8vo, 1896, paper, is. Gay & Bird 

3251 Ruddy A. J.— The illustrated guide to fishing in Norfolk waters. 

158 pp. Illus. (Jarrold's illustrated guide series). Fcp. 8vo, 1896, cloth, is. 

Jarrold 

3252 Riihlandy Dr. G.— The ruin of the worlds agriculture and trade, with a 

preface by Chas. W. Smith. 66 pp. 1896, paper, 2s. Low 

3253 Ryde, W. C— The agricultural rates act, 1896. 238 pp Cr. 8vo, 1896, 

cloth, 4s. BUTTERWORTH 

3254 Ryder, H. P.— Cycling and shooting knickerbocker stockings : how to 

knit them with plain and fancy turnover tops. 32 pp. Illus. 4to, 1896^ 
paper boards, 2s. Macmillan 

3255 Salon, 1896, The. 103 pp. Illus. Roy. 8vo, 1896, cloth, £2 12s. 6d. 

BoussoD, Valadon & Co. 

3256 Sandars, F., and Irvine, W. F.— The registers of the ancient parish of 

Bebington, Cheshire. Edited and annotated. 250 pp. Dy. 8vo, 1896, 
cloth, 2 IS. net. Jaggard (Liverpool) 

3257 Sandars, F., and Irvine, W. F.— The baptismal, marriage, and burial 

registers of the parish of Bidston, Cheshire. 126 pp. Dy. 8vo, 1896, 
cloth, I OS. 6d. net. Jaggard (Liverpool) 

3258 Sankey, Ira D., and McGranahan, James— The christian choir. 

New revised and enlarged edition. 281 hymns. Dy. i6mo, words only; 
Cr. 4to, music, 1896, paper, id.; cloth, 2d. ; giraffe, 2s. 6d. ; limp cloth, 3s. ; 
cloth, 3s. 6d.; cloth, gilt, 4s. 6d. Morgan & Scott 

3259 Sansone, Antonio— Recent progress in the industries of dyeing and 

calico printing. Vol. 2., with cloth samples. 3 vols. Illus. Dy. 8vo, 
i8q6, cloth, 9s. Abel Hevwood 

3260 Scott, MetaC. — Benjamin's sack. Illustrated by J. Barnard Davis. 202 pp. 

(Nautilus series). Sq. fcp, 8vo, 1896, cloth, 2s. 6d. Ward, Lock & Co. 

3261 Scott, Sir Walter—Ivanhoe. 360 pp. Illus. (Reward series). Cr. 8vo, 

1896, cloth, 2s. 6d. Walter Scott 

3262 ) Scott, Sir Walter — Waverley novels. Facsimile reprint of the author's 
3264 J favourite edition in 48 vols., with all the original plates and vignettes. Anne 

of Geierstein, 2 vols. The fair maid of Perth, 2 vols. The highland widow. 
Cr. 8vo, 1896, cloth, is. 6d. net; cloth gilt, 2s. net; half leather, 2s. 6d. net. 

A. Constable 
159 



Digitized by 



Google 



326s Scott, Sir Walter— Waverley novels. Standard edition. The Abbot 
453 PP« With photogravure frontispiece. Cr. 8vo, 1896, cloth, 2s. 6d., 
leather, 3s. 6d. A. & C. Black 

3266 Scottish poetry of the eighteenth century. Vol. i. Contents : Lord 

Yester, Lady Grizel Baillie, Lady Wardlaw, William Hamilton of Gilbertfield, 
Sir John Clerk, Allan Ramsay, Robert Crawford, Robert Blair, The Author 
of Albania, Alexander Ross, James Thomson, David Mallett, William 
Hamilton of Bangour. Alexander Webster, George Halket, Alison Rutherford, 
John Wilson, Sir Gilbert Elliot, Tobias Smollett, Adam Skirving, William 
Wilkie, Thomas Blacklock, John Skinner, John Home, Jean ElUot, John 
Lapraik, William Falconer, William Julius Mickle. Edited by George Eyre 
Todd. 234 pp. (Abbotsford series of Scottish poetry). Cr. Svo, 1896, 
cloth, 3s. 6d. ; Dy. 8vo, i mor., 5s. net. Williams & Norgate 

3267 Scribner's Magazine. Vol. 19, Jan.— June, 1896. 8 + 792 pp. Illus. 

Dy., 1896, buckram, 8s. 6d. Low 

3268 Scruggs, William L., and Storrow, James J.— The Venezuela 

boundary commission. Brief for Venezuela, ist part, introduction 
and summary. 28 pp. Roy. 8vo, 1896, paper, 6d. P. S. King 

3269 Seager, J. Renwick—Notes on registration, under the representation of 

the People Act, 1884; the Registration Act, 1885 ; the County Electors' Act, 
1888; and the Local Government Act, 1894: together with a digest of all 
cases on appeal from 1884 to 1896. 7th edition. 108 pp. Cr, 8vo, 1896, 
limp cloth, 2S. net. Bemrose & Sons 

3270 Select documents illustrating the history of trade unionism, i. The 

tailoring trade. Edited by F. W. Galton. With a preface by Sidney Webb, 
12 + 242 pp. (Handbooks of economics and political science, issued 
under the auspices of the London school of economics and political 
science). Cr. 8vo, 1896, cloth, ss. Longmans 

3271 Sell, Rev. Edward— The faith of Islam. 2nd, revised and enlarged edition. 

16 + 370 pp. (Triibner's oriental series). Post 8vo, 1896, cloth, 12s. 6d. 

Kegan Paul 

3272 Severn Valley, The. New edition. 150 pp. Illus. (Darlington's hand- 

books). 1 2 mo, 1896, limp, IS. Simpkin 

3273 Shakespeare, William — ^Works. Vol. 12. Avon edition, cheap re-issue, in 

12 vols. Sm. cr. 8vo, 1896, cloth, is. net. Kegan Paul 

3274 Singer and Wofner— Handbooks for travellers. Guide to Hungary: 

Budapest. 8 + 352 pp. Maps and plans. Sm. post 8vo, 1896, cloth, 6s. 

Low 

3275 Skyrings — Builders' Prices, 1896: calculated from the pnme cost of 

material and labour; containing the Metropolitan Buildings' Act, list of 
district surveyors, &c. 87th yearly issue. 178 pp. 8vo, 1896, cloth, 4s. 

Simpkin 

3276 Smith, G. Barnett — ^William Tyndale, the translator of the English Bible. 

160 pp. Illus. (Popular biographies). Cr. 8vo, 1896, cloth boards, is. 6d 

S. W. Partridge 

3277 Smith, F. Hopkinson— A gentleman vagabond^ and some others. 

8+184 pp. Cr. 8vo, 1896, paper, is. Macmillan 

3278 Smith, J. Payne— A compendious Syriac dictionary, founded upon the 

Thesaurus Syriacus. 136 pp. Sm. 4to, 1896, paper, 8s. 6d. net 

Clarendon Press 

3279 Soansy Rev. R. G.— The first false step. 255 pp. lUus. Cr. 8vo, 1896, 

cloth, 2S. 6d. Religious Tract Society 
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3280 Stanford's map of London and its environs, showing proposed improve- 

ments for session 1896. 44 x 30 ins., sheet, 6s. E. Stanford 

3281 Stanford's physical sketch map of Europe. 28 x 20 ins., 1896, sheet 2s. 

E. Stanford 

3282 Stanley, H. M., and Africa. By the author of " General Gordon." 433 pp. 

Illus. (Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3283 Starr, M. Allen— Atlas of nerve cells. 10 + 78 pp. Illus. Imp. 4to, 

1896, cloth, ;^2 2s. net. Macmillan 

3284 Stebbing, F. C— Navigation and nautical astronomy. 12 + 328 pp. 

Diagrams. Dy. 8vo, 1896, cloth, 8s. 6d. net. Macmillan 

3285 Stephen Ashton's dragon. 160 pp. Illus. Cr. 8vo, 1896, cloth, is. 6d. 

Religious Tract Society 

3286 Steps heavenward : a book of daily simple prayer and praise for and 

with our dear children. Compiled by a mother. 3rd edition. 96 pp. 
i6mo, 1896, cloth, IS. net. Simpkin 

3287 Stoddard, Elizabeth— Poems. 7 + 164 pp. Cr. 8vo, 1896, cloth, 6s. net. 

Gay & Bird 

3288 Stokoe, Rev. T. H.— Old testament history for schools. Part II., from 

the settlement to the disruption of the kingdom. With maps. 326 pp. 
extra fcp. 8vo, 1896, stiff covers, 2s. 6d. Clarendon Press 

3289 Stowe, Harriet Beecher— Uncle Tom's cabin. 326 pp. Illus. (Reward 

series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3290 Strachey, St. Loe, ed. — Dog stories from the ** Spectator." 2nd edition. 

324 pp. Cr* 8vo, 1896, cloth, 5s. Fisher Unwin 

3291 Strong, Thomas B.-- Christian ethics : eight lectures preached before the 

University of Oxford in 1895, ^" ^^^ foundation of the late Rev. John 
Bampton, Canon of Salisbury. 27 + 375 pp. Med. 8vo, 1896, cloth, 15s. 

Longmans 

3292 Sturmey, H., ed.— Photography annual, 1896. 608 pp. Illus. Dy. 8vo, 

1896, paper, 2s. 6d. ; cloth, 3s. 6d. Iliffe 

3293 Tacitus.— History translated into English, with an introduction and notes, 

critical and explanatory, by Albert William Quill. 2 vols. 8vo, 1896, 
cloth, vol. I, 7s. 6d. ; vol. 2, 12s. 6d. 

Transferred from Murray to Longmans 

3294 Teddy's button. 96 pp. Illus. Cr. 8vo, 1896, cloth, is. 

Religious Tract Society 

329s Tennyson, Lord— Poetical works, Vol. n. The brook and other poems. 
100 pp. (People's edition). Dy. i6mo, 1896, cloth, is. net; Persian, is. 6d. net. 

Macmillan 

3296 Tennyson, Lord— Poetical works. Vol. 12. Idylls of the king. Part I. 

96 pp. (People's edition). Dy. i6mo, 1896, cloth, is. net; Persian, is. 6d. net 

Macmillan 

3297 ) Tennyson, Lord— Poetical works. Vols. 13. and 14. Idylls of the king. 
3298/ Parts II. and III. (People's edition). Dy. i6mo, 1896, cloth, is. net; 

Persian, is. 6d. net. Macmillan 

3299 Tennyson, Lord— Poetical works. Vol. 19. Rizpah and other poems. 
96 pp. -(People's edition). Dy. i6mo, 1896, cloth, is. net ; Persian, is 6d. net. 

Macmillan 
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3300 Tennyson, Lord— Poetical works. Vol. 20. The voyage of Maeldune and 

other poems 104 pp. (People's edition), Dy. i6mo, 1896, cloth, is. net; 
Persian, is. 6d. net. Macmillan 

3301 Tenn3rson, Lord — Poetical works. Vol. 21. The Spinster's sweet arts, 

and other poems. Dy. i6mo, 1896, cloth, is. net; Persian, is. 6d. net 

Macmillan 

3302 Tenn3rson, Lord— Poetical works. Vol. 22. Demeter and other poems. 

(People's edition). Dy. i6mo, 1896, cloth, is. net; Persian, is. 6d. net. 

Macmillan 

3303 Theatre, The. Vol. 27, January to June, 1896. 378 pp. Roy. 8vo, 

1896, cloth, 7s. 6d. SiMPKiN 

3304 Thimm, C. A.— Der Englische Dolmetscher (English self-taught for 

German). New edition. 96 pp. (Thimm's self-taught library). 8vo, 1896, 
paper, is. 6d. ; limp cloth, 2s. E. Marlborough 

3305 TiflFany, Francis—This goodly frame the earth. Cr. 8vo, 1896, cloth, 

6s. net. Gay & Bird 

3306 Torr, Cecil— On the interpretation of Greek music. 64 pp. 8yo, 1896, 

cloth, IS. net. H. Frowde 

3307 Travers, Graham, A«^//.— Fellow travellers. 2nd edition. 346 j^. 

Cr. 8vo, 1896, cloth, 6s. W. Blackwood 

3308 Troye, G. A— Map of the Transvaal. 2nd revised edition, 1896. 6 sheets. 

62 X 58 inches. £4 4s. E. Stanford 

3309 Tubby, A H. — Deformities : a treatise on orthopaedic surgery ; intended for 

piaciitioners and advanced students. 22 + 598 pp. lllus. Dy. 8vo, 1896, 
half leather, 17s. net. Macmillan 

3310 Turner, Ethel— The little larrikin. 352 pp. lllus. (Good worth library). 

Cr. 8vo, 1896, cloth gilt, 3s. 6d. Ward, Lock & Co. 

3311 Tyndall, Rev. C. H.— Object sermons in outline. 260 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. H. R. Allenson 

3312 Usher, Edward P.— Protestantism : a study in the direction of religious 

truth and christian unity. 440 pp. Cr. 8vo, 1896, cloth, 7s. 6d. Gay & Bird 

3313 Vale of Llangollen : Chester, Wrexham, Ruabon, Llangollen, Corwen and Bala. 

64 pp lllus. and map by J. Bartholomew. (Darlington's handbooks). 
1 2 mo, 1896, limp, IS. Simpein 

3314 Vanderdecken — ^The yacht sailor: a treatise on practical yachtsmanship, 

cruising, and racing ; with notes and additional chapters by a Clyde yachtsman. 
6th edition. 216 pp. 8 vo, 1896, cloth, 5s. Simpkin 

3315 Volkert, C— Model of horizontal steam engine. Edited by Arnold Philip. 

26 pp. lllus. 7j X 12^ in., 1896, boards, 2s. 6d. net. G. Philip 

3316 Voysey, Rev. Charles— The testimony of the four gospels concerning 

Jesus Christ. 12 + 184 pp. 8vo, 1896, cloth, 3s. 6d. 

Williams & Norgate 

3317 Walker, Francis A.— International bimetallism. 6 + 298 pp. Cr. Svo, 

1896, cloth, ss. net. Macmillan 

3318 Wallace, Lew— Ben-Hur : a tale of the Christ. 428 pp. lllus. (Reward 

series). Cr. 8vo, 1896, cloth, 2s. 6di Walter Scott 
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33^9 Waterfordy Wrexford, and the south east of Ireland. 120 pp. Illus. 
(Shilling guide book series). Fcp. 8vo, 1896, cloth limp, is. 

Ward, Lock & Co. 

^ao Watson, Aaron — For lust of gold: a narrative of adventure 312 pp. 
Illus. (Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

332Z Weed, C— Ten New England blossoms and their insect visitors. 

11 + 142 pp. Illus. Cr. 8vo, 1896, cloth, ss. net. Gay & Bird 

3322 Wells, B. —The fruit growing. 94 pp. Cr. 8vo, 1896, paper, is. Simpkin 

3323 Welsh lyrics of the 19th century : selected and translated by Edmund O. 

Jones. 130 pp. Cr. 8vo, 1896, paper, is. Simpkin 

3324 Wetherell, Elizabeth— The wide, wide world. New edition. 130 pp. 

Illus. (Marigold series). Imp. 8vo, 1896, paper, 6d. net. S. W. Partridge 

3325 Wetherell, Elizabeth— The wide, wide, world. 472 pp. lUus. (Reward 

series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3326 White, Gilbert— Natural history of Selboume. Edited by Richard 

Jefferies. 366 pp. Illus. (Reward series). Cr. 8vo, 1896, cloth, 2s. 6d. 

Walter Scott 

3327 Whymper, Annette— The autobiography of a missionary box. 128 pp. 

Illus. (Vols, for the young. No. 41). Cr. 8vo, 1896, cloth, is. 

Religious Tract Society 

3328 Wiggin, K. D., and Smith, N. A.— The republic of childhood. 3 vols. 

Vol. I. Froebel's gifts. 15 + 253 pp. Cr. 8vo, 1896, cloth, 3s. 6d 

Gay & Bird 

3329 Wilkinson, Major Generals, O. and J. — Memoirs of the gemini generals. 

12 + 441 pp. Dy. 8vo, 1896, cloth, los. 6d. A. D. Innes 

3330 Willard, A R — Morelli Domenico : a sketch of the life and work of the 

painter. 8 heliotypes. Cr. 8vo, 1896, cloth, 5s. net. Gay & Bird 

3331 Williams, R. R.— The American hardware store. 448 pp. lUus. 

Roy. 8vo, 1896, cloth, 12s. 6d. E. & F. N. Spon 

3332 Williams, S. A.— Conversational French in graduated steps. 93 pp. 

Cr. 8vo, 1896, cloth, 2s. G. Philip 

3333 Willoughby, Westel Woodbury.— An examination of the nature of 

the state : a study in political philosophy. 12 + 448 pp. Dy. 8vo, 1896, 
cloth, I2S. 6d. Macmillan 

3334 Wilson, A. J. E.— At the mercy of Tiberius. 388 pp. Illus. (Reward 

series). Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

3335 Wood, H. F.— Avenged on society. Cheap edition. 312 pp. Cr 8vo, 

1896, cloth, 3s. 6d. Heinemann 

3336 Woodhouse, Rev. R. J., ed.— Life and poetical works of James 

Woodhouse. 2 vols. 4to, 1896, cloth, 42s. Leadenhall Press 

3337 Wordsworth, William— Poetical works. Vol. 6. (Eversley series). 

Globe 8vo, 1896, cloth, 5 s. Macmillan 

3338 Wright, J. C. — ^The poets laureate, from the earliest times to the 

present. 92 pp. Cr. 8vo, 1896, paper, is. ; cloth, 2s. 6d. Jarrold 

3339 Wright, Joseph— The English dialect dictionary. Part I. A. Ballot. 

4 + 144 pp. 4to, 1896, paper, hand-made, 30s., ordinary, 15s. H. Frowde 

3340 Wye Valley, The. (Darlington's handbooks). 114 pp. i2mo, 1896, 

limp, IS. Simpkin 
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334^ Wykeham's register. Vol. i., Part I., Institutions : Part II., Ordinations. 
Edited by F. S. Kirby, M.A. 436 pp. 8vo, 1896, cloth, 21s. net. Simpkin 

3342 Yeats, W. B., ed— Irish, fairy, and folk tales. 326 pp. lUus. (Reward 

series). Cr. Svo, 1896, cloth, 2s. 6d. Walter Scott 

3343 Young, Jane— Songs and verses. 12c pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

H. R. Allenson 

3J44 Young nurses : a reading-book for girls. 240 pp. Illus. (Blackie's domestic 
economy reader's). Cr. 8vo, 1896, cloth, is 6d. Blacrie 

3^5 Zangwill, L— The old maid's club. Cheap edition. 326 pp. Illus. 
Cr. 8vo, 1896, boards, 2s. Heinemann 



Errata in New Book List, No. 7, 1896. 

FOR 
2618, 2627, 2688, 2738, 2766, 2785, 2814, 2860, 2900, 2918, 

Read— 

96x8 Ballard, Rev. Frank— The smoking craze. 105 pp. Sm. post. 8vo, 1896, 
paper, 9d. net. D. B. Friend & Co. (Brighton) 

2627 Bichromate salts in photography. The : six lectures before the affiliation of 
photographic societies. 28 pp. Roy. 8vo, 1896, paper, is. 

Dawbarn & Ward 

2688 De la Mothe-Langon, Baron Etienne Ldon. Memoirs of Madame 
du Barri. 4 vols. Portraits. (Historic memoir series). Dy. 8vo, 1896, 
cloth, ;^2 2s. H. S. Nichols 

2738 Garnett, Richard— Dante, Petrarch, Camoens. CXXIV. sonnets, ren- 
dered in English. 147 pp. Cr. 8vo, 1896, 5s. net. John Lane 

2766 Gordon, W. J.— Our country's flowers and how to know them : being 
a complete guide to the flowers and ferns of Britain. With an introduction 
by the Rev. George Henslow. 13th thousand. 156 pp. Illus. Cr. 8vo, 
1896, cloth, 6s. Simpkin 

2785 Frederic, Harold — Mrs. Albert Grundy: observations in Philistia. 169 pp. 
(Mayfair library). Fcp. 8vo, 1896, cloth, 3s. 6d. net. John Lane 

2814 Jessopp, Dr. A. — Frivola : essays. 205 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Fisher Unwin 

2860 Maughan, William Charles— Annals of Garelochside. 350 pp. Illus. 
Fcp. 4to, 1896, cloth extra, 7s. 6d. net. A. Gardner 

2900 Munro, Archibald— The story of Bums and highland Mary. 168 pp. 
Frontispiece. Cr. 8vo, 1896, cloth, 3s. A. Gardner 

2918 Norrie, H. S.— RuhmkorflF induction coils. 183 pp. Illus. Fcp. 8vo, 
1896, paper, 2s. E. & F. N. Spon 
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334^ Adalet, Psmd — Hadjira: a Turkish love story. 320 pp. Cr. 8vo, 1896, 
cloth, 6s. E. Arnold 

3347 Adams, EUinor Davenport— Little Miss Conceit 120 pp. lUus. 
Cr. Svo, 1896, cloth, IS. 6d. Oliphant, Anderson & Ferribr 

3348* Ahn, Dr. F. — French grammar : a new practical and easy method of learning, 
the French language. Revised and edited by C. A. Thimm. Authors 
14th edition. 220 pp. Dy. Svo, 1896, cloth, 2s. 6d. E. Marlborough 

Dr. Ahn's method of teaching a language was based upon the dictum—'* Learn a 
foreign language as you would yuur mother tongue." The present grammar attempts 
to r^ize the spirit of the axiom, and to enable the studeit to acquire, at the same 
time, the grammatical constructions. 

3349 Aitchison, Rev. James— A bag with holeSi and other addresses to children. 

192 pp. (Golden traits series). Post 8vo, 1896, cloth, is. 6d. 

Oliphant, Anderson & Ferrier 

3350 AUcroft, A. H., and Masom, W. F.— History of Greece to 431 B.C. , 

2 vols. (University tutorial series). Cr.8vo, 1896, cloth, 6s. 6d. W. B. Clive 

3351 Allcroft, A, H., and Masom, W. F.— The tutorial history of Rome 

to 14. A. D. 2nd edition. 434 + 8 pp. (University tutorial series). Cr. 8vo, 
1896, cloth, 3s. 6d. W. B. Clive 

3352 Alva, Pseud— Yl\s cousin's wife. 8 + 368 pp. Cr. 8vo, 1896, cloth, 6s. 

Ward & Downey 

3353 Andrews, Marion. — The Countess Helena. 160 pp. Illus. Cr. 8vo, 

1896, cloth, IS. 6d. Gardner, Darton & Co. 

3354. Arditi, Luigi— My reminiscences. 3.')2 pp. Ulus. 8vo, 1896, cloth 12s. 

Skeffington 

3355 Aristophanes —The birds in English rhyme for English readers. Edited 

by Rev. George Samuel Hodges. 126 pp. Fcp. 8vo, 1896, paper, is net; 
cloth, IS. 6d. net. Houlston 

3356 Aubrey, W. H. S.— Stock Exchange investments, the theory, methods, 

practice and results. 2nd edition. 340 pp. 8vo, 1896, cloth, 5s. Simpkin 

3357 Auerbach, B.— Schwarzwaider dorfgeschichten, with notes by Dr. J. F, 

Davis and Prof. Weiss. 176 pp. Cr. 8vo, 1896, cloth, 3s. Whittaker 

3358* Bacon, Sir Francis — Essays ; transcribed into modem English by T. B. and 
B. H. Rowe, edited by F. J. Rowe. 12 + 220 pp. Cr. 8vo, 1896, 
cloth, 2s. 6d. G. Bell 

The compilers and editor of this work explain in their preface that it is intended as 
a help to students, ** especially students to whom English is a foreign language." 
" It aims, too, to save the foreigner who uses the Essays in his study of English as a 
modern language from catching a style somewhat antiquarian for the uses of to-day." 
A feature of this edition is the analyses of the essajrs and special portions of each essay. 

3359 BairstoWy Edward— Fanciers' guide, or practical hints, how to breed, keep, 
and exhibit, birds, dogs, aquaria, etc., with success. 2nd edition. 54. pp. 
lilus. 8mo, 1896, paper, 6d. E. Bairstow, Naturalist (Bradford) 

33<k) Baker, W. G. — The world (except Europe and the British empire), with an 
introduction to physical geography. 223 pp. Illus. (Descriptive geographi- 
cal manuals). Cr. 8vo, 1896, cloth, 2s. Blackie 

3361* Baldry, Alfred Lys— Albert Moore : his life and works. 2nd edition. 
12 + no pp. Illus. Sm colombier 8vo, 1896, cloth, ;^i is. net. G. Bbll 



This is a new and cheaper edition, containing 8 photogravures, 31 reproductions 
in half-tone of paintings, and 30 reproductions of studies and designs. The 
is designed by Gleeson White. 



Mr. Baldry was a friend if the artist's, and attempts not only a presentation of the 
life and works of Albert Moore, but an exposition and a vindication of his working 
principles. An appendix supplies a complete list of the artist's works. 

* These books can be inspected by ike public^ free, at the publisher^ permanent 
book exhibition^ 10, Bloomsbury Street^ London^ IV, C. 
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3302 Balfour, Isaac Bayley, and others, ed.— Annals of botany. Vol. lo. 
No. 39. 108 pp. lUus. (Botanical series). 8vo, 1896, paper, 14s. 

Clarendon Press 

33<^ Ball, Sir Robert Stawell— Elements of astronomy. New edition 
thoroughly revised. 14 + 469 pp. lUus. (Text books of science). 
Cr. 8vo, 1896, cloth, 6s. 6d. Longmans 

3364 Bally W. W. Rouse— Mathematical recreations and problems of past 

and present times. 3rd edition. 12 + 276 pp. Cr. 8vo, 1896, 
cloth, 7s. net. Macmillan 

3365 Ballant3rne, R. M. — Hudson Bay, or everyday life in the wilds of North 

America New edition. 367 pp. lUus. (Books for boys series) Cr. 8vo, 
1896, cloth, 2s. 6d. T. Nelson 

3366* Balzac, Honord de— The country parson : translated by Ellen Marriage, 
with a preface by George Saintsbury. 14 + 292 pp. lUus. Cr. 8vo, 1896, 
cloth, 3s. 6d. net. J. M. Dent 

A translation of Le Curi de Village^ which first appeared as a serial in the Presse for 
1839. Before Balzac finally placed this work in his Comidte in 1845, he carefully 
revised its three parts, and amalgamated them into its present form. The three full- 
page etchings, with which this edition is illustrated, are by W. Boucher. 

3367 Balzac, Honord de— Modeste Mignon : translated by Clara Bell, with a 

preface by George Saintsbury. 12 + 294 pp. Illus. Cr. 8vo, 1896, 
cloth, 3s. 6d. net. J. M. Dent 

3368 Barnett, Rev. Arthur T.— The shadow of heaven : sermons. 145 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Skeffington 

3369 Barrett, Charles G.— The lepidoptera of the British islands. 

Part XXXIII. 32 pp. 4 coloured plates. Sup. roy. 8vo, 1896, paper, 5s. net 

L. Reeve 

3370 Barstowy Charles H.— Old Bond's atonement Illus. Cr. 8vo, 1896, 

cloth, IS. F. Warne 

337X Bell, Mrs. Hugh— The story of Ursula. New edition. 431 pp. Cr. 8vo, 
1896, cloth, 6s. Hutchinson 

3372 Bennie, E. B.— The Spanish cousin. 192 pp. Illus. Cr. 8vo, 1896, 

cloth, 2s. Religious Tract Society 

3373 Beynon, W. G. L.— With Kelly to Chitral. 2nd edition. 160 pp. Illus. 

Dy. 8vo, 1896, cloth, 7s. 6d. E. Arnold 

3374 Blashill, Thomas — Sutton in Holderness ; the manor, the Berewic and the 

village community. 320 pp. Illus. Dy, 8vo, 1896, cloth, 8s. 6d. 

W. Andrews 

3375 Bliss, Rev. E. M. — Turkey and the Armenian atrocities : with introduction 

by F. E. Willard. 574 pp. Illus. Sq. 8vo, 1896, cloth, los. 6d. Fisher Un win 

3376 Blouet, Henri— French-English dual readers. Parts I., II. 64 pp each. 

Fcp. 8vo, 1896, limp cloth, 6d. Allman 

3377 Bolus, Harry — Icones orchidearum austro-africanarum extra 

tropicarum ; or, figures, with descriptions, of extra tropical south African 
orchids. Vol. i. Part II. 214 pp. Illus. 8vo, 1896, cloth, ;^i is.net 

W. Wesley 

3378 Braine, Sheila E.— Cynthia's holiday: a story for girls. 128 pp. Illus. 

Cr. 8vo, 1896, cloth, is. Blackie 

3379^ Brockbank, Dr. E. M. — On gall stones, or cholelithiasis. 10 + 301 pp. 
Cr. 8vo, 1896, cloth, 7s. J. & A. Churchill 

3380 Brodhurst, Bernard E.— Observations on congenital dislocation of 
the hip. 3rd edition. 33 pp. Illus. 8vo, 1896, cloth, 2s. 6d. 

J. & A. Churchill 

* These books can be inspected by the public^ f^^^% ^^ ^^^ publisher^ permanent 
book exhibition^ 10, Bloomsbury Street ^ London^ IV, C. 
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338x Brodricky Albinia^Linked lives. 44 PP- Sq. i6mo, 1896, paper, is. net. 

H. Frowde 

3382 Brooke, Mrs. C. W. A.— Cookery time tables : shewing at a glance the 

average quantity required for three persons and the time necessary for cooking 
meat, fish, poultry, game, vegetables, and pudding. Cards in case to hang in 
kitchen. Fcp. 4to, 1896, is. Houlston 

3383 Brown, Campbell Rae— The race with death, and other poems: 

recitations. 96 pp. Shilling reciters. Cr. 8vo, 1896, paper, is. 

Ward, Lock & Co. 

3384 Brown, Florence Haig— Hints on elementary phjrsiology. 8 + 121 pp. 

Illus. Fcp. 8vo, 1896, cloth, IS. 6d. J. & A. Churchill 

3385 Browne, J. H. B., and Macnamara, W. H.— Reports of cases decided 

by the railway and canal commissioners. Vol. 8. Roy. 8vo, 1896, 
cloth, 25s. net. Sweet & Maxwell 

3386 Burnet, John— Greek rudiments. 9 + 377 pp. Cr. 8vo, 1896, cloth, 55. 

Longmans 

3387 Burr, E. F. — Aleph the Thaldean ; or, the messiah as seen from Alexandria. 

413 pp. La. Cr. 8vo, 1896, cloth, 3s. 6d. Oliphant, Anderson & Ferribr 

3388 Burroughs, John—Indoor studies. Riverside edition. Vol.8. 8 + 266 pp. 

With frontispiece. Cr. 8vo, 1896, cloth, 4s. 6d. J. M. Dent 

3389 Bjrington, Dr. E. H.— The puritan in England and New England. 

9 + 406 pp. Illus. Dy. 8vo, 1896, cloth, los. 6d. S. Low 

This book had its origin in a paper given by the author on William P]nichon, befure 
one of the American historical societies. In preparing this paper he was gradually led 
on to study other personalities and events relating to the wider subject of New England 
Puritanism. The volume contains the fruits of his researches, and deals with : The 
Puritan in England — The Pilgrim and the Puritan — The Early Ministers of New 
England — William Pynchon— The Family and Social Life of the Puritans — Religious 
Opinions of the Fathers of New England — The Case of Reverend Robert Breck of 
Springfield— The Religious Life of the iSth Century in Northern New England. 

In addition to a chronological table of " Important Dates in Puritan History/' the 
author has prefixed a valuable ** List of Authorities referred to." 

3390 Cambridge, Ada — Fidelis. New edition. 370 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Hutchinson 

339X Cambridge, Ada— A marriage ceremony. 4th edition. 315 + 8 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

3392* Cambridge Bible for schools and colleges: Nahum, Habakkuk, and 
Zephaniah, with introduction and notes by A. B. Davidson. 144 pp. 
Ex fcp 8vo, 1896, cloth. 3s. Camb Univ Press 

The text used is that of Dr. Scrivener's " Cambridge paragraph Bible." To each of 
the books is added an introduction dealing with the prophet, the integrity of the 
prophecy, and the contents of the prophecy. The notes are arranged at the foot of each 
page, and refer to the text on that page. 

Issued under the general editorship of A. F. Kirkpatrick, D.D. 

3393 Cambridge University examination papers. Vol. 25. 888 pp. Cr. 4to, 

1896, cloth, 15s. Camb. Univ. Press 

3394 Campbell, David— Lessons in English for beginners. 131 PP- Fcp. 8vo, 

1896, cloth, IS Blackie 

3395* Campbell, F.— The theory of national and international bibliographyi 

with special reference to the introduction of system in the record of modern 
literature. 16 + 500 pp. Med. 8vo, 1896, paper, los. 6d. net. 

Library Bureau 

3396 Campbell, Harry Huse— The manufacture and properties of structural 
steel. 400 pp. Illus. 8vo, 1896, cloth, 20s. Scientific Publishing Co. 

♦ These books can be inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ lOy Bloomsburv Street^ London^ W,C, 
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3397 Campbell, Rev. William— The articles of christian instruction in 

Pavorlang-Formosan, Dutch and English. 22 + 199 pp Fcp. 4to, 
1896, cloth, I OS. 6d. Kegan Paul 

3398 Carlyle, Thomas— On heroes and hero worship. 352 pp. (Nineteenth 

century classics). Cr. 8vo, 1896, cloth, 2s. 6d. Ward, Lock & Co. 

3399* Carlyle, Thomas — Sartor resartus, the life and opinions of Hen 

Teufelsdrockh. 4 + 316 pp. Portrait. (Chelsea classics). Cr. 8vo, 1896, 

cloth, 2s. 6d. Service & Paton 

Printed in special type by the Ballantyne Press. The frontispiece is a reproduction 
in photogravure of the portrait of Carlyle after J. McNeill Whistler. An appendix 
contains "Testimonies of Authors " to " Sartor Resartus." 

3400* Carringtoh, Edith— ^Anecdotes of horses. 6 + 90 pp. Illus. (Books 
about animals). Cr. 8vo, 1896, cloth, 6d. G. Bell 

Published for the Humanitarian League, with pictures by Harrison Weir. The 
anecdotes have been chosen for the purpose of teaching lessons on kindness to animals. 

340X* Carrington, Edith — ^The cat : her place in society and treatment. 8 + 80 pp. 
Illus. (Books about animals). Cr. 8vo 1896, cloth, is. G. Bell 

Published for the Humanitarian League, with 25 illustrations by Harrison Weir. 
The object of the volume is to inculcate lessons of kindness to animals, and Miss 
Carrington has attempted to make her readers appreciate the cat not as an object for 
scientific study, but as a personality fit for kindly relationships. 

3402 Carrington, John T., ed.— Science-gossip. Vol. 2. New series. 338 pp. 
Roy. 8vo, 1896, cloth, 7s. 6d. Simpkin 

3403* Cartwright, Julia (Mrs. Henry Ady)— Jean Francois Millet : his life and 
letters. 8 + 396 pp. Photogravures. Roy. 8vo, 1896, cloth, 15s. 

SONNENSCHEIN 
Mrs. Henry Ady has, in her biography of Millet, utilized the labours of Alfred 
Sensier, whose life of Millet was completed and published in 1881 by M. Paul Mantz. 
Indebtedness is also acknowledged to M. Picdagnel's "Souvenirs de Barbizon," 
M. Yriarte's monograph in the Bibhothique dP Art Modetne (\%%l\ M. Charles Bigot's 
essay in his Peinttes tran^ais Lonteniporains (1888), Mr. D. Crooi Thomson's work on 
the " Barbizon School ' (1889), and to Mr. W. E. Henley's articles, and "Early 
Life of Millet." She has laid especial value on Millet's letters. 

The present volume contains nine photogravures (including a portrait of Millet), by 
the iiwan Electric Engraving Co., of paintings by Millet. 

A limited large paper edition has also been issued, printed on hand made paper (4to), 
and with the illustrations on India paper. 

3404 Century magazine^ the : an illustrated monthly. May-October, 1896. 

Vol. 52. New series. Vol. 30. Sup. roy. 8vo, 1896, cloth, los. 6d. 

Macmillam 

3405 Chambers — Elementary science readers. Book III. 196 pp. Ulus. 

Post 8vo, 1896, cloth, IS. W. & R Chambers 

3406 Chambers, Dr. Robert— Life and works of Robert Bums. Revised by 

William Wallace. In 4 vols, vol 3. 467 pp. Etchings and photogravures. 
Cr. 8vo, 1896, cloth, 7s. 6d. W. & R. Chambers 

3407 Chambers— Fluent readers. Book VI. 256 pp. Illus. Post 8vo, 1896, 

cloth, IS. 6d. W. & R. Chambers 

3408 Chappell, Jennie— The top brick off the chimney. 64 pp. lUus. 

Fcap, 8vo, 1896, cloth, 6d. Blackik 

3409 Clarke, Mary Cowden — My long life : an autobiographic sketch. 264 pp. 

8 portraits. Cr. 8vo, 1896, cloth, 7s. 6d. Fisher Unwin 

3410 Clare, Frances— In a sea bird's nest : a series of stories, some allegoricaL 

178 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. Skeffington 

341 1 Clerk, J. F., and Lindsell, W. H. B.— The law of torts. 2nd edition. 

69 + 733 pp. Roy. 8vo, 1896, cloth 25s. Sweet & Maxwell 

♦ These books can be inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ lo^ Bloomsbury Street^ London^ W,C^ 
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34X2^ Cochrane, Mary— William I., German emperor, and his successors. 

128 pp. lUus. Cr. 8vo, 1896, cloth, is. W. & R. Chambers 

A popular account of the first emperor of the German Empire. It is illustrated 
with five full-page plates. Special attention is paid to Bismarck's influence and to 
Von Moltke's efforts in the Franco-German war. 

34x3 Cochrane, Robert— The romance of industry and invention. 295 pp. 

lUus. Post 8vo, 1896, cloth, 2s. 6d. W. & R. Chambers 

3414 Coleridge, Christabel R— Minstrel Dick. 336 pp. Illus. La. cr. 8vo, 

1896, cloth, 3s. 6d. Gardner, Darton & Co. 

3415 Colman, Dr. W. S. — Section cutting and staining : a practical introduction 

to histological methods for students and practitioners. 2nd edition. 
8 -f 160 pp. Illus. Cr. 8vo, 1896, 3s. 6d. H. K. Lewis 

3416 Compton, Herbert, compiler— A particular account of the European 

military adventures in Hindustan from 1784—1803. New edition. 
419 pp. Map. (Adventure series. Vol. 19). La. cr. 8vo, 1896, 
cloth, 7s. 6d. Fisher Unwin 

3417 Corelli, Marie— Cameos. 12 + 359 pp. Cr. 8vo, 1896, cloth, 6s. 

Hutchinson 

3418 Corelli, Marie— The murder of Delicia. 288 pp. Cr. 8vo, 1896, cloth, 5s. 

Skeffington 

3419^ Couch, Lilian Quiller— Man. 8 + 156 pp. (Odd Volumes.) Pott 8vo, 1896, 

cloth, IS. 6d. net. J. M. Dent 

3420 Cowper, Dr. Frank — Sailing tours : the yachtsman's guide to the cruising 

waters of the English and adjacent coasts. Part V. The west coasts of 
Scotland, the Orkneys, and the west coast of the North sea. 446 pp. Illus. 
with 40 charts. Cr. 8vo, 1896, cloth, los. 6d. L. Upcott Gill 

3421 Cowper, William — ^The task, with tirocinium, and selections from the minor 

poems, AD. 1784 — 1799. Edited by H. T. Griffith. 3rd edition. 
48 + 283 pp. Ex. fcp. 8vo, 1896, cloth, 3s. Clarendon Press 

3422 Cox, Mrs.— Left on the prairie. 160 pp. Illus. Imp. i6mo, 1896, 

cloth, 2s. Gardner Darton & Co. 

3423* Crane, Stephen— Maggie, a child of the streets (New York). 7 + 148 pp. 
i6mo, 1896, buckram, 2s. - Heinemann 

Mr. Crane is the author of " The Red Badge of Courage." In an appreciation by 
Mr. W. D. Howells, which the publishers have placed as a foreword to *' Maggie, 
that critic remarks : ' I think that what strikes me most in the story ... is that 
quality of &tal necessity which dominates Greek tragedy. From the conditions it all 
has to be. . . . It is the study of a situation merely ; a poor inadequate woman, 
of a commonplace religiosity, whose son goes to the bad." 

3424 Crawford, Oswald, ed. — Chapman's magazine of fiction. Vol. 4. 
6 + 456 pp. Hoy. 8vo, 1896, cloth, 4s. Chapman & Hall 

3425* Croker, B. M.— In the Kingdom of Kerry, and other stories. 8 + 216 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

A series of short stories. Contents : — In the kingdom of Kerry, Old Lady Ann, 
Tim Brady's boots. The first comer, Jack Straw's castle, The red woollen necktie, 
Her last wishes. 

3426* Croker, B. M. — Two masters. New edition. 8 + 300 pp. Cr. 8vo, 
1896 cloth, 3s. 6d. Chatto & Windus 

3427 Cunningham, W.— Growth of English industry and commerce during 

the early and middle ages. 3rd edition. 16 + 714 pp. Dy. 8vo, 
1896, cloth, 1 6s. Camb. Univ. Press 

3428 Dalby, Sir William B.— Aural surgery. 3rd edition. 143 pp. 8vo, 1896, 

cloth, 5s. J. & A. Churchill 

• These books can be inspected by the public, free^ at the publisher^ permanent 
book exhibition^ 10^ Bloomsbury Street^ London^ IV.C, 
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3429 Dalton, E. S., arranged by— A roll of tbouKhts from the works of 
Gladstone : prose selections in almanack form. 93 pp. Oblong, 
paper, 1896, is. 6d. Fisher Unwin 

3430* Daudet, Alphonse — Robert Helmont: diary of a recluse, 1 870-1 871. 
Translated by Laura Ensor. 10 + 200 pp. Illus. Cr. 8vo, 1896, 
cloth, 2S 6d. net. J- M. Dent 

3431 Daudet, Alphonse— Thirty years of Paris and of my literary life. 

Translated by Laura Ensor. 6 + 348 pp. Illus. Cr. 8vo, 1896, 
cloth, 2S. 6d. net. J. M. Dent 

3432 Davidson, John— The pilgrimage of Strongsoul, and other stories. New 

edition. 8 + 278 pp. (Uniform issue of author's selected prose 
writings series). Cr. 8vo, 1896, cloth extra, 3s 6d. Ward & Downey 

3433 Davis, H, F. A.— Law and practice of building and land societies, 

including the law of co-operative building societies. 4th edition. 682 pp. 
Dy. 8vo, 1896, cloth, 21s. Sweet & Maxwell 

3434 Dawson, Joseph— The light that came, and other dreamings : allegories. 

Illustrated by Zoffany Oldfield. 200 pp. Fcp. 8vo, 1896, cloth, 2s. 6d. net 

Unicorn Press 

3435 Denny, J. K. H.— Christina's story. 250 pp. Illus. (Black beauty series). 

Cr. 8vo, 1896, cloth, 2s. Jarrold 

3436 Dicey, A. V.— A digest of the law of England with reference to the 

conflict of laws. 107 + 853 pp. Roy. 8vo, 1896, cloth, 30s. 

Sweet & Maxwell 

3437 Dickens, Charles— Pickwick papers ; abridged and edited by E. A. Arnold. 

8 + 248 pp. Illus. (School reading book). Sm. cr. 8vo, 1896, cloth, is. 6d. 

E. Arnold 

3438* Dickens, Mary Angela — Some women's ways. 342 pp. (Impressionist 
series). Cr. 8vo, 1896, cloth, 3s. 6d. Jarrold 

A collection of the following short stories : Another Frealc — Kitty's Victim — (>ut of 
the Fasbion—An Unprincipled Woman — Miss Keturah— The Difference — An Idyll 
of an Omnibus — So as by Fire. 

** Another Freak" and **So as by Fire" appeared originally in the Pall Mall 
Magazine and Household Wards respectively. 

3439 Ditchjfield, Rev. P. H. — Bygone Berkshire. 270 pp. Illus. (Bygone 

series). Dy. 8vo, 1896, cloth, 7s. 6d. W. Andrews 

3440 Dixon, H. N., and Jameson, H. G.— Students' handbook of British 

mosses. 520 pp. Illus. 8vo, 1896, cloth 1 8s. 6d. net. Williams & Norgate 

3441 Dobson, Mrs. Austin— Jack and his brothers : stories for little children. 

105 pp. Illus Post 8vo, 1896, cloth, IS. 6d. T. Nelson 

3442^ Dolling, Rev R. R.— Ten years in a Portsmouth slum : mission worL 
2nd edition. 272 pp. Illus. Cr. 8vo, 1896, cloth 6s. Sonnenschein 

The Rev. R. R. Dolling was for many years priest -in-charge of Si. Agatha's, 
Landport. The present volume is an accoimt of his work under the >A'inchester 
College Mission. 

3443 Domville, Dr. Edward J.— A manual for hospital nurses. 8th edition. 

4 + 119 pp. Cr. 8vo, 1896, cloth, 2s. 6d. J. & A. Churchill 

3444 Dowden, Edward —Life of Percy Bysshe Shelley. New edition. 

8 + 602 pp. Frontispiece. Dy. 8vo, 1896, cloth, 12s. Kegan Paul 

3445* Dowson, Ernest, and Moore, Arthur— A comedy of masks. Popular 
3rd edition. 4 + 304 pp. Cr. 8vo, 1896, cloth, 3s 6d. Heinemann 

3446 Duffy, Sir Charles Gavan — Young Ireland : a fragment of Irish history, 
Vol. 2. (Final revision). 11 + 240 pp. Illus. Cr. 8vo, 1896, paper, as. 

Fisher Unwin 

♦ These books can be inspected by the public^ free^ at the publisher!^ permanent 
book exhibition^ JO, Bloomsbury Street, London, IV, C, 
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3447 Dwell deep. 191 pp. lUus. Cr. 8vo, 1896, cloth, 2s. 

Religious Tract Society 

3448 Dyer, W. T. Thiselton, ed.— Flora Capensis. Vol. 6, Part II. 192 pp 

Dy. Svo, 1896, paper, 7s. 6d. net. L. Reeve 

3449 Dyson, Mrs. W. H.— The stories of the trees : talks with the chUdren. 

New edition. 272 pp. Illus. Post 8vo, 1896, cloth, 3s. T. Nelson 

3450* Eckartshausen, Councillor von— The cloud upon the sanctuary. 

Translated from the German, with notes by Isabel de Steiger and preface by 
J. W. Brodie-Innes. 10 + 132 pp. Cr. 8vo, 1896, cloth, 3s 6d. net. 

G Redway 
Eckartshausen taught that there is an invisible Church which is the guiding 
principle of that which is outwardly manifested — the idea of which is seen in 
the analogy of the mystic body of Christ and the human body. Each body is the 
temple of the Holy Ghost, and on its sanctuary must always rest a cloud until the body 
be re-united with the original astral body. Seers, clairvoyants, prophets, ard holy 
men, have been able to attain to actual certainty of these things, and to them the 
communion of saints is an open book. 

3451 Edmonds, Henry— Botany for beginners. 117 pp. Illus. Fcp. i2mo, 

1896, cloth, IS. 6d. Longmans 

3452 Elmslie, Theodora C— His life's magnet New edition. (Star series). 

Cr. 8vo, 1896, cloth, 2s. F. Warne 

3453* Elmslie, Theodora C— The pilgrim child. 178 pp. Illus. Imp. i6mo* 
1896, cloth, 3s. 6d. Ward & Downey 

3454 Emmet, Lewis E.— Notes on perusing titles. 2nd edition. 40 + 284 pp. 

Dy. 8vo, 1896, cloth, 7s. 6d. net, Jordan 

3455 Emerson, Oliver Farrar— A brief history of the English language. 

12 + 267 pp. Cr. 8vo., 1896, cloth, 4s. 6d. net. Macmillan 

3456 English essays, with an introduction by J. H. Lobban. 61 + 257 pp. 

(Warwick library of English literature). Cr. 8vo, 1896, cloth, 3s. 6d. 

Blackie 

3457 Enquire within upon everything. 92nd edition. 416 pp. Cr. 8vo, 1896, 

cloth, 2s. 6d. Houlston 

3458 Euclid— Elements. Books I and II. Edited by R. Lachlan. 8 + 184 pp 

Illus. Cr. 8vo, 1896, cloth, is 3d. net E. Arnold 

3459 Euripides— Tragedies in English verse. Edited by Arthur S. Way. 

3 vols. Vol. 2 — Andromache — Children of Herakles — Daughters of Troy— 
Electra — Helen — Madness of Herakles. 52 + 418 pp. Cr. 8vo, 1896, 
cloth, 6s. net. Macmillan 

3460 Fancy mice: their varieties, management and breeding. By an old fancier. 

4th edition, 54 pp. Illus. Cr. 8vo, 1896, paper, is. L. Upcott Gill 

3461* Farrar, Rev. F. W.— The life of Christ as represented in art 

3rd edition. 20 + 508 pp. Illus. Post 8vo, 1896, cloth, los. 6d. 

A. & C. Black 

The author disclaims any intention to write as an art critic. He has written the , 
book because he wished to illustrate the thoughts about religion, and especially about 
Jesus Christ, which art has attempted to embody. Of the many painters and paintings 
referred to and described, the reference and description are always from the stand point 
of the religious teacher. In his treatment of the subject he has also attempted to 
indicate the influences of non-Christian thought upon Christian art expression, and he 
has suggested, in this consideration, "the great phases of religious thought which 
have changed and are changing from age to age. " 

The illustrations are by photographic processes. There are i6o in the text and 23 
full-page plates, including a frontispiece in photogravure. 

* These books can be inspected by the public^ free^ at the publishers^ permanent 
book exhibiti0n^ 10, Bloomsbury Street^ London^ IV. C, 
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3462* Farrow, A. M. L.— Helice's heritage ; or, the links of life. 222 pp. Illus. 
(Black beauty series). Cr. 8vo, 1896^ cloth, 2s. Jarrold 

3463 Fearenside, C, S.— England under the Stuarts, 1603— 1688 : being part 

of the intermediate text-book of English history. Vol. 3. With an 
additional chapter on the literature of the period by A J. Wyatt. 20 + 339 pp. 
Maps. (University tutorial series). Cr. Svo, 1896, cloth, 3s. 6d. net. 

W. B. Clive 

3464 Fifty-two lessons on Old Testament characters. Compiled by a clergyman 

experienced in school work. 108 pp. 8vo, 1896, paper, 2s. net. Simpkin 

3465 Fisher, Rev. R.— Flamborough village and headland. 2nd edition. 

190 pp. Illus. Cr. 8vo, 1896, cloth, 2s. W. Andrews 

3466 Fleischmann, W. — The book of the dairy : a manual of the science and 

practice of dairy work. Translated from the German by C. M. Aikman and 
R. Patrick Wright. 344 pp. Illus. Dy. Svo, 1896, cloth, los. 6d. Blackie 

3467 Fleming, Rev. Canon— The art of reading and speaking. 2nd edition. 

256 pp. Cr. Svo, 1896, cloth, 3s. 6d. E. Arnold 

3468 Fletcher, J. S.— At the gate of the fold : a country tale. 8 + 288 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Ward & Downey 

3469 FoUett, M. P.— The speaker of the House of Representatives. With an 

introduction by Albert Bushnell Hart. 26 + 378 pp. Cr. 8vo, 1896, 
cloth, 6s. Longmans 

3470 Fortnum, C. Drury E. — Maiolica : a historical treatise on the glazed and 

enamelled earthenwares of Italy, with marks and monograms ; also some 
notice of the Persian, Damascus, Rhodian, and Hispano-Moresque wares. 
16 + 550 pp. Illus. Cr. 4to, 1896, cloth, J^2 2s. net. Clarendon Press 

3471 Four great philanthropists : {Lord Shaftesbury and George Peabody, John 

Howard and J. F. Oberlin. 258 pp. With portraits. Post 8vo, 1896, 
cloth, 2s. W. & R. Chambers 

3472 Fowler, L. N. — Lectures on man: a series of twenty-one lectures on 

phrenology. 6th edition. 354 pp. Cr. 8vo, 1896, cloth, 4s. L. N. Fowler 

3473 Foxwell, Arthur—The enlarged cirrhotic liver. 36 pp. 8vo, 1896. 

cloth, 3s. 6d. Simpkin 

3474 Furse, Captain A. D.— A tabular precis of military law : with explanatory 

notes. Based on the official text books for the use of candidates for the 
military examinations, arranged in forty tables with notes and index, and list 
of errata. Dy. 4to, 1896, cloth, los. net. Macmillan 

3475 Gayer, Rev. Canon— Strengthened with might. 96 pp. Cr. 8vo, 1896, 

cloth, IS. 6d. net. Marshall 

3476 Geikie, Dr. Cunningham— A short life of Christ 487 pp. Illus. Cr. 8vo, 

1896, cloth, 3s. 6d. Longmans 

3477 Gem, Rev S. Harvey— Erasmus and the reformation. 59 pp. Cr. 8vo, 

1896, cloth, IS. 6d. Skeffington 

3478 Gerrare, Wirt— The men of Harlech : a romance of the wars of the roses. 

^ + 334 PP- Cr. 8vo, 1896, cloth, 6s. Ward & Downey 

3479 Gibbon, Edward— Decline and fall of the Roman empire. Vol i. 

464 pp. Dy. 8vo, 1896, cloth, 8s. 6d. Methuen 

3480 Gibbons, Cardinal H. C— The faith of our fathers : being a plain exposition 

and vindication of the church founded by our Lord Jesus Christ 
48th revised and enlarged edition. 483 pp. Frontispiece. (American series). 
Cr. 8vo, 1896, cloth, flush, 2s. net ; cloth boards, gilt, 3s. net. Burns & Gates 

3481 Gordon, W. J.— The way of the world at sea. 158 pp. Illus. (Working 

world library, vol. 6). Cr. 8vo, 1896, cloth, is. 6d. Religious Tract Society 

• These books can be inspected by the public^ free, at the publisher^ permanent 
book exhibition^ lo^ Blootnsbury Street^ London^ IV.C. 
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3482 Gouldy Rev. Sabine Baring:— The golden gate : church doctrine. New and 

revised edition. 405 pp. i2mo, 1896, cloth, 3s. 6d. SkeffingtoN 

3483 Gould, Rev. Sabine Baring— English minstrelsie : a national monument of 

English song. The songs arranged in both notations by F. W. Burrell, 
H. Fleetwood Sheppard, and W, H. Hopkinson. 8 vols. Vol. 5. 142 pp. 
lUus. Roy. 4to, 1896, cloth, 8s. 6d. net each. T. C. & E. C. Jack (Edinburgh) 

3484 Gow, Jean — Merry nights : a series of stories for boys and giris. 96 pp. 

Illus. Sq. i6mo, 1896, cloth, 9d. Blackie 

3485* Graham, Winifred— On the down grade. 204 pp. Illus. (Books for 
bicyclists). Pott 8vo, 1896, paper, is. Chapman & Hall 

3486 Gras, Fdlix— The reds of the Midi : an episode of the French revolution. 

Translated from the Proven9al by Catherine A. Janvier. 3rd edition. 
16 + 264 pp. Cr. 8vo, 1896, 3s. 6d. JHEeinemann 

3487 Gray, Esca— Belfield : a novel. 214 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Skeffington 

3488 GregoroviuSy Ferdinand— The island of Capri : a Mediterranean idyll. 

Translated from the German by Douglas Fairbairn. 155 pp. Sq. 8vo, 1896, 
cloth, 5s. Fisher Unwin 

3489 Greig, John— The musical educator: a library of musical instruction by 

eminent specialists. 5 vols. Illus. Cr. 4to, 1896, cloth, 7s. 6d. each. 

T. C. & E. C. Jack (Edinburgh) 

3490* Grubb, Rev. G. C— Christ's full salvation: being thirteen addresses. 
Fourth edition. 134 pp. Cr. 8vo, 1896, cloth boards, is. Marlborough 

These addresses were delivered at Colombo. The greater number of them are 
" Bible Readings '' or expositions of the Scripture designed for those who are members 
of the Christian Church, the rest are Gospel Addresses. The writer's object has been 
to make real the divinity of Christ through the teachings of the New Testament. 

349Z Hake, A. Egmont— Gordon in China and the Soudan. New edition. 
367 pp. La. cr. 8vo, 1896, cloth, 6s. J. Macqueen 

3492 Hall, The Right Rev. A. C. A.— The church's discipline concerning: 

marriage and divorce. First triennial charge. Pamphlet. 4 + 25 pp. 
8vo, 1896, paper, is. Longmans 

3493 Hall, Edith King— The red umbrella, and other stories, 128 pp. Illus. 

Cr. 8vo, 1896, cloth, is. Blackie 

3494* Hall, W. Clarke, and Salaman, Clement— Britain's glory: a popular 
account of the royal navy. 96 pp. Illus. Cr. 8vo, 1896, paper, is. 

SONNENSCHEIN 

3495* Halliburton, Dr. W. D. — Kirke's Handbook of physiology. 

14th edition. 17 + 852 pp. Illus. Dy. 8vo, 1896, cloth, 14s. 

J. Murray 

This new edition has been re-arranged, and to a great extent re-written by Dr. W. 
D. Halliburton. In re-writing the book the editor had in view the object of providing 
medical students with a reliable text-book, retaining the features which have hitherto 
distinguished it, namely, the histological study of physiology as well as of physiology 
proper. There are coloured plates, and over 600 other illustrations. A very exhaustive 
index is also added. 

3496 Hampden, Mary— Alison's ambition. 128 pp. Illus. (Vols, for the young, 

No. 45). Cr. 8vo, 1896, cloth, is. Religious Tract Society 

3497 Hardy, Rev. E. J.— The sunny days of youth : talks to boys and young 

men. Cheaper edition. 316 pp. Sq. cr. 8vo, 1896, cloth, 3s. 6d. 

Fisher Unwin 

* These books can be inspected by the public^ free^ at the publishers^ permanent 
book exhibition^ lOy Bloomsbury Street^ London^ W,C, 



Digitized by 



Googl( 



3498* Hare, A. J. C— Story of my life. 3 vols. Vol. i, 14 + 516 pp, 

vol. 2, 8 + 520 pp, vol. 3, 8 + 446 pp. lUus. Cr. 8vo, 1896, cloth, 31s. 6d. 

G. Allen 

In the preface Mr. Hare explains that, m writing his life, he has not attempted any 
condensation of details. To him it seems as if the real interest of life lies, not in the 
great resuhs, but in the apparently insignificant facts. He confesses it as a strange 
thing to sav, but he is of opinion that the true picture of a whole lifie— at least an 
English life — has never yet been painted. 

Vtilume I contains 7 photogravures, and 30 other illustrations. 

Vol. 2, 5 photogravures, and 55 other illustrations, and Vol. 3, 6 photogravures, 
I line engtaving, and 58 other illustrations. 

3499 Harper, Malcolm M'L.— Rambles in Galloway. New edition. 383 pp. 

lUus. Dy. 8vo, 1896, cloth, 6s. net. Fisher Unwin 

3500 Harris, George— Moral evolution. 2nd edition. 9 + 446 pp. Cr. 8vo, 

1896, cloth, 8s. net. Gay & Bird 

350X* Harris, Walter B.— The land Of an African sultan : travels in Morocco 
1887-1889. 12 + 338 pp. Illus. and map. Cr. 8vo, 1896, cloth, 2s. 6d. 

S. Low 
A cheaper issue of the first 1889 edition, with 26 illustrations. 

3502* Harte, Bret — Devil's ford, and other stories. 4 + 332 pp. Frontispiece. 
(Original novels). Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Winders 

3503* Harte, Bret— Works. Vol. 9. 8 + 376 pp. Cr. 8vo, 1896, cloth, 6s. 

Chatto & Windus 

Contents : — A Prot^e^ of Jack Hamlin's — ^An Ingenue of the Sierras — ^The 
Reformation of James Reddy — The Heir of the McHulishes — An Episode of West 
Woodlands — The Mystery of the Hacienda->The Bell- Ringer of Angel's — ^Johnnyboy 
— Young Robin Gray — The Sheriff of Siskyou — A Rose of Glenbogie — The Home- 
coming of Jim Wilkes—** Chu Chu ! " 

3504 Hassall, MA., Arthur— The making of the British empire, A.D. 

1714-1832. 149 pp. (The Oxford manuals of English history, Vol- 6). 
Fcp. 8vo, 1896, cloth, IS. Blackib 

3505 Hatton, Joseph— By order of the Czar, isth edition. Cr. Svo, 1896, 

cloth, 2s. 6d. Hutchinson 

3506 Hawtrey, Mrs. H. C— Outline history of Germany. 6 + 360 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Longmans 

3507 Haycraft, Margaret— Namesakes. 6+122 pp. Illus. Sm. cr. 8vo, 

1896, cloth, IS. J. Hogg 

3508 Haycraft, Margaret— Our feathery folk. 128 pp Illus. Cr. 8vo, 1896, 

cloth, IS. Religious Tract Socibty 

3509 Heddle, Ethel F. -Three girls in aflat 320 pp. Illus. La. cr. 8vo, 

1896, cloth, 6s. Gardner, Darton & Co. 

3510 Hedley, Right Rev. John Cuthbert— The christian inheritance, set forth 

in sermons. 430 pp. Cr. 8vo, 1896, cloth, 6s. Burns ds Oatbs 

3511* Helps, Sir Arthur— The life of Columbus. 16 + 262 pp. (Bohn's standard 
library). Post 8vo, 1896, cloth, 3s. 6d. G. Bbll 

As Helps's ''Spanish Conquest of America " was written with a view to illustrate 
the history of slavery, so this condensation of the scattered facts about Columbus, was 
made to influence its abolition. Mr. Herbert Preston Thomas assbted the author in 
re-arranging the materials of the larger work, and so helped to present an important 
and authoritative statement of the lite and works of one of the most remarkable men 
the HOild has produced. 

The present work was first issued in 1868. 

• These books can be inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ 10, Bloontsbury^ Street ^ London^ IV.C. 
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35X2* Helps, Sir Arthur— The life of Heraando Cortes. 2 vols. Vol i, 14+ 280 pp, 

vol 2, 8 + 308 pp. (Bohn's standard library). Post 8vo, 1896, cloth, 3s. 6d. 

G. Bell 

In his dedication of this work to Carlyle, the author stated that it was " not a mere 
extraci frum my history of the Spanish conquest." It was, in reality, only based on 
the story of Cortes as then developed. Every fact was carefully gone over again, and 
extended so as to include his private life. As good work is an admirable thmg, and 
as Carlyle*s sympathy for good work was well known, Sir Arthur Helps believes that 
he will Bnd sufficient of that to appreciate in the career of Cortes, in spite of the laige 
element uf the wonderful with which the details are surrounded. But he assures 
Cartyle that there ought to be no doubts about the wonderful things he has told about 
Mexico. 

The first edition of the present work was issued in 187 1. 

3513* Helps, Sir Arthur— The life of Las Casas: the apostle of the Indies. 
20 + 292 pp. With map. (Bohn's standard library). Post 8vo, 1896, 
cloth, 3s. 6d. G. Bkll 

Although the greater part of the subject-matter of the life of Las Casas may be found 
in the biographer's history of the " Spanish conquest of America," the present work is 
quite a separate one. The narrative formed one of the most interesting chapters in the 
larger story of the rise and development of American civilization. Las Casas himself 
was distinguished as a great philanthropist, historian, man of letters, colonist, mis- 
sionary, and theologian. The present work was first published in 1867. 

3514* Helps, Sir Arthur — The life of Pizarro ; with some account of his associates 
in the conquest of Peru. 22 + 320 pp. (Bohn's standard library). Post 
8vo, 1896, cloth, 3s. 6d. G. Bell 

In Helps's ** Spanish conquest of America " may be read Pizarro's achievements at 
greater length. In selecting from the larger work the material requisite for the present 
biography, the author, at the time he first planned it, had hoped to influence the anti- 
slavery movement in the United States. He was assisted in the compilation by the 
Rev. F. Watkms. Along with Las Casas and Cortes, Pizarro is a representative man 
among those who laboured for the development of American resources. 

The present biography was first published in 1868. 

3515 Henry, W. Ethelbert— Early work in photography : a text book for 

beginners. 104 pp. Illus. (Band of blue series). Cr. 8vo, 1896, paper, is. ; 
cloth, IS 6d. Dawbarn & Ward 

3516 Henty, G. A. — The sovereign reader: scenes from the life and reign of 

Queen Victoria, New edition. 266 pp. Illus. (Advanced reader's series). 
Cr 8vo, 1896, cloth, is. 6d. Blackie 

3517 Heresies of the christian, The : by the author of the "Jesus of history and 

tradition identified." 232 pp. 8vo., 1896, cloth, 3s. 6d. net Simpkin 

3518 Heslop, Rev. J. W. H.— Where is the true church? 83 pp. Cr. 8vo. 

1896, cloth, IS. 6d. Skeffington 

3519 Hester, Lavenham. 256 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. 

Religious Tract Society 

3520 Hills, Rev. W. JefTerys— Sermons and addresses in town and country. 

186 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Skeffington 

352X Hocking, Silas K.— For such is life. Illus. Cr. 8vo, 1896, cloth 3s 6d. 

F. Warne 

3522* Hoff, J. H. van't — Studies in chemical dynamics : revised and enlarged by 
Dr. Ernst Cohen, translated by Thomas Ewan. 6 + 286 pp. 49 figures in 
text. Roy. 8vo, 1896, cloth, los. 6d. Williams & Norgate 

The hr&t edition was published about twelve years ae[o under the title " Etudes de 
Dynamique Chimique." The present edition while reproducing the original also 
presents the researches to which it gave rise. 

3523 Hope, Anthony, Pseud (Anthony Hope Hawkins)— The heart of Princess 

(>sra, with nine illustrations by John Williamson. 336 pp. Cr. 8vo, 1896, 
cloth, 6s. Longmans 

♦ 'These books can be inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ /o, Bloomsbttry Street^ London^ IV,C. 
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3524 Hope, Ascott R. — Black and blue : stories for boys. 364 pp. Illus. 

Cr 8vo, 1896, cloth, 5s. A. & C. Black 

A story of school life for boys, with six full-page plates by C. O. Murray. 

3525 Hopkins, Tighe— Kilmainham memories. 96 pp Illus. Cr. Svo, 1896, 

paper, is. Ward, Lock & Co. 

3526 Hopps, John Page— Is salvation possible after death ? Revised edition. 

20 pp. Cr. 8vo, 1896, paper, 6d. . Williams & Norgate 

3527* Horace— Epodes. Edited by J. Gow. 20 + 6+54 pp. (Pitt press series). 
Ex. fcp. 8vo, 1896, cloth, IS. 6d. Camb. Univ. Press 

In addition to the notes, there is an exhaustive introduction on the life of Horace 
and the special authorities for the text used. 

3528 Horace— Odes and epodes. Edited by J. Gow. 40 + 410 pp. (Pitt press series). 
Ex. fcp. 8vo, 1896, cloth, ss. Camb. Univ. Press 

3529* Horsley, Reginald— StoneT«> all's scout : a story of the American civil war. 
6 + 372 pp. Cr. 8vo, 1896, cloth, 6s. S. Low 

3530 Hornibrook, Isabel — Lost in Maine woods : a story of adventure for boys. 

128 pp. Illus. Cr. 8vo, 1896, cloth, is. Blackie 

3531 Hume, Major M. A. S. — The year after the armada and other historical 

studies. 388 pp. Illus. Dy. 8vo, 1896, cloth, 12s. Fisher Unwin 

3532* Hungerford, Mrs. — ^The professor's experiment. Cheap edition. 4 + 332PP- 
Frontispiece. Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

3533 Hunt, Leigh — The months: nature studies with biographical introduction, 
by William Andrews. 94 pp. Cr. 8vo, 1896, cloth, 2s. W. Andrews 

3534* Hutchinson, J. R. — 'Way down east : sketches of life and character in Nova 
Scotia. 8 + 254 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Ward & Downey 

a story descriptive of Nova Scotian life. The expression 'Way down east is 
one which only a Bostonian could use, since Nova Scotia is to him the last land on the 
Atlantic Ocean. 

3535 Huysmans, J. K. — En route : translated by C. Kegan Paul. 2nd edition. 

12 + 313 pp. Cr. 8vo, 1896, cloth, 6s. Kegan Paul 

3536 Ingram, Rev. A. V. Winnington — Men who crucify Christ. 64 pp. 

Cr. 8vo, 1896, cloth boards, 2 s. Gardner, Darton & Co. 

3537 Ingram, Rev. A. F. Winnington — Messengers, watchmen, and 

stewards : three addresses delivered to the clergy. 64 pp. La. fcp. Svo, 
. 1896, cloth, IS. 6d. Gardner, Darton, & Co. 

3538 Jack, Florence B.— The art of cooking for invalids in the home 

and the hospital. 200 pp. Cr. 8vo, 1896, cloth, 2s. 

T. C. & E. C. Jack (Edinburgh) 

3539 JacksoD, Lucie E.— The Thornes of Thurston. 176 pp. Illus. Cr. 8vo, 

1896, cloth, IS. 6d. NiMMO, Hay & Mitchell 

3540 James, Charles— Two on a tandem : being the full, true, particular, and 

pathetic account of the tour of two men on a bicycle ; detailing what they did 
and what they didn't. 167 pp. Frontispiece. (Books for bicyclist). 
32mo, 1896, paper, is. Chapman & Hall 

3541* James, Croake— Curiosities of law and lawyers. New greatly enlarged 
edition. 8 + 790 pp. Cr. Svo, 1896, cloth, 5s. S. Low 

The first edition w •> published in 1882 ; the present has been greatly enlarged. 
The author has attenipted to gather together the " many favourite sayings, standard 
illustrations, golden sentences, exploits of legal heroes, jests, explanations, of curious 
and memorable doctrines and incidents, which make up the ' natural history' of the 
lawyer tribe." 

3542 Jay, Rev. A. Osborne— A story of Shoreditch, being a sequel to "life in 
Darkest London." 114 pp. Cr. 8vo, 1896, cloth, 2s. Simpkim 

* Th€se books can be inspected by thepubliCy free^ at the publisher!^ permanent 
book exhibition^ /<?, Bloomsbury Street^ London^ W,C, 
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3543 Jenkinson, Arthur— God's winepress. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. 

F. Warne 

3544 Jephson, E. Mounteney— With the colours. New edition. lUus. 

(Adventure library). Cr. 8vo, 1896, cloth, 3s. 6d. F. Warne 

3545 Jewish year book. The : an annual record of matters, Jewish, 5657. 8th of 

September, 1896— 25th September, 1897. Edited by Joseph Jacobs. 
284 pp. Cr. 8vo, 1896, I bound, 2s. net. Simpkin 

3546 Johnson, Clifton— What they say in New England: a book of signs, 

sayings, and superstitions. 263 pp. lUus i2mo, 1896, cloth, 6s. 

Gay & Bird 

3547 Johnson, George— Notes upon interest, discount, and profit and loss. 

98 pp. Dy. 8vo, 1896, cloth, 2s. 6d. H. Good 

3548 Johnson, Henry— From Scrooby to Plymouth rock. 144 pp. lUus. 

Cr. 8vo, 1896, cloth, is. 6d. Religious Tract Society 

3549 Johnstone, D. L.— A soldier of the legion : a romance. 318 pp. Illus. 

Post 8vo, 1896, cloth, 3s. 6d. W. & R. Chambers 

3550 Jones, C. A.— Little Sir Nicholas. New edition. Illus. (Queen's gift 

library). Cr. 8vo, 1896, cloth, 2S. 6d. F. Warne 

3551 Jones, Dora M.— The duke's ward : a romance of old Kent. 188 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s. Oliphant, Anderson & Ferrier 

3552* Keeling, Elsa D'Esterre— Appassionata : a musician's story. Popular 
2nd edition. 8 + 296 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Heinemann 

3553 Keene, J. Harrington— The mysteries of handwriting. 153 pp. Illus. 
Oblong 9x7, 1896, cloth, los. Gay & Bird 

3554* Keith, George S.— Plea for a simpler life. 6th edition. 8 + 150 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. A. & C. Black 

The simpler life for which Dr. Keith pleads is based on the treatment of the body 
when in good health. He advocates simplicity in food, temperance in drugs and 
stimulants, and a rational regard for the natural functions of the human system. He 
considers that most of the ills to which our flesh is heir, are due, in a great measure, ta 
the teaching and practice of medicine in the present day, and—although a medical man 
himself— considers that the evils may be remedied by a return to a greater simplicity of 
treatment both on the part of our medical advisers and ourselves, in the satisfaction of 
the daily and hourly wants of the human economy. 

3555 Kennedy, John Sloane— Reminiscences of Walt Whitman, with extracts 
from his letters and remarks on his writings. 190 pp. Cr. 8vo, 1896. 
cloth, 4s. 6d. A. Gardner 

3556* Ker, David — Swept out to sea. 298 pp. Illus. Cr. 8vo, 1896, cloth, 
3s. 6d. W. & R. Chambers 

A book of adventure for boys, illustrated with 6 plates by J. Ayton Symington. 

3557 Kidder, F. E.— Building construction and superintendence— Mason's 

work. Vol. I. Part I. 409 pp. Illus. La. 8vo, 1896, cloth, 20s. 

Gay & Bird 

3558* Kingsley, Charles— Hypatia. i6 + 400 pp. (Illustrated English library). 
Cr. 8vo, 1896, cloth, 2s. 6d. Service & Paton 

Printed at the Ballantyne Press from special type. The volume contains i6 illustra- 
tions by Lancelot Speed. 

3559 Kingsley, F. M.— Titus, a comrade of the cross. 320 pp. Illus. 

(Family gift series). La. cr. 8vo, 1896, cloth, gilt, 2s. 6d. Ward, Lock &Co. 

3560 Kitchin, Dr. G. W.— A history of France. 3 vols. Vol. 2 AD. 1453— 

1624. 3rd revised edition. 8 + 453 pp. Cr. 8vo, 1896, cloth, los. 6d. 

Clarsndon Press 

* TJtese docks can be inspected by the public^ free^ at the publisher^ permanent 

book exhibition^ 10, Blootnsbury Street ^ London^ JV,C. 
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356i* Kluge, Friedrich— An etymological dictionary of the German 
language. Translated by John Francis Davis, from the 4th German edition. 
Cheaper edition. 16 + 446 pp. Small 4to, 1896, cloth, 7s. 6d. G. Bell 

Professor Kluge has given a brief, dear and connected vie\7 of the history of each 
element of the German vocabulary. The present is a cheaper edition of a translation 
issued some six or seven years 1^0. The translator on his part has consulted the 
best lexicographers in order to render clear the meaning of many of the obscure 
German words. 

3562 Lang, Andrew, ed.— The blue true story book : adapted for school use, 

with 22 illustrations by H. J. Ford, Lucien Davis, L. Speed and L. Bogle. 
School edition. 6 + 151 pp. Cr. 8vo, 1896, cloth, is. 4d Longmans 

3563 Leatham, Hilda B. — Big brother Dick : a story for boys and girls. 64 pp. 

Illus. Fcp. Svo, 1896 cloth, 6d. Blackie 

3564 Lee, Arthur Bolies— The microtomist's vade-mecum. 4th edition. 

12 + 536 pp. 8vo, 1896, cloth, 15s. J. & A. Churchill 

3565 Leggatt, Rev. T. Watt— Agnes C. P. Watt— Twenty- five years 

mission life on Tanna, New Hebrides. 385 pp. Illus. 8vo, 1896, 

cloth, 6s. HOULSTON^ 

3566 Leslie, Emma— In the gipsies' van, or caught in a trap. 96 pp. Illus. 

Square i6mo, 1896, cloth, 9d. Blackie 

3567 Lineham, Ray S.— A directory of science, art, and technical colleges, 

schools, and teachers in the United Kingdom, including a brief review 
of educational movements during the year 1895. 16 + 588 pp. Dy. 8vo, 
1896, cloth, 2S. 6d. net. Chapman & Hall 

3568 Linn, Dr. Thomas— The health resorts of Europe : a medical guide to the 

mineral springs, climatic mountain and seaside health resorts, milk, whey, 
grape, earth, mud, sand, and air cures of Europe. 4th edition. 332 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. Hirschfeld 

3569* Linton, Elizabeth Lynn— Dulcie Everton. 2 vols Vol. i, 4 + 212 pp, 
vol. 2, 4 + 220 pp. (Library novel). Cr. 8vo, 1896, cloth, los. net. 

Chatto & Windus 

3570 Liverpool guide. New edition. 208 pp. Illus. (is. guide series). 

Fcp. Svo, 1896, cloth, limp, is. Ward, Lock & Co. 

3571 Lloyd, Henry Demarest— Wealth against commonwealth. 15 + 563 pp. 

Cr. 8vo, 1896, cloth, 6s. Gay & Bird 

3572 Lloyd, John Uri — Etidorhpa, or the end of earth. 5th edition. 16 -h 362 pp. 

Illus. Roy. 8vo, 1896, cloth, los. net. Gay & Bird 

3573 Lodge, O. J. — Elementary mechanics, including hydrostatics and pneumatics. 

New edition completely revised by the author and by Alfred Lodge. 308 pp. 
Illus. Post 8vo, 1896, cloth 4s. 6d. W. & R. Chambers 

3574 Longfellow, Henry Wadsworth— Nature poems. Illustrated by Paul 

de Longpr^. 102 pp. Sm. cr. 4to, 1896, white buckram, 7s. 6d. 

Ward, Lock & Co. 

3575 Longman's geographical series, Book IV. The British empire. 

11 + 284 pp. Illus. with map. Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

3576 Lyall, Edna, Psmd (Ada Ellen Baily)— The autobiography of a truth. 

114 pp. Fcp. i2mo, 1896, paper, is. ; cloth, is. 6d. Longmans 

3577 Lyde, Lionel W.— Man and his markets: a course in geography. 

12 + 186 pp. Illus. Globe 8vo, 1896, cloth, 2s. Macmillan 

3578 Ljrnch, Lawrence L.— No proof. Cheap edition. 345 pp. (Select library). 

Cr. 8vo, 1896, boards, 2s. Ward, Lock & Co. 

* These books can be inspected by the public^ free^ at he publishers' permanent 
book exhibition^ 10, Bloomsbury Street^ London^ W.C. 
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3579 Macalister, Donald— Advanced study and research in the University of 

Cambridge. 44 pp. Cr. 8vo, 1896, paper, 6d. Camb. Univ. Press 

3580 Mackay, Eric— Arrows of song. 3rd edition, no pp. Fcp., 1896, 

cloth, 3s. 6d. Hutchinson 

3581 Mackay, George L.— From far Formosa: the island, its people and 

missions. 3rd edition. 18 + 327 pp. Illus., 4 maps. Dy. Svp, 1896, 
art canvas, 7s. 6d. Oliphant, Anderson & Ferrier 

3582 Mansford, C. J.— Under the Naga banner. 10 + 342 pp. Illus. Cr. 8vo, 

1896, cloth, 6s. J. Hogg 

3583 Manwell, M. B.— The waif of Bounder's rents. 1 28 pp. Illus (Vols, for 

the young. No. 46). Cr. 8vo, 1896, cloth, is. Religious Tract Society 

3584 March, E. Sutcliffe— A stumbler in wide shoes. 384 pp. Cr. 8vo, 1896 

cloth, 6s. Hutchinson 

3585 Marcbant, Bessie— In the cradle of the north wind. 176 pp. Illus. 

Cr. 8vo, 1896, cloth extra, is. 6d. Nimmo, Hay & Mitchell 

3586 Maritime notes and queries. Vol. 9. 180 pp. La. cr. 4to, 1896, 

cloth, 7s. 6d. Spottiswoode & Co. 

3587^ Markham, Sir Clements R.— The paladins of Edwin the great. 

11 + 383 pp. Illus. Cr. 8vo, 1896, cloth cover, 5s. A. & C. Black 
A book for boys dealing with the life and times of Edwin of Northumbria. The 

story itself is founded on the account as furnished by the Venerable Bede in the ** Gesta 
Regum Anglorum." 

The volume is illustrated with a map of Deira, and ten illustrations by Ralph 
Peacock. 

3588* Marryat, Captain — ^The king's own. Illustrated by F. H. Townsend, with an 
introduction by David Hannay. 16 + 430 pp. Illus. (Illustrated standard 
novels). Cr. 8vo, 1896, cloth, 3s. 6d. ; Peacock edition, ss. 

Macmillan 
To this edition, Mr. David Hannay, the biographer of Marryat, has contributed a 
critical introduction, and Mr. F. H. Townsend thirty-nine full page illustrations. 

3589* Marryat, Captain — The king's own. Edited by R. B. Johnson. 

12 + 452 pp. Illus. Cr. 8vo, 1896, cloth, 3s 6d. net. J. M. Dent 
A reprint of the first edition published in iSjo in 3 volumes by Henry Colbum and 

Richard Bentley. The three illustrations are drawn by D. Downing and etched by 
W. Wright-Nooth. 

3590 Marryat, Captain— The phantom ship. 8 + 404 pp. Illus. Cr. 8vo, 1896, 
cloth, 3s. 6d net. J. M. Dent 

3591* Marryaty Captain — Poor Jack. Edited by R. B. Johnson. 10 + 400 pp. 
Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

A reprint of the first edition w£jch was issued by Longman, Orme, Brown, Green 
and Longmans in 1S40. The original illustrations were by Clarkson Stanfield. The 
present edition contains three etchings drawn by D. Downing and etched by W. 
Wright-Nooth. 

3592 Marryat, Captain — Olla Podrida, the pirate, and the three cutters. 

12 + 574 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

3593 Marshall, Emma— Abigail Templeton ; or, brave efforts ; a story of to-day. 

228 pp. Illus. Post 8vo, 1896, cloth, 2s. 6d. W. & R. Chambers 

3594 Martin, W. A. P.— A cycle of Cathay ; or, China, south and north, with 

personal reminiscences. 20 + 444 pp. Illus. and map. Dy. 8vo, 1896, 
art canvas, 7 s. 6d. Oliphant, Anderson & Ferrier 

3595 Martin, W. S.— A glimpse at Cranbrook. 140 pp. Illus. Cr. 8vo, 1896, 

paper, 6d. E. J. Holmes (Cranbrook) 

3596 Mason, Arthur James— The principles of ecclesiastical unity, four 

lectures delivered in St. Asaph Cathedral on June 16, 17, 18 and 19, 1896. 
20 + 142 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Longmans 

♦ These books can he inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ 10^ Bloomsbury Street^ London^ IV,C 
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3597 Meade, L. T.— A girl in ten thousand. 224 pp. F*rontispiece and title page. 

La. cr. 8vo, 1896, art canvas, 2s. 6d. Oliphant, Anderson & Ferrier 

3598 Meade, L. T.— The heart of gold. New edition. lUus. (Queen's gift 

library). Cr. Svo, 1896, cloth, 2s. 6d. F. Warne 

3599 Meade, L. T.— The house of surprises. 285 pp. Illus. Cr. 8vo, 1896, 

cloth, 3s. 6d. Longmans 

3600* Meade, L. T., and Halifax, ClifTord— Doctor Rumsejr's patient. 

8 + 344 pp. Cr. 8vo, 1896, cloth, 6s. Chatto & Windus 

In a prefatory note the authors explain that the story is based upon that rare 
psycholc^cal condition, an absolute lapse of memory. 

3601 Mockler, Geraldine— The hollow tree: the story of a winter adventure. 

96 pp. Illus. Sq. i6mo, 1896, cloth, 9d. Blackie 

3602 Mockler, Geraldine— A long chase : a story of a seaside adventure. 64 pp. 

Illus. Fcap. 8vo, 1896, cloth, 6d. Blackie 

3603 Moltke, Count Helmuth von—Letters to his wife. Translated from the 

German by J. R Mcllraith, with introduction by Sidney Whitman. 2 vols. 
Dy. 8vo, 1896, cloth, £1 los. Kegan Paul 

3604 Montbard, G.— The case of John Bull in Egypt, Venezuela, the 

Transvaal. 249 pp. Nar. cr. 8vo, 1896, cloth, 2s. 6d. Hutchinson 

3605 Montresor, F. F.— The one who looked on. 4th edition. 247 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

3606 Montresor, F. F.— Worth while. 136 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

E. Arnold 

3607 Moore, E. B.— Lucia. 160 pp. Illus. Cr. 8vo, 1896, cloth, is. 6d. 

Religious Tract Society 

3608 Moore, Edward— Studies in Dante. First series. Scripture and classical 

authors in Dante. 410 pp. 8vo, 1896, cloth, los. 6d. net. 

Clarendon Press 

3609 Moore, F. Frankfort— Phyllis of Philistia. 5th edition. 8 + 368 pp. 

Cr. 8vo, 1896, cloth, 6s. Hutchinson 

3610 Morres, Rev. Arthur P.— Amongst the birds of the Fame islands, 

May 26th, 1896. 36 pp. 8vo, 1896, paper, 6d. Simpkin 

3611 Moyle, J. B.— Imperatoris justiniani institutionum libri quattuor. 

3rd edition. 2 vols. (Law series). 8vo, 1896, cloth, 22s. Clarendon Press 

36x2 Musgrave, C. A.— French dramatic scenes. 176 pp. Cr. 8vo, 1896, 
cloth, 2s. net. E. Arnold 

36x3 Nehrling, H.— North American birds: with 36 coloured plates, Milwaukee, 
U.S.A. 2 vols, in 16 parts. Part XV. 289 + 336 pp. 4to, 1896, 
paper, ss. W. Wesley 

3614 Nesbitt, J. J., ed.— The unique reciter. 280 pp. Cr. 8vo, 1896, cloth, 
2s. 6d. net Simpkin 

3615* New charter. The : a discussion of the rights of men and the rights of animals. 
By various authors. Edited by H. S. Salt 12 + 156 pp. Cr. 8vo, 1896, 
cloth, 2S. G. Bell 

Published for the Humanitarian League. Contents : — The Humanitarian View : 
Social Conditions and the Treatment of Animals, by J. C. Kenworthy. The Church's 
View : The Christian Spirit and Ideal, by Rev. A. L. Lilley. The Scientific View : 
The Claims of Common Life, by Josiah Olddeld. The Ethical View : The Duties of 
Man to the Lower Animals, by Frederic Harrison. The Secularist View : The Kinship 
of Life, by G. W. Foote. The Theosophical View : The Brotherhood of all that 
lives, by C. W. Leadbeater. 

36x6 Nisbet, Hume— A colonial tramp : travels and adventures in Australia and 
New Guinea. New edition. 22 + 468 pp. Illus. Cr. 8vo, 1896, cloth, 6s. 

Ward & Downey 

* These books can be inspected by the public^ free, at the publishers^ permanent 
book exhibition^ lOy Bloomsbury Street^ London W.C 
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36x7 Monsense, and some more nonsense, for somebody, anybody, or 
everybody, particularly the baby body: rhymes. 2 vols, bound in one. 
Illus. Fcp. folio, 1896, cloth boards, 5s. Gardner & Darton 

3618 Notes on building construction : arranged to meet the requirements of the 
syllabus of the science and art department of the committee of council 
on education, S. Kensington. Part III. Materials : course for honours. 
3rd edition revised and enlarged. 28 + 520 pp. Illus. 8vo, 1896, 
cloth, 21s. Longmans 

3619* Omond, G. W. T.— The story of Maurice Lestrange : being an account 
of his travels and adventures in Scotland during the year 1765. 366 pp. 
Cr. 8vo, 1896, cloth, 6s. A. & C Black 

3620 Ortmans, J., ed. — Cosmopoiis : an international review. Vol. 3. July to 
September, 1896. 924 pp. La. cr. 8vo, 1896, cloth, 7s. 6d Fisher Unwin 
3621* Owen, Rev. John— The five great skeptical dramas of history. 
^ + 398 pp. Dy. 8vo, 1896, cloth, los. 6d Sonnenschein 

Mr. Owen was the historian of Scepticism. His previous works : " Evenings with 
the Skeptics," ** Skeptics of the Italian Renaissance,'* and ** Skeptics of the French 
Renaissance " embodied the results of many years study. The present book deals with 
those great dramas of human literature which have had a sceptical influence on the 
world—The ** Prometheus Vinctus " of ^Eschylus— The Book of Job— Goethe's 
"Faust"— Shakespeare's "Hamlet "—"El Magico Prodigioso." 

3622 Panton, Mrs. J. E. — From kitchen to garret: furnishing and house 

decoration. loth edition. 287 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. 

Ward & Downey 

3623 Pawle, F. Dale— A flying visit to the American continent 146 pp. 

La. post 8vo, 1896, cloth, 2s. 6d. H. Cox 

3624* Payne, Will— Jerry the dreamer. 4 +■ 300 pp- (Original series). Cr. 8vo, 

1896, cloth, 3s. 6d. Chatto & Windus 

3625* Pearce, J, H. — Inconsequent lives : a village chronicle showing how certain 
folk set out for El Dorado, what they attempted, and what they attained. 
Popular 2nd edition. 6 4- 256 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Heinemann 

3626 Pelton's— Illustrated guide to Tunbridge Wells, and the neighbouring 

seats, towns and villages. 15th edition. 260 pp. Illus. with maps, etc. 
Cr. 8vo, 1896, paper, is. net. Simpkin 

3627 Perry, Alexander W.— Welsh mountaineering : a practical guide to the 

ascent of all the principal mountains in Wales. 172 pp. Maps. Fcp. 8vo, 
1896, cloth, 2S. 6d. L. Upcott Gill 

3628* Pilgrim Pseud^h blank page : story. 388 pp. Cr. 8vo, 1896, cloth, 5s. net. 

G. Redway 

3629* Plautus— Pseudolus. Edited by H. W. Auden. + 6 28 + 156 pp. 
(Pitt press series). Ex fcp. 8vo, 1896, cloth, 3s. Camb. Univ. Press 

The text used is that of Ussing collated with that of Lorenz. The edition has been 
prepared for the use of sixth form boys or first year university students. The intro- 
duction deals with the question of Roman comedy and the particular examples of it as 
given by Plautus. There is also given a careful inquiry into Plautus's language and 
style. In addition to the notes there is a full critical index of various readings. 

3630* Pocock, Roger — The arctic night 176 pp. (Books for bicyclists.) 
Pott 8vo, 1896, paper, is. Chapman & Hall 

3631* Poor Blossom: the story of a horse. By the author of "Neddy and me." 
8 + 184 PP- Illus. (Animal life readers). Sm. cr. 8vo, 1896, cloth, is. 

G. Bell 
The present reprint has been made for the Humanitarian League, and the form in 
which it is issued has been designed with a view to making it a juvenile gift book, as 
well as a school-reader. 

3632* Poor Blossom : the story of a horse. By the author of " Neddy and me." 
8 + 94 pp. Illus. (Books about animals). Cr. 8vo, 1896, cloth, is. G. Bell 

* These books can be inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ 10, Blootnsbury Street^ London^ IV C, 
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3633 Pope, Dr. T. H.— Cataract in the Madras Presidency, Southern India. 

37 pp. Dy. 8vo, 1896, paper, 2s. H. Frowde 

3634 Prescott, E. Livingston— A mask and a martyr. 384 pp. Cr. 8vo, 1896, 

cloth, 6s. E. Arnold 

3635 Pulian, Leighton—Lectures on religion. 8 + 341 pp. Cr. 8vo, 1896, 

cloth, 6s. Longmans 

3636* Puilar, Adeline — Geometry for kindergarten students : specially adapted 
to meet the requirements of the examinations of the National Froebel Union. 
9 + 198 pp. Cr. 8vo, 1896, cloth 3s. Sonnenschein 

Although the requirements of the syllabus of the National Froebel Union are not 
extensive, yet the interest of this book lies in the fact that the geometrical truths are 
illustrated by means of the kindergarten materials. The subject begins with the various 
figures, and goes on to the consideration of areas, proportion, solids, and the mensuration 
of solids. The book is amply illustrated with diagrams. 

3637 Raleigh, Mary — John Gifford : memories and letters. 128 pp. Portrait. 
Cr. 8vo. 1896, cloth, 2s. 6d Oliphant, Anderson, & Ferrier 

3638* Reade, Charles— A simpleton. A new reset edition. 8 + 320 pp. (Library 
edition of Reade's works). Cr. 8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

3639 Reed, T. B.— A book of short stories. 256 pp lUus (Boy's own Book- 

shelf No. 21). Cr. 8vo, 1896, cloth, 2s. 6d. Religious Tract Society 

3640 Reid, Captain Mayne— The rifle rangers, or adventures in South Mexico. 

237 pp. (School and home library series). Cr. 8vo, 1896, cloth, is. 4d. 

Blackie 

3641 Rita, Pseud—' Peg the rake. 7th edition. 363 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Hutchinson 

3642* Robertson, George Groom— Elements of psychology : edited from notes 
of lectures delivered at University College 1 870-1892, by C. A. Foley Rhys 
Davids. 16 + 268 pp. Cr. 8vo, 1896, cloth, 3s. 6d. J. Murray 

Mrs. Rhys Davids has practically written this book herself. With the exception of his 
lectures on psychology, the late Professor Robertson left neither copies of his lectures nor 
notes of his teaching. Mrs. Rhys Davids has had the assistance of past students who 
furnished her with their notes taken while the lectures were being delivered. The 
lecture on the growth of the mind, however, has been copied verbatim from a bundle 
of the author's notes. The present volume contains notes of 36 lectures, which 
Professor Robertson gave while occupying the Grote Chair, and as far as possible these 
have been reprinted in the author's own words. 

3643* Robinson, C. H.— Specimens of Hausa literature. 20 + 112 pp. 

Facsimiles. Cr. 4to, 1896, cloth, los. ; without facsimiles, 5s. 

Camb. Univ. Press 

From MSS. collected in different parts of the Hausa States of "Western Central 
Africa by the editor and his late brother. Present vol. is a first fruit of the ** Hausa 
Association," formed in 1891 for the purpose of promoting the study of Hausa 
language and people — and consists chiefly of poems of a religious and didactic 
tendency. 

The volume also contains a lengthy introduction, and a bibliography of the subject 
by the author. It is illustrated by 53 full-page facsimiles by photographic process. 

3644* Robinson, Commander C. N. — The British fleet : the growth, achievements 
and duties of the navy of the empire. Cheaper edition. 18 + 560 pp. Illus. 
Cr. 8vo, 1896, cloth, 6s. G. Bell 

A cheaper edition of a work first published in October, 1894. The author has 
attempted to give a general view of the origin, character, functions, organization, and 
administration of the English sea service. The book itself is divided into sections, 
dealing respectively with the functions, the administration, the material, and the 
personnel of the British navy, and each section is considered both historically and 
in its existing aspect. 

3645 Rodgers, Sara M. — Number, and how to teach it ; for infant schools. 90 pp, 
Cr. 8vo, 1896, limp, is. Simpkin 

* These books can be inspected by the public^ free, atthe publishers permanent 
book exhibition^ 10^ Blootnsbury Street^ London^ W,C, 
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3646 Roll of golden thoughts for daily reading^ A : selections in prose and 
poetry. 2nd edition. 50 pp. Oblong, 1896, paper, is. 6d 

Fisher Unwin 

3647* RoUe of Hampole, Richard- Works. Edited by C. Horstman. Vol. 2. 
44 + 458 pp. (Library of Early English Writers.) Dy. 8vo., 1896, cloth, 

I OS. 6d. SONNENSCHEIN 

The chief authority for Rolle's Life is to be found in a Vita in the lessons of the 
"Officium dfi S. Ricardo" (ed. Perry), and in Brebiarum eccl - Ebor (II. 1882, 
Surtees Society). He was much influenced by the teachings of Duns Scotus, and 
although he studied for a time at Oxford, he left that university to lead the hermit's 
life, and to realise in himself the mystic truths he had elaborated from his own 
religious instincts. The highest ideal of life to him was the mystic and contemplative, 
which he attained by passing through the stages of '*purincatio" or " purgatio," 
** illuminatio/' or the insight into the reality of the love of God, and " contemplatio " 
or " sight," when man "sees into heaven with his ghostly eye." His early works 
were written in Latin ; later he composed in rhymed verse. All are emotional 
interpretations of the Scriptures. He represents the rebound to emotionalism, which 
the logical teachings of Duns Scotus made possible. His characteristics are originality 
and the inspirations of genius. 

The introduction to the present edition of Rolle's works contains an exhaustive 
summary of his life and teachings, as well as a list of all the works Mr. C. Horstman 
has been able to trace in the libraries of Oxford, Cambridge and London. 

3648 Rothwell, Richard P., ed.— The mineral industry : its statistics, technology 

and trade in the United States and other countries. (Annual Supplement of 
the Engineering and Mining Journal. Vol. 4, to end 1895). 840 pp. 
La. 8vo, 1896, cloth, 25s. Scientific Publishing Co. 

3649 Royal Science Reader, III. 177 pp. lUus. (Royal school series). Post 

8vo, 1866, cloth, IS. T. Nelson 

3650 Royal Society of Antiquaries of Ireland, Journal. Part II. Vol. 6. 

5th series. 96 pp. lUus. (Part II., vol. 6, 5th series.) Roy., 1896, paper, 
3s. net. Williams & Norgate 

3651 Russan, A., and Boyle, F. — ^The orchid seekers : a story of adventures in 

Borneo. New edition. Illus. Cr. 8vo, 1896, cloth, 5s. F. Warne 

3652 Russell, Fox— The first cruise of three middies. 258 pp. Illus. Cr. 4to, 

1896, cloth, 3s. 6d. Gardner, Darton & Co. 

3653 St. Clair, Lady Harriet (Countess Munster)— Dainty dishes. Cheap 12th 

edition. 10 + 150 pp. Cr. 8vo, 1896, fancy paper, is. J. Hogg 

3654 St. Nicholas magazine, The. Vol. 23, Part II., May-October, 1896. Illus. 

Sup. roy. 8vo, 1896, cloth, 8s. 6d. Macmillan 

3655 Saunders' pocket medical formulary, containing 1,750 formulae, 

4th edition. 12 + 285 pp. Post 8vo, 1896, morocco with side index, 
wallet, and flap, 7s. 6d. net. Hirschfeld 

3656 Saunders, Frances Wilce— Stories for men and women. Series I. 

180 pp. Med. i2mo, 1896, cloth, 3s. net. Sonnenschein 

3657* Scott, Sir Walter— Waverley novels. Standard edition Kenilworth. 

14 + 474 pp. Photogravure frontispiece. Cr. 8vo, 1896, cloth, 2s. 6d. ; 
leather, 3s. 6d. A. & C. Black 

3658 Searle, Rev. George M.— Plain facts for fair minds : an appeal to candour 
and common sense. 75 th thousand edition. 360 pp. (American series). 
Fcp. 8vo, 1896, paper, is. net; cloth, 2s. net Burns & Oates 

31^59 Seawell, Molly Elliott— A strange sad comedy. Cr. 8vo, 1896, 
cloth, 3s. 6d F. Warne 

3<56o Seymour, M. Corbet— Here, there, and eversrwhere, or the strange 
adventures of a penny. 128 pp. Illus. Cr. 8vo, 1896, cloth, is. Blackie 

* Thesg books can be inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ /o, Bloomsbury Street^ London^ W,C. 
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366z Shaftesbury, Lord, and Peabody, George : the story of two great public 
benefactors. 131 pp. lUus. with portraits. Post 8vo, 1896, cloth, is. 

W. & R. Chambers 

3662 Shakespeare, William— Hamlet : edited by W. Hale Griffin. 48 + 208 pp. 

(School Shakespeare). Sm. or. 8vo, 1896, cloth, is. 6d. net. E. Arnold 

3663 Shakespeare, William— King Henry V. 52 + 172 pp. (School Shakes- 

peare). Sm. cr. 8vo, 1896, cloth, is. 6d. net. E. Arnold 

3664* Shakespeare, William— The rape of Lucrece ; with preface, glossary, etc., 
by Israel Gollancz. Temple edition. 10 + 126 pp. Frontispiece. 5 J x 4in., 
1896, cloth, IS. net; leather, is. 6d. net. J. M. Dent 

A reprint of the " Cambridge " text, prepared by Mr. W. Aldis Wright. The 
frontispiece is a photogravure reproduction of the portrait from the Heminge and 
Condell Monument. Mr. Gollancz's preface is bibliographical ; appended are glossary 
and notes. 

3665 Shakespeare, William— Tragedy of Cymbeline : with preface, glossary, etc, 

by Israel Gollancz. Temple edition. 14 + 186 pp. Etched frontispiece. 
5 J X 4in, 1896, cloth, is. net; leather, is. 6d. net J. M. Dent 

3666 Shakespeare, William— Tragedy of Pericles : with preface, glossary, etc., 

by Israel Gollancz. Temple edition. 12 4- 128 pp. Etched frontispiece. 
5^ X 4in., 1896, cloth, is. net; leather, is. 6d. net. J. M. Dent 

3667* Shakespeare, William— Venus and Adonis, etc. : with preface, glossary, 
etc., by Israel Gollancz. Temple edition. 16 + 108 pp. Frontispiece. 
5^ X 4 in., 1896, cloth, is. net; leather, is. 6d. net. J. M. Dent 

The text is a reprint of the ** Cambridge" edition which Mr. W. Aldis Wright 
prepared. The frontispiece is an etching of Charlecote. Mr. Gollancz's preface 
amounts to an exhaustive bibliographical inquiry. A glossary is appended, as well as 
notes of various readings. 

3668 Shaw, Rev. W. Frank— Sermon sketches for the christian year. 

136 pp. Cr. 8vo, 1896, cloth, 3s. Skeffington 

3669 Sherborn, C. D.— An index to the genera and species of the 

foraminifera. Part II., N to Z. Washington, 1896. 8 + 244 pp. 8vo, 
1896, paper, 6s. net. W. Wesley 

3670 Siepmann, Otto— A public school German primer: comprising a first 

reader, grammar, and exercises, with some remarks on German pronunciation 
and full vocabularies. 36 + 360 pp. Globe 8vo, 1896, cloth, 3s. 6d. 

Macmillan 

3671 Simpson, Mrs. A. R.— Help to make ideals real: Christmas gift book. 

96 pp. lUus. Cr. 8vo, 1896, cloth, is. Oliphant, Anderson & Ferrier 

3672 Skertchley, J. A.— Sport in Ashanti. New edition. lUus. (Adventure 

library). Cr. 8vo, 1896, cloth, 3s. 6d. F. Warne 

3673 Slatin Pasha, R. C— Fire and sword in the Sudan. Translated by Major 

Wingate. 4th edition. 20 + 630 pp. lUus. 1896, cloth, 21s. net. E. Arnold 

3674 Smith, Professor William R.— The laboratory text book of public health. 

2 + 322 pp. Illus. Dy, 8vo, 1896, cloth, 20s. Henry Renshaw 

3675 Some more nonsense, for the same bodies as before : rhymes. Illustrated 

in colours. Second series. Fcp. folio, 1896, paper boards, 2s. 6d. 

Gardner, Darton & Co. 

3676 Sophocles. Antigone, with English notes, etc. Edited by Lewis, Campbell, 

and Evelyn, Abbott. New edition. 1886, cloth, 2s Clarendon Press 

3677* Spenser, Edmund— The faerie queene. Part IV. Edited by Professor 
Hales. Illustrated by L. Fairfax Muckley. 84 pp. Sm. cr. 4to, 1896, 
paper, 2 s. 6d. net. J. M. Dent 

3678 Sport in many lands. New edition. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. 

F. Warnb 

* These hooks can be inspected by the public^ free^ at the publishers' permanent 
book exhibition^ 10^ Bloomsbury Street^ London^ W.C, 
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3679 Spurgeon, C. H., and others— The lay preacher's guide : bright words to 

soul winners. 240 pp. Illus. 8vo, 1896, cloth, 3s. 6d. net. 

Passmorb & Alabaster 

3680 1 Spurgeon, C. H.— Twelve sermons' series : Twelve sermons on praise, twelve 
to > sermons on hope, twelve sermons on holiness, twelve sermons on joy, twelve 

3690 ) sermons on peace, twelve sermons with strange titles, twelve revival sermons, 

twelve sermons on love of Christ, twelve sermons for Christian workers, twelve 
memorable sermons preached on remarkable occasions, twelve gospel sermons 
for sinners. 11 vols. 8vO| 1896, cloth, is. each. Passmore & Alabaster 

3691 Starr, Dr. Louis— Diets for infants and children in health and in 

disease. Post 8vo, 1896, roan, 6s. net. Hirschfeld 

3692 Statham, Mrs. Heathcote— Flix and flox, or the sea-gull. 64 pp. Illus. 

Fcap 8vo, 1896, cloth, 6d. Blackib 

3693 Stecher, W. A. — Gymnastics : a text book of the German-American system 

of gymnastics. 348 pp. Illus. 4to, 1896, cloth, 12s. 6d. net. Gay & Bird 

3694* Stepi Edward — By the deep sea : the natural history of the sea-shore. 
322 pp. Illus. Small 8vo, 1896, cloth, 5s. Jarrold 



An elementary hand-book to the natural historv of the life found on the sea-shores 
r the British islands, forming an introduction to the study of marine zoology. Among 
the subjects treated are sponges, jelly-fishes, sea-anenomes, crabs and lobsters, sea- 



weeds, sea birds, and barnacles. The book is illustrated with 122 plates and diagrams 
by P. H. Gosse, W. A. Pearce, and Mabel btep. At the end of the work is given a 
ckssified index to the species mentioned in the lx>dy of the book. 

3695 Stepi Edward, and Watson, WUliam— Favourite flowers of garden 

and greenhouse, now being published in weekly numbers. Six coloured 
plates in each number. 1896, paper, is. per number. F. Warne 

3696 Sternberg, George M.— A textbook of bacteriology. 11 + 693 pp. 

Illus. Roy. 8vo, 1896, cloth, 24s. J. & A. Churchill 

3697* Stevenson, Robert Louis— Songs of travel. 12 + 88 pp. Cr. 8vo, 
1896, buckram, 5s. Chatto & Windus 

Most of the verses in this volume were written after the author's final departure 
from England in 1887. They were sent home by him for publication some months 
before his death. Stevenson originally intended these poems to form part of his 
previous volume, called " Underwoods," but the present separate issue is to enable 
those who possess "Underwoods'* to add it as a companion volume. They have 
already been included in the Edinburgh edition of Stevenson's works. 

3698 Stockham, Dr. Alice B. — Karezza, ethics of marriage. 136 pp. Cr. 8vo, 

1896, cloth, 4s. 6d. L. N. Fowler 

3699 Stowers, Dr. J. H. , and Bidwell, L. A., eds —Transactions of the Dermato- 

logical Society of Great Britain and Ireland. Vol. 2. 1895-6. 
73 + 16 pp. Illus. Roy. 8vo, 1896, cloth, 5s. H. K. Lewis 

3700 Stubbs, Rev, C. W. — God and the people : the religious creed of a democrat. 

Selections from Mazzini. New edition. 198 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Fisher Unwin 

3701 Surridge, Rev H. A. D. — Cyrus : a tale of the ten thousand. 302 pp. Illus. 

Cr. 8vo, 1896, cloth, 6s. Skeffington 

3702 Sutton, Francis— Volumetric analysis. 7th edition, n + 587 pp. Illus. 

Svo^ 1896, cloth, i8s. 6d. J. & A. Churchill 

3703 Swan, Annie, /V«/^ (Mrs. Burnett Smith) — Elizabeth Glen, MB. 

2nd edition. 313 + 8 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

3704 Tacitus : annals. 2 vols. Vol. i. Books I. — VL 2nd edition. 11 +657 pp. 

Dy. 8vo, 1896, cloth, i8s. Clarendon Press 

3705 Teachers' monthly. The. 192 pp. 4to, 1896, cloth, 3s. 6d. Simpkin 

* These books can be inspected by the public^ free^ at the publishers^ permanent 

book exhibition^ lo^ Bloomsbury Street, London, IV, C. 
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3706 Tennyson, Lord — Poetical works. Vol. 23. Death of CEnone and other 

poems. 87 pp. Dy. i6mo, 1896, cloth, is. net; Persian, is. 6d. net. 

Macmillan 

3707 Tennyson, Mary H.— Within her grasp. (London library). Cr. 8vo, 1896, 

paper, is. F. Warne 

3708* Thackeray, William Makepeace— The history of Henry Esmond. 

448 pp. lUus. (Illustrated English library). Cr. 8vo, 1896, cloth, 2s. 6d. 

Service & Paton 

Printed at the Ballantyne Press from special type. The volume contains sixteen 
illustrations by Chris. Hammond. 

3709* Thomson, Basil— A court intrigue. 6 + 228 pp. Cr. 8vo, 1896, cloth, 6s. 

Heinemann 

3710 Thornton, John— Longmans* geographical series. Book V. A primary 

physical geography, with nine maps. 8 + 144 pp. Illus. (Longmans* 
geographical series). Cr. 8vo, 1896, cloth, 2s. • Longmans 

3711 Thynne, Robert — Matthew Flinders; or, how we have Australia. 

12 + 340 pp. Illus. Cr. 8vo, 1896, cloth, 6s. J. Hogg 

3712 Tiddeman, L. E. — Bogie and fluff: a story of two splendid chums. 128 pp. 

Illus. Cr. 8vo, 1896, cloth, is. Blackie 

3713 Tiddeman, L. E.— Little ladybird: a story for girls. 96 pp. Illus. 

Sq. i6mo, 1896, cloth, 9d. Blackie 

3714 Tiddeman, L. E. — Two is company. 64 pp. Illus. Fcp. 8vo, 1896, 

cloth, 6d. Blackie 

3715 Tod, A. H., and Longworth, F. D., eds.— Passages for unseen transla- 

tion. Latin. 148 pp. Cr. 8vo, 1896, cloth, 2s. Longmans 

3716 Tod, A. H., and Longworth, F. D., eds. — Passages for unseen transla- 

tion. Latin and Greek. 272 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Longmans 

3717* Tomlinson, William R.— Metastasis : poem. 13 + 84 pp. Dy. i2mo, 
1896, cloth, is. 6d. net. G. Redway 

A poem in rhymed couplets bearing on the theory which, to the author, is the 
" latest tenet of advanced science," that a man is composed of body, soul and spirit. 
For illustration of this fact, he refers the student to M. Jules Janet's history of **The 
Three Leonies,** which was republished in Borderland (April, 1895). 

3718 Tristram and Coote's — Probate practice. 12th edition. 900 pp. Dy. 8vo, 

1896, cloth. 32s. BUTTERWORTH 

3719* Turgenev, Ivan — Virgin soil. Translated from the Russian by Constance 
Garnett, with introduction by Edward Garnett. 2 vols. Vol. i, 22 + 244 pp. 
vol. 2, 4 4- 264 pp. (Uniform edition Turgenev's novels). Fcp. 8vo, 
1896, cloth, 3s. each net. Heinemann 

Mr. Edward Garnett, in his introduction to this edition, suras up thus the motif odhSs 
masterpiece of Turgenev's. " It is of the spontaneous formation of the Nihilist party, 
and of the hurried and uncertain steps it took preparatory to the serious terrorist 
struggle that Virgtn Soil treats.'* It is the history of the rise and progress of 
" Anonjnmous Russia." 

2720* Two royal lives : Queen Victoria and William I., German emperor. 272 pp. 
Illus. Post 8vo, 1896, cloth, 2s. W. & R. Chambers 

A double volume containing the two lives issued separately. Both are written as 
popular handbooks, and both are illustrated with portraits and views. 

3721 Tyack, Rev. G. S.— The cross in ritual, architecture and art 134 pp. 

Illus. Cr. 8vo, 1896, cloth, 3s. 6d. W. Andrews 

3722 Tynan, Patrick J. P. (Number one)— The Irish National Invindbles 

and their times. New and cheaper edition. 640 pp. With 8 portraits. 
8vo, 1896, cloth, 7 s. 6d. SiMPKiK 

♦ These docks can be inspected by the public^ free, at the publisher^ permanent 
book exhibition, 10, Bloomsbury Street, London, W,C. 
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3723 Valentine, L. — ^The Queen : her early life and reign. New edition. Cr. 8vo, 

1896, cloth gilt. 2s. 6d. ; cloth, is. 6d. ; paper, is. F. Warne 

3724 Vergil - Aeneid : Books VII-XII. Translated into English verse by James 

Rhoades. 226 pp. Cr Svo, 1896, cloth, 5s. Longmans 

3725 Vivek^nanda, Yogi Sw^mi— Yoga philosophy : lectures delivered in New 

York, winter of 1895-96, on Rija Yoga, or conquering the eternal nature, also 
Patanjali's Yoga Aphorisms, with commentaries. 12 4- 234 pp. Cr. 8vo, 
1896, cloth, 3s. 6d. Longmans 

3726 Voysey, Rev. Charles— The testimony of the four gospels concerning 

Jesus Christ. 12 + 184 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Williams & Norgate 

3727* Waite, Arthur Edward— The Turba philosophorum : or, assembly of the 
sages, called also the book of truth in the art and the third pythagorical- 
synod. 4 + 212 pp. 1896, cloth, 6s. net. G. Red way 

The ** Turba Fhihisophorum " is considered to be the oldest treatise on Alchemy 
extant. Although this translation is from the Latin, it is supposed that originally it 
was compiled in Hebrew or Arabic. Of the two codices known, Mr. Waiters 
translation is from the longer ; but variations of the second recension are given in 
foot-notes. M. Berthelot's text and translation of the Byzantine Alchemists has been 
largely made use of The chief printed versions of the ** Turba Philosophorum" are 
those of the ** Theatrum Chemicum," the ** Bibliotheca Chemica Curiosa/' and the 
smaller collection entitled, " Artis Auriferoe Tractatus." In the ** Theatrum 
Chemicum " and Magnetics are to be found colloquies, commentaries, and enigmas 
which pretend to elucidate the " Turba." 

3728 Walks round Auchterarder. 64 pp. Illus. Sq. 32mo, 1896, cloth, gd. ; 

cloth limp, 6d. T. Nelson 

3729 Walton, Izaak, and Cotton, Charles— The compleat angler. Parts 4 and 5. 

New edition. Illus. Sm. 4to, 1896, paper, is. net each. John Lane 

3730 Walworth, J. H. —Where Kitty found her soul. 64 pp. Frontispiece. 

Fcp. 8vo, 1896, cloth, 6d. Oliphant, Anderson & Ferrier 

3731* Ward, Mrs. Humphry— Sir George Tressady. 6 + 572 pp. Cr. 8vo, 
1896, cloth, 6s. Smith Elder 

A novel of modem life dealing with politics and some of the pressing social problems 
of the day. The heroine of the story is really the Marcella of whom Mrs. Ward wrote 
in a previous work. The tale is characterized by the writer's well-known ability and 
exhibits the questions in a striking and original form. The interest of the story centres 
in the development of the relationship between Sir George Tressady and Marcella. 

3732 Warner, Dr. Francis— The children ; how to study them : a course of 

lectures. 2nd edition. 108 pp. With illustrations. Fcp. Svo, 1896, 
limp cloth, IS. 6d. Francis Hodgson 

3733 Waters, Helen— Outskerry: the story of an island. 260 pp. Illus. 

Post 8vo, 1896, cloth, 2s. 6d. W. & R. Chambers 

3734 Watson, Lily — A fortunate exile. 128 pp. Illus. (Vols, for the young, 

No. 44). Cr. 8vo, 1896, cloth, is. Religious Tract Society 

3735 Webb, Beresford H. S.— Longmans' illustrated first German reading 

book and grammar. 4 + 103 pp. Illus. Cr. 8vo, 1896, cloth, is. 6d. 

Longmans 

3736 Weber, Prof. Alfred— History of philosophy. Authorized translation by 

Frank Thilly, from the fifth French edition. 12 4- 630 pp. 8vo, 1896, 
cloth, 1 6s. Longmans 

3737 Webster, Dr. J. Clarence— Practical and operative gynecology. 

14 + 295 pp. Illus. Cr. Svo, 1896, cloth, 7s. 6d. Y. J. Pentland 

3738 Wells, Charlotte Fowler— Some account of the life and labours of 

Dr. Frangois, Joseph Gail, founder of phrenology, and his disciple. 
Dr. John Caspar Spuzheim. 1 54 pp. Illus. (Sketches of phrenological 
biography, vol. i). Cr. Svo, 1896, paper, 2s. 6d. L. N. Fowler 

♦ TJtese docks can be inspected by the public^ free^ at the publishers^ permanent 
book exhibition^ /o, Bloomsbury Street, London, W.C, 
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3739 Whatton, Rev. A. B. W.— Doctrine and duty: Sunday sermons. 146 pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Skeffington 

3740 When granny was young: a story for girls. 64 pp. lUus. Fcp. Svo, 1896, 

cloth, 6d. Blackie 

3741 Whiting, Mary Bradford— The squire of the parish : a story for boys 

96 pp. lUus. Sq. i6mo, 1896, cloth, 9d. Blackie 

3742 Whyte, Alexander— Bible characters: Adam to Achan. 8 + 300pp. 

La. post 8vo, 1896, art linen, gilt top, 3s. 6d. 

Oliphant, Anderson & Ferrier 

3743 Wilson, W. N.—Geometrical drawing. Part II. For the use of candidates 

for army examinations. 11 + 188 pp. Cr. 8vo, 1896, cloth, 4s. 6d. 

Longmans 

3744 Windle, B. C A., and Smith, T. Manners— A handbook of surface 

anatomy and landmarks. Revised and enlarged in collaboration with 
T. Manners Smith. 2nd edition. 143 pp. lUus. Cr. 8vo, 1896, 
cloth, 3s. 6d. H. K. Lewis 

3745 Winter, John Strange, and others— Wanted a wife. New edition. 

10 + 150 pp. lUus. Cr. 8vo, 1896, paper, is. J. Hogg 

3746 Woodhouse, Rev. F. C— Monasticism, ancient and modem : its 

principles, origin, development, triumphs, decadence, and suppression. 
400 pp. La. cr. 8vo, 1896, cloth, 7s. 6d. net. Gardner, Darton & Co. 

3747 WooUey, Charles— Phases of Panics. 78 pp. Roy. 8vo, 1896, cloth, 2s. 

Henry Good & Son 

3748* Wordsworth, William— Poetical works. Vol 7. Edited by William 
Knight Portrait after B. R. Haydon and vignette of Dove cottage. 
18 + 416 pp. (Eversley series). Globe 8vo, 1896, cloth, 5s. Macmillan 
The present volume deals with the poems written during the years between 1821 and 
1834, and includes the Ecclesiastical Sonnets j Yarrow Revisited, and the Poems composed 
or suggested during a Tour in the Summer of i8jj. 

3749 Yafiez, Juan Boldo— Spanish composition with notes, and a copious 
selection of Spanish idioms, familiar phrases and proverbs. 8 + 215 pp. 

32mO, 1896, cloth, 2S. HiRSCHFELD 

3750* Yeats, S. Levett—The honour of Savelli : a romance. New and cheaper 
edition. 8 + 372 pp. Cr. 8vo, 1896, cloth, 2s. 6d. S. Low 

A historical romance on the model of Dumas, dealing with Italian affairs in the 
beginning of the i6th century. 

3751 Youdouze G.— Madame Lambelle, ' with notes by J. Boielle. 246 pp. 

Cr. 8vo, 1896, cloth, 3s. Whittaker 

3752 Young, T. £.— The commonplace man and the kingdom of heaven. 

70 pp. Cr. 8vo, 1896, cloth, 2s. 6d. Skeffington 

3753 Zander, C. G.— Photo trichromatic printing. 51 pp. lUus. Dy. 8vo, 

1896, cloth, 2S. 6d. net. Raithby, Lawrence 



Errata in New Book List, No. 2, 1896. 

FOR 818 READ — 

818 Needell, Mrs. J. H.— The vengeance of James Vansittart. 2nd edition. 
404 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hutchinson 

Errata in New Book List No. 4, 1896. 

FOR 1548 READ 

1548 Harris, Ada L.-— A widow on wheels. 240 pp. Cr. 8vo, 1896, cloth. 2s. 6d. 

Hutchinson 

♦ These books can be inspected by the public^ free^ at the publisher^ permanent 
book exhibition^ 10, Bloomsbury Street^ London^ W,C, 
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3754* Abraban^ Israel.— Jewish life in the middle ages. 28 4- 452* pp. (Tl^ 

Jewish Library.) Extra .cr. 8vo, 1896, cloth, Ts. 6d. net. Macmillan 

Although Jews have always had a special relation to the oommunity in which they 
lived, and although they have been treated largely by means of special legislation, 
yet they had considerable influence on the intell^qt^fil as (Well as moral progrees of 
the nations with whom they have taken up their . abodes. Yet Abraham goes into 
these points,^ and at the same time lays bare the inner liie of the Jews as a community 
within a community. 

3755* Adams, EUinor Davenport— The holiday prize. Illustrated by K. M. 
Skeaping. 206 pp. Cr. Hvo, 1896, cloth, 3s. 6d. Jaerold 

3756 Adam^ EUinor Davenport— May, Gmj, a^ Jim. Illustrated, Jjy Joha^. 
Bacon. 192 pp. Cr. 8vo, 1896, cloth, 2s. Blacki^ 

3757* Adcock, A. St. John— Beyond atonement : a story of London life. . 
(The Waterloo Series.) 6 -f 344 pp. Cr. 8vo, 1896, cloth, 6^. BellateS "//t ' 

3758* Aflalo, Frederick G.— A sketch of the natural history of Australia. 

Illustrated by F. Seth. 28 + 307 pp. Cr. 8vo, 1896, cloth, 6s. 

Macmillan 
Intended as a sketch of the zoology of the Auitralian colonies. The main body of 
the book is devoted to vertebrates ; in an appendix the author sketches the inverte- 
brates. A glossary and full index are also appended. 

3759 Airy, Sir George Biddell— Autobiography, edited by Wilfrid Airy. 

12 -h 414 pp. Portrait. Dy. 8vo, 1896, cloth, 12s. Cam. Univ. Priss 

3760 Allen, James— How to cultivate the mind. 32 pp. Or. 8yo, 1896, pap^, 

6d. L. N. Fowler 

.3761 Allen, James Lane— Summer in Arcady ; a tale of nature. 14 -f- 176 
pp. 1896, cloth, 3s, net. J. M. Dent 

3762 Anstey, F., Pseud (P. Anstey Guthrie) .—The Statement of Stella 

Maberley. The 1st edition of this hook was published anonymously. 
2nd edition. 251 pp. Cr. 8vo, 1896, cloth, 3d. 6d. Fisher Unwin 

3763 Armenia and the Armenians, Historical sketch of. By an old Indian. 

200 pp. Illus. Cr. 8vo, 1896, cloth, 5s. E. Stock 

,3764 Armstrong, Annie E.— Violet Vereker's Vanity. With 6 page Illus- 
trations by Gertrude Demain Hammond. 258 pp. Cr. 8vo, 1896, dath, 
3s. 6d. Blackik 

3765 Armstrong, Frances— A girl's loyalty. With 8 page Illustrations hy 
John H. Baco'i. 352 pp. Cr. 8vo, 1896, cloth, 5q. Plackie 

jr66 Arnold, Sir Edwin— The light of the world ; or, the gteat consum- 
mation, illustrated after designs by W. Holman Hunt. New edition. 
12 -f 296 pp. Cr. 8vo, 1896, cloth, 6s. Longmans 

3767 Ashton, John— The devil in Britain and America. 10+364 Dy. 8vo, 

1896, cloth, 21s. Ward & Downey 

3768 Autobiographies of boyhood. 224 pp. Illus. (Famous Books for Boys 

and Girls.) Cr. 8vo, 1896, cloth, Is. 6d. Blackie 

3760 Avery, Harold— Frank's first term ; or, making a man of him. (School 
"^ life.) 192 pp. Illus. Fcp. 8vo, 1896, cloth, Is. 6d. T. Nelson 



3770* Backhaus, W. E.— Originality in literature : a translation. (German 
essays for English thinkers. Edited by K. A. Lentssn.er.) 32 pp. 8yo, 
1896, paper, 2s. 6d. Williams & Norgate 

The author's conteotion is that there oan be no true originalitj. Creation in the 
strictest sense is impossible. No man can create what never was, he is only capable 
of imitatiye production. Thus originality consifrts in nothing more nor less than 
restating the Idea, which eternally is. Change in form is practically all that genius 
can accomplish. 

* Tke»e books cam he inspected hy the public, free, at the Publishers* Permanent 
Book S^hibitionf 10, Bloom^bvry Street, London, JF.C, 
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3771* Bailey, James Blake— The diary of a resurrectionist, 1811-1812: to 

which are added an account of the resurrection men in London and a short 
history of the passing of the anatomy act. 184 pp. lUns. Or. 8vo, 
1896, cloth, 3s. 6d. Sonnenschiin 

3772* Bailey, L. H. — ^The nursery book : a complete guide to the multiplication 
of plants. 3rd Edition. 12 + 365. Illus. (Garden Craft series.) Globe 
8to, 1896, cloth, 4s. net. Macmillan 

A handbook oontaiiiiDg an account of the methods commonly employed in the 
propagation and crossing of plants. It does not attempt a discussion of any of the 
ultimate results or influences of these methods. 

3773 Bain, Betty— Notes on palmistry and ph]rsiognomy. 102 pp. i2mo, 

1896, boards, Is. 6d. Simpkins 

3774 Bain, R. Nisbet— Turkish fairy tales. 275 pp. Illus. Dy. 8vo, 1896, 

cloth, 6s. Lawrence & Bullen 

3775 Baker, James— John Westacott: a novel. New and uniform. 8 -f 440 pp. 

Or. 8vo, 1896, cloth, 3s. 6d. Chapman & Hall 

3776 Baker, Mrs. Woods — Fireside sketches of Swedish life. 100 pp. Illus. 

Fcp. 8vo, 1896, cloth. Is. T. Nelson 

3777 Balzac, Honore de — ^The peasantry. Translated by Ellen Marriage, with 

preface by George Saintsbury. 12+382 pp. Illus. Or. 8vo, 1896, cloth, 
ds. 6d. net. J. M. Dknt 

3778 Band of hope review. The. Annual vol., 1896. 48 pp. Illas. 1896. Stiff 

paper. Is. ; cloth, gilt edges, 2s. S. W. Partridge 

3779* Banks, Sir Joseph : journal during Capt. Cook's first voyage in H.M.S. 
"Endeavour," in 1768-71, to Terra del Fuego, Otahite, New Zealand, 
Australia, the Dutch East Indies, <&c. Edited by Sir Joseph D. Hool^er. 
With portraits and charts. 54+466 pp. Dy. 8vo, 1896, cloth, 178. net. 

Macmillan 
Id editing the Journal, Sir J. D. Hooker has ^iven prominence to what he recog- 
nises as the indefatigable labour of Sir Joseph Banks " as an accomplished observer 
and urdent collector.'* He considers Banks to have been " the pioneer of those 
naturalist voyagers of later years, of whom D irwood is the great example." 

3780 Barfieldi T. C— Model drawing and shading from casts : a complete guide 

to the elementary and advanced examinations in these subjects. 12+92 pp. 
Illus. Or. 8vo, 1896, cloth, 2s. 6d. Chapman & Hall 

3781 Barrett, C. R. B.— Battles and battlefields in England. 28 +458 pp. 

Illus. Sup. roy., 8vo, 1896, cloth, 18s. A. D. Innks 

3782 Barton, Edwin H.—- The temperature variation of the magnetic 

permeability of magnetite. H pp. 3 plates. (Transactions of the 
Royal Society of Edinburgh, vol. 38, No. 16.) 4to, 1896, paper, Is. 6d. 

Williams & Nobgate 

3783 Bazin, H.— Experiments upon the contraction of the liquid vein 

issuing from an orifice and upon the distribution of the velocities 
within it: translated by John C. Ti'autwine, junr. 8+64 pp. With 
folding plate. Dy. 8vo, 1896, cloth, 8s. 6d. net. Chapman & Hall 

3784 Bealby, J. T.— A daughter of the fen. 474 pp. Cr. 8vo, 1896, cloth, 68. 

Fisher Unwin 

3785 Becke, Louis— His native wife. 202 pp. Frontispiece. (Century Library. 

Vol. 4.) 24mo., 1896, paper. Is. 6d., and cloth, 2s. Fisher Unwin 

3786 Beesly, A. H.—Danton and other verse. 126 pp. Fcap. 8vo, 1896, cloth 

4s. 6d. Longmans 

3787* Belaney, R.— The kingdom of God on earth. 68 pp. Cr. 8vo, 1896, 
paper. Is. T. Bakee 

Written by one of the oldest Roman priests in the country, for the purpose of 
counteracting some of the existing evils brought about by the pcepticism of the age. 
It has been revised by the Bev. W. H. Eyre, S.J. 
• TkMe boohs can be inspeeted by the public^ free^ at the Publishers* Permanent 
Booh JB^hihifion, ^0, Bloofnsbfir^ Street, Londtm^ W,C, 
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ilte Benson, E. R - Limitations : novel. 8 + ^pp. Cr. 8vo, 169^, oloth, 
68. A. D. Inkes 

3789 Bertram, Charles -Isn't it wonderful ? a history of magic and mystery. 

together with the author's reminiscences. With namerons illnstrations 
hy Phil May, A C. Corhonld, B. F. Gribhle, and others, and some 
explanatory dia^rrams by the author. 2nd Edition. 302 pp. Illus. 
Dy, Svo, 1896, cloth, 7s. 6d. Soknbksohiin 

3790 Biart, L.— Quand j'etais petit. Part I. Edited by J. Boielle. 4 + 182. 

Ex. fcp., Svo, 1896, cloth, 2fl. Camb. Univ. Pmss 

3791 Bible— The books of the: St. Matthew Psalms. 2 vols. Fop. Svo, 1896, 

cloth, paper label. Is. ; cloth, gilt, Is. 6d. ; leather, 28. 6d. A. Constablb 

3792* Biederman, W. — Electro-physiology. Translated by Frances A. Welby. 

With 136 figures. Vol. I. 12 + 522. Illus. Demy 8vo, 1896, doth, 

17s. net. MiCMiiiiiAN 

A oomprehensive survey of that department of experimental physiology which 
deals with the action of electrical currents upon excitahle animal tissues, and the 
electrical forces which, under certain conditions, proceed from the tissues themselTes. 
Dr. Biederman incidentally attempts to contribute to establish the application of 
electricity in clinical medicine, and an exact science of electro-therapeutics. 

3793 Billings, J. S., Mitchell, S. W., and Bergey, D. H.— The composition of 

expired air and its effects upon animal life. Washington, 1895. 
3+81 pp. (Hodgkin's Fund.) 4to, 1896, paper, 68. net. W. Wislbt 

3794 Binet, Alfred— Alterations of personality. Translated by H. G. Baldwin, 

with notes and a preface hy J. Mark Baldwin. 12 + 366 pp. Or. 8vo, 
1896, cloth, 6s. Chapman & Hall 

3795* Bjornson Bjornstjeme— The bridal march and one day. Translated 
from the Norwegian. (Collected edition.) 8 + 198 pp. Foap. Svo, 
1896, cloth, 3s. net. Heinemann 

3796* Blackmore, R. D.— Perlycross : a tale of the western hills. 19th 
Thousand. 6 + 4^66 pp. Or. 8vo, 1896, cloth, 6s. S. Low 

3797 Blissett, Nellie K.— The wisdom of the simple : Novel. 8 + 311 pp. 

Or. Svo, 1896, cloth, 63. A. D. IrafS 

3798 Boileau, Mnjor-General, J. T.— ^A new and complete set of traverse 

tables : showing the differences of latitude and the departure to every 
minute of the quitdrant, and to every five places of decimals. 7th edition. 
44 + 96 pp. With plates. Roy. Svo, 1896, cloth, 12s. W. H. Allen 

3799* Boldrewood, Rolf. Pseud (Thomas Alexander Browne)— The sealskin 
cloak. 4 + 506 pp. Or. Svo, 1896, cloth, 6s. Macmillan 

3800* Books, How to keep : the tradesman's guide to good book-keeping — By a 
practical man. 60 pp. Dy. Svo, 1896, stiff boards, 28. 6d. 

E. Marlbobouoh 

3801 Bookworm's birthday book, A. Fcap. Svo, 1896, doth, 3s. net ; lambskin, 
4s. net. J. M. Dent 

3802* Boothby, Guy— Doctor Nikola. Illustrated by Stanley L. Wood. 
8 + 322 pp. Cr. Svo, 1896, cloth, 5s. Waed, Look, & Co. 

3803 Boswell, James —Life of Johnson. New edition. 6 vols. Fcp. Svo, 1896 ; 

cloth, paper label, 128. net ; cloth gilt, 128. net ; half leather, ISs. net. 

A. Constable 

3804 Braddon, M. E.— London pride ; or, when the world was younger. 

520 pp. Cr. Svo, 1896, cloth, 63. Simpkin 

3805 Braine, Sheila, E.— To tell the King the sky is falling. With over SO 

quaint and clever illustrations by Alice B. Woodward. 171 pp. Svo, 1896, 
cloth, 5s. Blackib 

* Thete books can be inspected by the public, free, at the Fuhlishert^ Permanent 
Booh Exhibition, \Q,JBloomsbury Street, London, W,C, 
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jftod* ftrteriey, Ben— Ab-oWYate : sketches and other short storieB. fediteci 
by James Dronsfield, and illustrated by F. W. Jackson. 3 Vols. 
Vol. I., 32 + 272 pp. ; Vol. II., 10 + 294 pp.; Vol. III., 10 -f 294 pp. Cr. 
8vo, 1896, cloth, 128. 6d. net W. E. Clegg (Oldham) 

3807 Britten, James— Protestant fiction. 202 pp. Cr. 8vo, 1896, cloth, 2s. 

Catholic Truth Society 

3808 Bf6nte, Charlotte— Jane Eyre. 660 pp. II las. (World's ^reat novels.) 

Large Cr. 8vo, 1896, cloth, 3s. 6d. Walter Scott 

3809 Brooke, Emma— Life the accuser: a novel. 3 vols. Vol. 1, 200 pp, 

Vol. 2, 180 pp. ; Vol. 3, 174 pp. Cr. 8vo, 1896, cloth, 15s. net. Hbinemann 

3810 Broom, H. — Commentaries on the common law designed as introductory 

to its study. 9th edition. 100+1,220. Dy. 8vo, 1896, cloth, 25s. 

Sweet & Maxwell. 

38tt Bt'own, Cecil— The horse in art and nature. In 8 pai-ts. Part 1. Oblong 
8vo, 1896, paper, 2s. 6d. Chapman & Hall 

3812 Brown, Robert — Jack's yam ; or perils in the Pacific. New edition. 34^ pp. 

Cr. 8vo, 1896, cloth, 3s. 6d. Griffith, Farran, Browne & Co. 

3813 Browne, Frances— Grannie's wonderful chair : fairy tales. Illustrated 

by Marie Seymour Lucas. New edition. 94 pp. 4to, 1896, paper, 3b. 6d. 

Griffith, Farran, Browne & Co. 

3814 Browne, Miss Prince.— Dress-cutting and French pattern modelling; 

new and simplified system of dress-cutting and tailoring ; also French 
pattern modelling as taught in Ihe professional schools in Paris. 2 vols. 
(lietterpress, 64 pp ; diagrams.) 1896. Letterpress, Cr. 8vo, cloth, Is. 
net ; Diagrams, Fcp. 8vo, 2s. net. A. & C. Black 

3815 Browne, T. M. — Claire ; or, a hundred years ago. 160 pp. Illus. (Reward 

series.) Cr. 8vo, 1896, cloth. Is. 6d. S. W. Partridge 

3816 Browning, Robert.— Poetical works. With portraits. 2 vols. Vol. I. 

16 + 748 pp. Sq. cr. 8vo, cloth, 7s. 6d. Smith, Elder & Co. 

Edited by Mr. Augustus Birrell, To contain all the poems of Browning from 
Piiulme (1683) to Asolando (1889). 

3817 Bryce, David— Desk prompter and address book ; comprising, inter 

alia, rules for spelling ; common errM^ to be avoided in writing ; words 
having the same sound, but different spelling and meaning; common 
abbreviations ; table of precedency ; forms of addressing persons of rank ; 
the post office ; inland and foreign telegraph rates, &c., with alphabetical 
index for entering addresses. Cr. 32mo, 1896, limp leather, 2s. 

D. Bryce (Glasgow) 

3818 Bryce, David— Pearl English dictionary : atlas of the world, gazeteer of 

the world, and book of general information. 1,050 pp. Cr. 32mo, 189C, 
cloth, 28. 3d. net; limp leather, 2s. 8d. net. D. Bryce (Glasgow) 

3819 Bryte, David— Pearl gazeteer of the world : comprising the most recent 

statistical infortnation and notices of the chief historical events associated 
with the places named, also the last censns. Cr. 32rao, 1896, cloth and 
tartan^ Is. 3d. ; limp leather, 28. D. Bryce (Glasgow) 

3820 Budge, E. A. Wallis— Oriental wit and wisdom; or, the laughable 

stories collected by Bar-Hebraens. The Syriac text with an English 
translation. 27 -f 204 -f 166 pp. (Vol. I. of Luzac's Semitic text and 
translation series.) 8vo, 1896, cloth, 21s. net. Luzac 

3821* Burns, Robert— The poetry of— Edited by W. E. Henley and T. F. 
Henderson. 4 vols. (Centenary edition). Vol. I. 18 + 464 pp. Vol. II. 
22 + 477 pp. Svo, canvas paper label, 1896, 7s. 6d. net each. 

Jack (Ediuburgh) 
Contents: Vol. 1. Kilmarnock poems, 1786. Edinburgh, 1787-1793. Vol. 2. 
FosthumouB pieoes, with 2 portraits. 

* l^ese books can be inspected by ihe public, free, at the Publishers* Permanent 
Book Exhibition f 10, Bloomsbury Street ^ London, W,C, 
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3822 Bums, Robert— The Oxford Bums : being the poetical works of Bobert 

Bums. With notes, glossary, index of first lines and chionological list. 
(Complete edition). Edited by J. Logie Bobertson, M.A. It is issued in 
the following sizes : — 1. White paper edition, long primer type. Cr. 8vo, 
cloth boards, 3s. 6d. 2. Oxford india paper edition, long primer type. 
Cr. 8vo, cloth extra, red nnder gilt edges, 78. 6d. 3. Miniatnre edition on 
Oxford india paper, long piimer type. 32mo, 3 vols, in dlop case, cloth, 
gilt edges, 10s. 6d. And in yarioas superior bindings. Hekrt Frowds 

3823 Burroughs, John— Riverby. 12 + 324 pp. With etcihed portrait. Cr. 8vb, 

1896, cloth, 4s. 6d. net. I. M. Dent 

3824 Burrows, Bey. R.— Some methods of teaching geography. 19 pp. 

Cr. 4to, 1896, paper, 6d. Q, Philip 

3825* Buss, Frances M.—Leaves from the notebooks of; being selections from 
her weekly addresses to the giils of the North London CoUegiate School. 
Edited by Grace Toplis. 8 + 168 pp. Globe 8yo, 1896, cloth, 3s. 6d. 

Macmillan 
Mi88 Toplis hu aeleoted a serieB of MIsb Bass's weekly addxesses to the girls of 
the North London Collegiate School, so that the former pupils may have a per- 
manent record of that which helped them to high thinking. 

3826 Butler, Maude M.— Paul, a little mediator : child's story. 96 pp. lUns. 
(Reward series.) Cr. Svo, 1896, cloth, 9d. S. W. Pabtbidgb 

3827* Butler, Samuel— The life and letters of. By his grandson. 5 illofi. 
2 vols. Vol. I., 16 + 392 pp. Vol. II., 12 + 404 pp. 8vo, 1896, cloth, 
24s. John Murrat 

Dr. Batler*s Life is interesting from the light it throws on the develonment of 
English' educational work. His grandson has kept this fact in view, and the two 
▼olumes are intended to illustrate the scholarship and the philology of the time (1790- 
1840.) In addition to this, the letters throw much light on the religious and social 
life of England during the same period. 

3828 Bjrron, Hon. John— The wreck of the '* Wager," and suhseqnent, 

adventures of her crew. 192 pp. lUas. (Famons books for boys 
and girls.) Cr. 8vo, 1896, cloth, Is. 6d. Blackib. 

3829 Bsrron, Lord — The Oxford Byron : Being the poetical -works of Lord Byron 

Copyright edition. It is issued in the following sizes: — 1. White paper edition 
minion type. Cr. Svo, <;loth boards, 3s. 6d. 2. Oxford india paper edition, 
minion type. Ci*. Svo, cloth extra, red under gilt edges, 10s. 6d. 3. Miniature 
edition on Oxford india paper, minion type. 32mo, 4 vols, in drop case, 
cloth, gilt edges, 14s« 6d. And in various superior bindings. 

HvKBT Fbowdb 



3830 Calvert, A. F.— The exploration of Australia. Vol. 11. 386 pp 

Cr. 4to, 1896, cloth, 10s. 6d. G. Philip 

3831 Carlyle, Thomas— An outline of the doctrines of Thomas Carlyle : 

being selected and arranged passages from his works. 12+303 pp. Cr.8vo, 
1896, cloth, 58. Chapman & Hall 

3832 Carlyle Thomas — Sartor resartus: the life and opinions of Herr 

Teufelsdrockh. In three books. With an introduction by H. D. TraiU. 
(Centenary edition. Vol. I.) 24 pp. Portrait. Sq. cr. 8vo, 1896, cloth, 
3b. 6d. Chapman & Hall 

3833* Cavan, Earl of— With the yacht and camera in Eastern waters. Map 

and 58 illus. 16 + 128 pp. Cr. 8vo, 1897, cloth. S. Low 

A chatty ?uide book for yachtsmen, serving as a companion volume to the same 
author^B * With the yacht, camera, and cy jle in the Mediterranean." '^ 

« These books can be inspected by the public, free, at the PuhUsheN^ Permanent 
Book Exhibition, 10, Bloomsbury Street, London, W.C, 
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3834* Cest Daucasi et de Nicolete. Beproduced in Photo-fftesimile and Tjpe- 
transliteration from the unique MS. in the Biblioth^ue Nationale at Paris, 
fonds fran9ais, 2168, by the care of F. W. Bourdillon. One hundred and 
sixty-five copies only are for sale, all of which are numbered. Sm. 4to, 
1896, half- vellum, 24s. net. Clarinbon Press 

The method chosen for reproduotion is the intaglio prooess of M. Dujardin, of 
Paris. The editor has added an exhaustiye philologiral introduotion and numerous 
explanatory notes. 

3835 Chappelli Jennie— Carol's gift ; or, what time I am afraid I will trust in 

Thee. 96 pp. lUus. (Reward Series.) Or. 8vo, 1896, cloth, Is. 

S. W. Pabiridg« 

3836 Chappelly Jennie—Mv friend Kathleen. Illustrated by John H. Bacon. 

223 pp. Cr. 8vo, 1896, cloth, 2s. 6d. Blackib 

3837 Chappell, Jennie— Ra3rmond*s rival ; or, which will win P 96 pp. lUus. 

(Reward Series.) Cr. 8vo, 1896, cloth, la. S. W. Pabtbidgb 

3838* Chariton, R. J. — The picture of the king. 422 pp. Frontispiece. Cr. 870, 
1896, cloth, 6s. Gay & Bibd 

3839 Charrington, Charies— A sturdy beggar and Lady Bramber's ghost 

218 pp. Cr. 8vo, 1896, cloth, 3s. 6d. A. Constable 

3840 Chaucer, Geoffrey— Minor poems. Edited by the Eev. W. W. Skeat. 

2nd edition. (Euglish Classics.) Cr. 8vo, 1896, cloth, 10s. 6d. net. 

Clabendon Pbbsb 

3841 Children's friend. The. Annual vol., 1896. 192 pp. lUus. Cr. 4to, paper 

boards, Is. 6d. ; cloth boards, 2s. ; cloth, gilt edges, 2s. 6d. 

S. W. Pabtbidge 

3842 Children's treasury of pictures and stories for 1897, the. 128 pp. lUus. 

Sm. 4to, fancy boards, Is. T. Nelson 

3843 Clare, Rev. James— The science of spiritual life according to the 

spiritual exercises. 16+475 pp. Cr. 8vo, 1896, cloth, 5s. net. 

Abt and Book Co 

3844* Clarke, George— The education of children at Rome. 8 + 168 pp. 
Post 8vo, 1896, cloth, Ss. Macmillan 

The Some of which Dr. Clarke treats is the Eome of ancient \aBtory, and hie 
subject refers to the intellectual and moral, and not the physical training of 
children. 

3845 Clarke, J. Jackson --Post-mortem examinations in medico-legal and 

ordinary cases, with special chapters on the legal aspects of post-mort«m8, 
and on certificates of death. 8 + 78 pp. lUnstrateid with 10 diagrams in 
the text. Fcp. 8vo, 1896, cloth, 2s. 6d. Longmans 

3846 Clavering, Vere— Sin for a season. 333 pp. Cr. 8vo, 1896, cloth, 68. 

HuBST & Blackbtt 

3847 Clifford, Mrs. W. K.— The last touches : novel. Cheap edition. 242 pp. 

Cr. 8vo, 1896, paper, 2s. A. & C. Black 

3848 Clough, Arthur Hugh— The Bothie, and other poems. (Canterbnry poets.) 

22 + 222 pp. Sq. 8vo, 1896, cloth, Is. Waltib Scott 

3849 Clowes, Prof. Frank, and Coleman, Prof. J. B.— Elementary quanti- 

tative chemical analysis. 15 + 238 pp. lUns. Post 8vo, 1896, cloth, 
4s. 6d. J. & A. Ghubchill 

3850 Coates, Rev. George— Gems of illustration: religions tales. 248 pp. 

Demy 8vo, 1896, cloth, 3s. 6d. B. Stock 

3851 Cobbett, William— A history of the protestant reformation in England 

and Ireland. Written in 1824-1827. Revised, with notes and preface, by 
Rev. Francis Aidan Gksqnet. 426 pp. Cr. 8vo, 1896, paper 2s., oloth, 
3s. Art & Book Co. 

* Theie books can be inspected by the public^ fresy at the Publishers^ Permanent 
MooJe Exhibition^ 10, Bloomsbury Street^ London^ TT.C. 
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3852 Cole, Frank J.— On the cranial nerves of chimaera monstrosa (Linn, 

1754) ; with a discussioni on the latemal line system, and of the 
moroholegy of the chorda tympani. (Transactions of the Royal Society 
of Edinburgh, vol. 38, No. 19. 50 pp.) 4to, 1896, paper, 5s. 

Williams & Noegatb 

3853 Coleridge, C. R. and Shipton, Helen— Ravenstone : novel. 8 + 343 pp. 

Cr. 8vo, 1896, cloth, 6s. A. D. Innes 

3854 Collingwood, Harry— The loe of a privateersman. With 12-page illns- 

trations by W. Rainey. 384 pp. Cr. 8vo, 1896, cloth, 6s. 

Blackie 

3855 Colmore, G.— Poems of love and life. Fcap., 1896., art doth, 28. 6d. net. 

Gat & Bird 
3856* Conney, Mrs.— Judy a jilt ; a novel. 310 pp. Cr. 8vo, 1897, cloth, 6s. 

Jarbold 

3857 Cook, Captain— The voyages of; with a memoir by M. B. Synge. 512 pp. 

Illus. Cr. 8vo, 1896, cloth, 48. T. Nelson 

3858 Coolidge, Susan— What Katy did. 192 pp. Ulns. (Famous books for 

boys and girls.) Cr. 8vo, 1896, cloth. Is. 6d. Blackib 

3859 Coolidge, Susan— What Katy did at school. 192 pp. lUns. (Famous 

books for boys and girls.) Cr. 8vo, 1896, cloth. Is. 6d. Blackib 

3860 Coombe, Florence— A chum worth having : a story of Hector's friends. 

160 pp. lUus. Cr. 870, 1896, cloth. Is. 6d. Blackib 

3861 Cotterell, Constance— An impossible person. 207 pp. (Autonym 

Library, Vol. 17.) 24mo, 1896, paper. Is. 6d., cloth, 2b. Fisher Unwin 

3862 Cox, Palmer— Queer people. Illus. 4to, 1896, cloth, 6s. Fisher Unwin 

3863 Cox, Thos. A., and Macdonald, R. F.— The suggestive handbook of 

practical school method : a guide to the school room and examination 
room. 423 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Blackib 

3864 Craik, Mrs. (Dinah Maria Muloch) — Nothing new tales. New edition, 

333 pp. Cr. 8vo, 1896, clotb, 38. 6d. Huest & Blackett 

3865* Crawford, F. Marion— Casa Braccio. 2nd edition. 8+374 pp. Cr. 8vo, 

1896, cloth, 6s. Macmillan 

3866* Crawford, F. Marion -Taquisara. 2 vols. Vol. I., 310 pp., Vol. II. 

318 pp. Globe 8vo, 1896, clotb, 12s. Macmillan 

3867 Crawford, Mrs. Virginia M.— A key to labour problems. 52 pp. Cr. 

870, 1896, paper, 6d. Catholic Truth Society 

3868 Crockett, S. R.— The grey man. Edition de luxe. Illustrated by Seymour 

Lucas, E.A. 358 pp. Boyal 8vo, 1896, buckram, 21s. net. Ordinary 
edition. Cr. 8vo, clotb, 68. Fishes Unwin 

3869 Crompton, Frances E.— The green garland : children's story. 8 +154 pp. 

Illus. Cr. 8vo, 1896, cloth, 2s. 6d. A. D. Innes 

3870 Crookshank, Prof. E. M.— A text-book of bacteriology, including the 

etiology and prevention of infective diseases and an account of yeasts and 
moulds, haematozoa and psorosperms. 4th edition. 30+713 pp. lUus. 
Med. 8vo, 1896, cloth, 2l8. net. H. K. Lewis 

3871 Cross, Victoria— Paula : a sketch from life. 377 pp. Cr. 8vo, 1896, cloth, 

6s. Walteb Scott 

3872 Cuff, Dr. Herbert— Lectures on medicine to nurses. 232 pp. Illus. Cr. 

8vo, 1896, cloth, 3s. 6d. J. & A. Chubchill 

3874 D. D. J.— Stories of animal sagacity. 128 pp. Illus. (Children's picture 
books.) Cr. 4to, 1896, paper boards, cloth back, Is. 6d. S. W. Paetrioge 
* These books can be inspected by the public^ free, at the Publisher^ Permaneni 
Book Exhibition, 10, Bloomsbury street, London, W,C» 
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3875 D. H. W.— Life in a goverament ofBce, 1858-1880. 62 pp. Or. 8vo, 1896, 

paper, Is. Simpkin 

3876 Dalgleish, W. K.— Latin handbook: passages set at examiDation for 

Indian and Home Civil Services, Woolwich, Sandhurst, etc. 3rd edition. 
10+288 pp. (Open competition handbooks.) Or. 8vo, 1896, cloth, 3s. 6d. 

Longmans 

3877 Dalziel, Hugh, and others— British dogs: practical kennel management : 

a complete treatise on the proper management of dogs for the phow-bench, 
the field, or as companions ; with a chapter on diseases, their causes and 
treatment. Edited by W. D. Drury. Vol. III. 564 pp. Illns. Dj. 8vo. 
1896, cloth., 10s. 6d. L. Upcott Gill 

3878 Dalziel, L. Beith— The story of Bell. 8+304 pp. Or. 8vo, 1896, cloth, 68. 

Ward & Downey 

3879* Daudet, Ernest — Rafael : a romance of the history of Spain. From the 
French by Mrs. Cashel Hoey. 6 + 312 pp. Cr. 8vo, 1896, cloth, 6s. 

S. Low 

3880* Davenport, Herbert Joseph— Outlines of economic theory. 15+381 pp. 
Dy. 8vo, 1896, cloth, 8s. 6d. net. Macmillan 

Although not originally intended to form a student's text-book, the present work 
retains the text-book manner of presentation. The main purpose of the author has 
been to provide a work whioh should serve to enlighten a reader on the various 
economio questions of current and practical interest. 

3881 Davidson, John — Baptist lake : a tale. New nniform edition of anthor's 

prose writing. 8+352 pp. Post 8vo, 1896, cloth, extra, 3s. 6d. 

Ward & Downey 

3882 Demosthenes— Select private orations. Part II. Edited by J. B. Sandys 

and F. A. Paley. 3rd edition. 72+286 pp. Cr. 8vo, 1896, cloth, 7b. 6d. 

Camb. Univ. Press 

3883 De Quincey, Thomas— Works and autobiography. Vol. I. Edited by 

Professor Masson. Standard edition. 14 yolnmes. 416 pp. With 
photogravure portrait. (De Qnincey's collected works.) Cr. 8vo, 1896, 
cloth, 2s. 6d. A. & C. Black 

3884 De Windt, Harry— The new Siberia : being an account of a visit to the 

penal island of Sakhalin and political prison and mines of the Trans-Baikal 
district, Eastern Siberia. Map and illustrations. Dy. 8vo, 1896, cloth, 14b. 

Chapman & Hall 

3885 Digby, Sir Kenelm, The life of. By one of his descendants. Author of 

" The Life of a Conspirator." With illustrations. 14 + 310 pp. 8vo, 1896, 
cloth, 16s. Longmans 

3886* Ditchfield, P. H.— The sorceress of Paris : being the chronicle of Jean 
*^^ Louis Charles, Count de Dunois. 12 + 300 pp. Cr. 8vo, cloth, 1896, Ss. 

S. Low 

3887 Drane, Augusta, T.— The spirit of the Dominican order, illustrated 

from the lives of its saints, with an introduction by the very Rev. John 
Procter. 1 6 + 290 pp. Cr. 8vo, 1896, cloth, flush, 2s. 6d. net ; cloth, fancy, 
3s. net. Aet & Book Co. 

3888 Dressier, Conrad— The curse of machinery : a paper delivered before the 

Quarto Club. 36 pp. 8vo, 1896, paper, 6d. Jaggaed (Liverpool) 

3889 Dublin Review, The. October. 250 pp. 8vo, 1896, paper, 6s. 

BuBNS & Oatss 

♦ These looks can be inspected by the public, free, <U the Publisher^ Permanemt 
Booh Exhibition, 10, BloowBhury Street, London^ W,C, 
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3890^^ Dubois, Pelix— TimbuctOO tfie my^tridUS. Translated ft^m the Prench 
by DioQa White. 12 + 378 pp. 153 illns. from photos and drawings, 11 
maps and plans. Dy. 8vo, 1896, cloth, 12s. 6d. Heinemann 

The first eight ohai>ter8 the author devotes to an account of his journey to the 
Niger, and to a description of the country of Soudan. The rest of the volume ip 
taken np with the suhject-matter proper of the volume, and includes a history cf 
the ancient civilisation of the Queen of the Desert, as well as a review of its present- 
day condition, tocially, politically, morally, and intellectually. 

3891 Dudley, C. Lampen— The dead prior: tales. 221 pp. Dy. 8vo, 1896, 
cloth, 6s. E. Stock 

3892 DumaSi Alexandre— Celebrated crimes. Reprint of 1843 edition. 3 vols. 
Illus. Post 8vo, 1896, cloth, 10s. 6d. net. H. S. Nichols 

3893 Edwards, M. Betham— A romance of Dy on. Cheap edition. 395 pp. Cr. 
8vo, 1896, boards, 2s. A. & C. Black 

3894 Egbert, James C— Introduction to the study of Latin inscriptions. 
4+468 pp. 8vo, 1896, cloth, 16s. Longmans 

389s* Emerson, Oliver Farrar— A brief history of the English language. 
11+267 pp. Cr. 8vo, 1896, cloth, 43. 6d. net. Macmillan 

A condensed form of the author*8 larger " History of the English Language," 
intended as an introduction to a more thorough study of our language and literature. 

3896 Epinay, Madame D'— Memoirs. Now first translated into English by J. 
H. Freese. 3 vols. Portraits. (Historic memoirs.) Dy. 8vo, 1896, cloth, 
31s. 6d. net. H. S. Nichols 

3897 Euripides— Alcestis. Edited by W* S. Hadley. 24 + 159 pp. (Pitt Press 
series.) Ex. fcap. 8vo, 1896, cloth, 2s. 6d. Camb. Univ. Pbess 

389S* Evil and evolution : an attempt to turn the light of modern science on 
to the ancient mystery of evil. By the Anthor of " The Social Horizon." 
12+184 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net. Macmillan 

' Embodies an attempt at reoonsidering the subject of the existence of evil in the 
li^ht of the modern theory of evolution. The author has attempted no comparison 
with Biblical or theological dogmas. 

3899 Family Friend, The. Annual vol. 1896. 192 pp. Illus. Imp. 8vo, paper 
boards Is. 6d., cloth boards 2s., cloth, gilt edsres, 2s. 6d. S. W. Pabtbidge 

3900 Farrar, Rev. F. W. — Eric ; or, little by little : school story. Cheap edition. 
393 pp. With frontispiece. Fcap. 8vo, 1896, cloth, 3s. 6d. A. & C. Black 

3901 Farrar, Rev. F. W.— Julian Homm : a tale of college life. 431 pp. With 
frontispiece. Fcap. 8vo, 1896, cSth, 3s. 6d. A. <fc C. Black 

3902 Farrar, Rev. F. W.— St. Winifred's ; or, the world of school. Cheap edition. 
536 pp. With frontispiece. Fcap. 8vo, 1896, cloth, 3s. 6d. A. & C. Black 

3903* Fasnacht, G. Eugene.— French lessons for middle forms. Containing 
an elementary accidence and syntax, with copious exercises, conversations, 
and readings. 14+264 pp. Globe 8vo, 1896, cloth, 4s. 6d. Macmillan 
Intended to c«rve as a olass-book for middle forms, and designed for schools in 
whioh a liberal allowanoe of time is reserved for the study of modem languages. 
Appended are full yocabularies for the exercises 

3904 Favenc, Ernest— Marooned on Australia : being the narration of 
Diedrich Bnvs of his discoveries in Terra Anstralis incognito, about the 
year 1630. Illustrated by Percy F. S. Spence. 224 pp. Cr. 8vo, 1896, 
cloth, 2s. 6d. Blaceie 

3905 Fenn, George Manville— The Black Tor: a tale of the reign of James I. 
342 pp. Illus. Post 8vo, 1896, clotb, 5s. W. & R. Chambers 

* These hooke can he inepecfed hy the public, free^ at the PublisT-ers* Permanent 
Book Exhibition, 10, Bloomebwry Street, London, W,C, 
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3906 Fenn, G. ManvUle— QuicksHver; ot the boy with no skid to ids wlieel 

With 6 page illustrations hj Frank Dodd. New and cheaper edition. 
382 pp. Or. 8vo, 1896, cloth, Ss. 6d. Blackib 

3907 Fick, A, E.— Diseases of the eye and ophthalmoscopy: a handbook for 

physicians and students. Authorised translation by A. E. Hale. Illus. 
1896, cloth, 21s. net. Hirschfild 

3908 Finny, Violet Geraldine— The revolt of the young MacCormacks. 

244 pp. 12 illustrations by Edith Scannell. Imp. 16nio, 1896, cloth, 
8vo, 3s. 6d. Ward <fc Downey 

3909 Flaubert, Gustave— Bouvard and Percuchet : now first translated into 

English, by D. F. Hunnigan. Illus. Cr. 8vo, 1896, cloth, 6s. net. 

H. S. Nichols 

3910 Fletcher, J. S.— When Charles I. was king. New Illus. edition. Cr. 8vo, 

1896, cloth extra, 3s. 6d. Gay <fc Bird 

3911 Fletcher, W. Y.— Bookbinding in England and France. 136 pp. Illns. 

Sup. roy., 8vo, 1896, cloth, 7s. 6d. net. SbbIiBT 

3912* Forbes, Archibald— Camps, quarters, and casual places. 8 + 344 pp. 
Ex. Cr. 8vo, 1896, cloth, 7s. 6d. Macmilun 

A collection of articles which have appeared in yarious magazinef . They deal 
mainly with experiences in the Crimean, and Franco-GlermaQ wan, and the Indian 
Mutiny. A final article attempts an elucidation of the inner histoiy of the Waterloo 
campaign. 

3913 Formby, Rev. F. W.— Education and modem secularism : with preface 

by the Right Rev. E. S. Talbot. 12 + 104 pp. Cr. 8vo, 1896, cloth, 3s. 

Longmans 

3914 Foster, Prof. Michael, and Langley, J. N.— A course of elementary 

practical physiology and histology. 6th edition. 8 + 413 pp. 
Illus. Ex. Cr. 8vo, 1896, cloth, 7s. 6s. Macmillan 

3915 Frazer, Mrs. J. G.— French plays for schools. With an introduction by 

Miss E. P. Hughes, of the Cambridge Teachers' College, and explanatory 
notes by the author. (Foreign School Classics.) Pott. 8vo, 1896, cloth. 
Is. 6d. Macmillan 

3916 Frazer, Mrs. J. G.— Scenes of familiar life. Arranged progressively for 

students of colloquial French, with an introduction by Miss E. P. Hughes. 
(Primary series). Globe 8vo, 1896, cloth. Is. 6d. Macmillan 

3917 Friendly visitor. The. Annual vol. 1896. 192 pp. Illus. Sup. roy. 8vo, 

paper. Is. 6d., cloth, 2s., cloth gilt edges, 2s. 6d. S. W. Partridge 

3918 Frith, Henry— The " Saucy May " ; or the adventures of a stowaway. 

New and cheaper edition. 223 pp. Illus. Cr. 8vo, 1896, cloth. Is. 6d. 

Blackib 

3919* Fryer, Dr. Alfred C— Book of English fairy tales: from the north 
country (orally collected). 2nd edition. 144 pp. Illus. Cr. 8vo, 1896, 

cloth, 2s. SONNENSCHEIN 

3920 G., J. H. — Hound and horn ; or, the life and recollections of George Carter, 

the great huntsman. Popular edition. 116 pp. Cr. 8vo, 1896, paper, Is. 

SiMPKIN 

3921 Gardner, Francis William— Registration of British ships. 200 pp. 

Dy. 8vo, 1896, cloth, 5s. Spottiswoode & Co. 

3922 Gamier, Rev. Canon T. P.— A manual on the means of grace. 150 

pp. Sm. post, 8vo, 1896, cloth, Is. 6d. S.P.C.K. 

3923* Garvie, A. E.— The ethics of temperance as applied to the drink 
question. 86 pp. Fcap. 8vo., cloth, 1896, Is. Sunday School Union 
A Disousfiion of the Drink Question in so far as it affects Ibe moral inell-beirg of a 
oommunity, and in eo far as it influences the moral rectitude of its individual 
members. 
♦ These books can he inspeeted hy the public^ free, at the Publishers* Permanent 
Booh Exhibition, 10, Bloomsbv/ry Street, London, W.C, 
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dOa4 CasC6igne, Gwendolen Trench— Among pagodas and fair ladies* 

18+294 pp. lUus. Med. 8vo, 1896, buckram, 12s. A. D. Innbs 

3925 Gethen, H. F.— Sydney's chums: a story of east and west London. 

TUnstrated by John H. Bacon.. 191 pp. lUus. Cr. 8vo, 1896, cloth, 28. 

Blackis 
35>26 Gibeme, Agnes— The girl at the dower house and afterward. 374 pp. 

Illufl. Post 8vo, 1896, cloth, 5s. W. & R. Chambers 

3927 Gilbert, Edward— Christ the redeemer. 750th edition. 12 pp. Illns. 

4to, 1896, half parchment, 5s. 6d. Haedt & Page 

35»8 Gillespie, Dr. A. Lockhart— The weather, influenza, and diseases : 
from the records of the Edinburgh Royal Infirmary for fifty years. 28 pp. 
6 Plates. (Tntnsactions of the Royal Society of Edinburgh, Yol. 38, 
No. 16, 4to.) 1896, paper, 5b. Williams <fc Norgatb 

3929 Glassington, C. W. — Dental materia medica : pharmacology and thera- 

peutics. 266 pp. Illus. Cr. 8vo, 1896, cloth, 6s. J. & A. Churchill 

3930 Gow, William.— A British imperial customs union. 44 pp. Dy. 8vo, 

1896, paper. Is. D. Douglas (Edinburgh) 

3931 Grant, Mrs. G. Forssrth— Burke's chum: a story of Thistleton school. 

256 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d. Nimmo, Hat <sd Mitchell 

3932 Gray, Alfred Horation — Golden chimes, and other poems. 58 pp. Dy. 8vo, 

1896, cloth, 3s. 6d. E. Stock 

3933 Green, Evel3rn Everett— The sign of the red cross: a tale of old 

London. 358 pp. Illus. Post 8vo, 1896, cloth, 3s. 6d. T. Nelson 

3934 Green, Mrs.— The mothers' three friends : Kindergarten. 224 pp. Illus. 

Cr. 8vo, 1896, cloth, 3s. 6d. G. Philip 

3935 Greenaway, Kate— Almanac and diary for 1897. 74 pp. Illus. in 

colours. 3in. -f-4in. Cloth, Is. net ; lambskin. Is. 6d. net. J. M. Dent 

3936 Greene, Dr. W. T.— Feathered friends, old and new. 308 pp. Illas. 

Or. 8vo, 1896, cloth, 5s. L. Upcott Gill 

3937* Greenidge, A. H. J.— A handbook of Greek constitutional history. 
With map. 22 + 276 pp. Illus. (Handbooks of archaeology and anti- 
quities.) Ex. or. 8vo, 1896, clotb, 5s. Macmillan 
Intended as a help to the larger works of Hermann, Schomann, Gilbert, and 
others. The author's purpose has been to lessen the difficulty in mastering a some- 
what unattractive subject, and to give in brief narrative form the main lines of 
development of Greek Public Law. He attempts an elucidation of the workings of 
the different states, rather than an account of their formal structure. 

3938 Gregoiy, Rev. Benjamin— Perfect in Christ Jesus : scripture doctrine of 

christian perfection. 138 pp. Portrait. (Heavenly life series.) 12mo, 
1896, cloth. Is. net. T. Champness (Rochdale) 

3939 Gregory, R. A.— Advanced physiography. 5th edition with appendix. 

304 pp. Illus. Cr. 8vo, 1896, cloth, 4s. T. Nelson 

3940 Gribble, Francis— The lower life : novel. 4 + 316 pp. Cr. 8vo, 1896, 

cloth, 6s. A. D. Innes 

3941 Groves, Col. Percy— Reefer and rifleman : a tale of the two services. 

With illustrations by John Schonberg. New and cheaper edition. 288 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. Blackie 

3942* Haggard, H. Rider— Jess. New and revised edition, with 12 illustrations 
by Maurice Greiffenhagen. 10 + 368 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Smith Eldeb 

3943 Haigh, A. E.— The tragic drama of the Greeks. Illus. 8vo, 1896, cloth, 
12s. 6d. Clarendon Press 

• These books can he inspected hy the pnbUc, free, at the Publishers* Fermanent 
Book Swhibition, 10, Bloomsbur^ Utreet, London, JT.C, 
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3M4 Hall, Oapiohi Basil—The logr^-booJ^ bratsl^dshipman. '224 pp. ' Ilhs. 

(FamoTis books for boys and girls.) Or. 8vo, 1896, cloth, Is. 6d. 

Blaceib 

3945 Hamerton, P. G., and Binyon, Laurence— The etchings of Rembrandt 

and Dutch etchers of the 17th centuty. 184 pp. Illus. Sup. roy. 

8vo, 1896, cloth, 7s. 6d. net. Sbblbt 

3946* Harding, Commander C.^ack Stapleton ; or, the romance of a coral 
island. 6 + 306 pp. Cr. 8vo, 1896, cloth, 6s. S. Low 

3947 Harper, R. F.— Assjrrian and Babylonian letters, belonging to the K 
collection of the British Mnsenm. Parts III., IV. Post 8vo, 1896, cloth, 
25s. net. Luzag 

3948* Harrison, C. G.— The transcendental universe ; six lectures on occnlt 
science, theosophy, and the catholic faith. 2nd edition. 168 pp. Cr. 8vo, 
1896, cloth, 2s. 6d. net. G. Rbdwat 

3949 Harrison, Clifford— The lute of Apollo : an essay on music. 4 + 172 pp. 

Fcp. 8vo, 1896, cloth, 5s. net. ^ A. D. Iknes 

3950 Hawtrey, Mrs., H. C— Outline history of Germany. 6 + 360 pp. 16mo, 

1896, cloth, Ss. 6d. Longmans 

3951 Hasrnes, I. S.— A manual of anatomy. lUus. Cr. 8vo, 1896, cloth, 12s. net 

HiRSCHFELD 

3952* Heine, Hemrich— Choice poems. Translated by J. W. Oddie. 20 + 176 pp. 

Fcp. 8vo, 1896, cloth, 5s. Macmillan 

The translationfl are mainly from Das Buck der Lieder^ Momancero, and Deufschland. 
3953 Hely, H. A. Smith — High church ; or, audi alteram , partem. 10th edition 

10 + 161 pp. Fcp. 8vo, 1896, cloth. Is. 6d. Bemrosb 

3954* Hennessey, J. D.— An Australian bush track. 6 + 314 pp. Cr. 8vo, 
1896, cloth, 6s. S. Low 

3955 Henry IV., King of France, history of. Translated from the French. 
Portrait. Historic Memoirs. Dy. 870, 1826, cloth, 10s. 6d. net. 

H. S. Nichols 

3956* Heniy, Thomas J.— Claude Garton: a story of Dunburgh University. 
412 pp. Cr. 8vo, 1897, cloth, 3s. 6d. Livingstone (Edinbnrgb) 

3957 Henty, G. A.— At Agincourt: a tale of the White Hoods of Paris. 

With 12 page illustrations by Wal Paget. 384 pp. Cr. 8vo, 1896, 
cloth, 6s. Blackie 

3958 Henty, G. A.— On the Irrawaddy : a s+ory of the first Burmese war. With 

8 illustrations by W. H. Overend. 352 pp. Cr. 8vo, 1896, cloth, 5s. 

Blackie 

3959 Henty, G. A.— With Cochrane the dauntless: a tale of the exploits of 

Lord Cochrane in South American waters. With 12 page illustrations by 
W. H. Margetson. 384 pp. Cr. 8vo, 1896, cloth, 6s. Blackib 

3960 Henty, G. A— The young colonists : a tale of the Zulu and Boer wars. 

With 6 illustrations by Simon H. Vedder. New edition. 303 pp. Cr. 
8vo, 1896, cloth, 3s. 6d. Blackib 

3961 Herrick, Robert— The Isrric poems of. Edited by Emest Rhys. 24 + 

182 pp. With frontispiece. (Lyric Poets). Pott 8vo, 1896, cloth, 28. 6d. 
net. J. M. Dekt 

3962 Hill, John E.— A text-book on shades and shadows, and perspective. 

2nd revised enlarged edition. 6 + 101 pp. 12 folding plates. Dj, 8yo, 
1896, cloth, 8s. 6d. net. Chapman & Hall 

3963 Hihton, C. H.— Scientific romances: second series: the education of the 

imagination — many dimensions — Stella — an unfinished communication. 
222 pp. Cr. 8vo, 1896, cloth, 6s. Sonnenschbin 

• These hoo^s can he inspected hy the public, free, at the Publisher^ Fermaneni 
' Book SsBhibOum^ 10, Bloomsbufy Street, London, TT.C. 
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35ld4* Hirsch, I)r..Wi)liiam--^Gema6 and degen^ation : a psychologieal.ifajdjrj 

translated from the 2nd edition of the German work. S + 334 pp. Dy. 8vo, 
1896, cloth, 17s. net. Hkinbmann 

Dr. Kirsoh attempts a re-statement of the sdentifio theory of degeneration. It is 
not as Kerr Nordau has stated it. The productions of genius m necessary and 
ineyitable. A discussion of the work of certain authors and artists, points to no 
" black plague of degenbration." The purpose of thds work is to aid in elucidating certain 
anthropological moot questions, " and to clear up certain notions that are apt to create 
confusion " in medical as well as laical circles. 

3965* Hobson, Mrs. Carey— The farm in the karoo : or, what Charley Vyvyan 

and his friends saw in South Africa. 2nd edition. 8 + 293 pp. Ulus. Cr. 

8vo, 1896, cloth, 2s. 6d. Sonnenbchbin 

3966 Hobson, Richard— Charles Waterton : his home, habits, and handiwork. 

2nd edition. 408 pp. Cr. 8vo, cloth, reduced to 2s. 6d. net. Simpkin 

3967* Hodgetts, E. A, Brayley— Round about Armenia. Portrait and niap. 

14 + 296 pp. Cr. 8vo, 1896, cloth, 6s. » S. Low 

The record of a journey across the Balkans through Turkey, the Caucasus, and 
Persia made in 1895. 

3968 Holland, T. E.— Elements of jurisprudence. 8th edition. 8vo, 1896, 

cloth 10s. 6d. Clabendon Pbess 

3969 Holmes, Eleanor— In time to come : a novel. Kew edition. 328 pp. Cr. 

8vo, 1896, cloth, 3s. 6d. Hubst <fc Blackett 

3970* Horace-— Opera : with notes by T. E. Page, Arthur Palmer, and A. S. Wilkins. 

Abridged for use in schools. 23 + 648 pp. Cr. 8vo, 1896, cloth, 8s. 6d. 

Macmillan 
This edition is an abridgment of the three volumes devoted to Horace in 
" Macmillan's Classical Series." The notes occupy about two-thirds of the volume. 

3971* Hossfeld's polyglot correspondent, v^hereby any mercantile letter maj be 

composed m either English, French, German, or Spanish. 462 pp. 24mo, 

1896, cloth, 3s. 6d. net. Hieschpeld 

The method adopted is that of oombining sentences selected from the pages of this 

book. The volume coutains also a vocabulary of technical expressions, business 

words, and engineering terms. 

3972 Housman, Rev. Henry— John EUerton : being a collection of his vrriting* 

on hymnology, together v^ith a sketch of his life and work. 428 p] 
Portraits. Cr. 8vo, 1896. cloth, 5s. S.P.C ' 

3973 Howatt, Rev. J. Reid— Jesus the poet. 279 pp. Cr. 8vo, 1896, cloth, 6s. 

B. Stock 

3974 Howells, William D.— Impressions and experiences: reminiscences. 

284 pp. Sm. 870, 1896, cloth, 6s. D. Douglas (Edinburgh) 

3975 HueflFer, Ford M.— Ford Madox Brown : a record of his life and works. 

20 -f 458 pp. nius. 8vo, 1896, cloth, 42s. Longmans 

The volume contains fortj-five full-page plates and seven illustrations in the tezt» 
most of them heing reproductions of the artisf s pictures, executed by the autotype 
process. 

3976 Hume, David — ^A treatise on human nature. Eeprinted from the original 

edition, and edited, with an analytical index, by L. A. Selbj-Bigge. 2nd 
edition^ Cr. 8vo, 1896, cloth, 8s. Claebndon Press 

3977 Humphreys, Jennett— Laugh and leam : a book of nursery lessons and 

Dnrsexy games. New edition. 256 pp. lUus. Sq. 8yo, 1896, cloth, 28. 6d. 

Blackie 

3978 Hunter, Sir W. W.— The old missionary. Edition de Inxe, on large 

toned paper, with five illustrations. 4to, 1896, cloth, 2s. 6d. net. 

Hbnet Fbowdb 

3979* Hutcheson, John C. — Bob Strong's holidays ; or, adrift in the channel. 
Illustrated by John B. Greene. 280 pp. Cr. 8vo, 1897, cloth, 3s. 6d. 

Jarbold 

* These books can he inspected hy the public, J^ee, at the Publishers* Permanent 
Book JExhibitidn, 10, Bloomsbury Street, London^ W^C, 
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kutchms6n. Jf. ft.— tlie ijilest of the golden pearl : acLveninre in CeyW 

and the South Seas. 288 pp. Eleven iUns. bj Hnme Nisbet. Imp. lomo, 
1896, cloth, 38. 6d. Wabd & Downey 

398Z Infants' Magazine, The. Annnal yol. 1896. 192 pp. Illns. Fcap. 4ix), 
paper boards, Is. 6d. ; cloth boards, 2s.; cloth, gilt edges, 2s. 6d. 

S. W. Pabteidoe 

3982* Ironquill, Pseud^ Some of the rhjrmes of: a book of moods. 6th edition. 
12 + 326 pp. Cr. 8vo, 1896, 2s. 6d. net. G. Redwit 

3983 Irvine, W. F.— Notes on the parish churches of Wirral. 4 + 32 pp. 
Frontispiece. 870, 1896, paper, Is. 6d. Jaooabd (Liyerpool) 

3984* Jackson, Alice F.— Our little sunbeams : stories for the little ones, nim- 
trated by K. M. Skeaping. 186 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Jaerold 

3985 James, Charles— Where Thames is wide. 302 pp. Cr. 8vo, 1896, cloth, 
6s. Chapman & Hall 

3986* James, Henir— The other house. 2 vols. Vol. I., 206 pp., Vol. II., 202 pp. 
Cr. 8vo., 1896, cloth, 10s, net. Heinbmahn 

3987 James, Ralph N.— Painters and their works: a dictionary of great 

artists, who are not now alive : giving their names, lives, and the prices 
paid for their works at auctions. 3 vols. Vol. II. Ihhetson to Bysoregtt. 
658 pp. Frontispiece. Cr. 8vo, 1896, cloth, 16s. L. Upcott Gill 

3988 Jameson, Rev. John— Stories of my life and work. 112 pp. Ulna. 

Imp. 16mo, 1896, cloth. Is. T. Champnbss (Rochdale) 

3989 Job, The book of With an introduction by Joseph Jacobs. lUtistrated bj 

H. (Jranville Fell. 18+104 pp. Small cr. 4to, 1896, cloth, 12s. 6d. net. 

J. M. Deot 

3990 Jones, D. E.— Elementary lessons in heat. 12 +112 pp. nius. Globe 8to. 

1896, paper. Is. MACMiLLiN 

3991 J6sika, Baron Nicholas.— King Mathias and the beggar boy* Adapted 

from the Hungarian by Selina Gttye. 124 pp. Fcp. 8vo, 1896, cloth, Ifl. 

T. Nelson 

3992 Joyce, Samuel.— Physical and electrical engineering laboratory 

manuals: examples in electrical engineering: 8+240. Cr. 8vo, 1896, 

cloth, 6s. LONGMAKS 

3993 Keane, A. H.— Asia: Vol. II., Southern and Western Asia. Reissue of Stan- 

ford's compendium of geography and traveL 24+528 pp. lUus. Large 
cr. 8vo, 1896, cloth, 15s. B. Stanford 

3994* Keeling, Anne E.— What he did for the convicts and cannibals. Some 
account of the life and work of the Rev. Samuel Leigh. 216 pp. Cr. 8yo, 
1896, cloth. Is. 6d. 0. H. Kelly 

3995 Keenan, Rev. Stephen— Controversial catechism: with latest revisions 

by Rev. G. Cormack, and a preface by Right Rev. Bishop Hedley. New 
edition. 14 + 256 pp. Fcp. 8vo, 1896, cloth, 2s. Bubns & Oatbs 

3996 Kelly's directory of Cambridgeshire, Norfolk and Suffolk. 11th edition. 

1 or 3 vols. 1,600 pp. Imp. 8vo, 1896, cloth 30s. Kelly 4 Co. 

3997 Kelly's directory of Lincolnshire : with the town of Hull and neighbonr- 

hood. 10th edition. 1,100 pp. Imp. 8vo, 1896, cloth, SOs. Kbllt & Co. 

3098 Kerr, Howard— Leeway : novel. 352 pp. Cr. 8vo, 1896, cloth, 6b. 

A. D. Jsnn 

3999 Kingston, W. H. G.— Paddy Finn. New edition. 430 pp. La. cr. 8vo^ 

1896, cloth, 3s. 6d. Griffith, Farran, Browns a CO 

• These boohs can he inspected hy the public, free, at the Publisher^ Permanent 
Book Exhibition, 10» Bloomshwy Street, London, W,C. 
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4W0 Kingston, W. tt. 6.— The rival Crus6ed. Ifew edition. SW pp. 
(Kingston series.) La. cr. 8vo, 1896, cloth, 3s. 6d. 

Griffith, Farban, Bbowhi & Co. 

4001 Kingston, W. H. G.— The three midshipmen. New edition. 414 pp. 

(Kingston series.) La. cr. 8vo, 1896, cloth, 3s. 6d. 

Griffith, Farran, Browne & Co. 

4002 Kipling, Rudyard— Soldier tales : with head and tail pieces and 21 page 

illustrations by A. S. Hartrick. Cr. 8vo, 1896, cloth, 6s. Macmillan 

4003* Klickmann, Flora— The rainy day picture book ; or, sunny stories for dull 

afternoons. (The Children s Picture Annual.) 68 pp. Sm. 4to, 1896, 

picture boards, Is. Ward, Lock & Co. 

4004* Lancashire cookery book : being a collection of recipes for cookery classes. 
72 pp. 8vo, 1896, paper, 2d. W. E. Clegg (Oldham) 

4005 Langmead, Thomas Pitt Taswell— English constitutional history, from 
the Teutonic conquest to the present time. 5th edition 669 pp. Cr. 8vo, 
1896, 15s. Stevens <fc Hatnes 

4006* Laughton, J. K.— Nelson and his companions in arms. (The Nelson 
memorial). With 38 illustrations after the best artists, and 32 facsimile 
signatures. 16+352 pp. Small 4to, 1896, cloth, 12s. 6d. net. G. Allen 
While dvirelling on the principal inoidentB in Nelson's life, and on the jjlories of 
his achieyements, the author has endeavoured to desoribe some of the influenoes 
whioh tended to form Nelson's character ; some of the men from whom he derived 
his inspiration ; and some of those who worked with him to seonre the liberty and 
establish the greatness of England. 
A Nelson bibliography is appended. 

4007* Leaves from a diary in Lower Bengal. By C. S. (Retired). With map 
and illustrations from sketches by the author : including etchings by 
Robert Farren. 15+283 pp. 4to, 1896, cloth, 21s. net. Macmillan 

A chatty and anecdotal account of the daily life of a ciyilian in Lower Bengal, 
during the first eight years of Indian service. It amounts to a laudation of 
the ** I.CS." and of the work in connection with the EngUsh Goyemment of 
India. 

4008* Le Blanc, Max— The elements of electro-chemistry. Translated by W. 
R.Whitney. 10+284 pp. Illus. Or. 8vo, 1896, cloth, 6s. Macmillak 
Intended as a text-hook for science students, and contains an outline of the 
present knowledge on the subject. 

4009* Leibnitz, G. W. — New essays concerning human understanding, 

together with an appendix consisting of some of his shorter pieces. Trans- 
lated from the original Latin, French, and German, with notes by Alfred 
Gideon Langley. 20+861 pp. 8vo, 1896, cloth, 14s. net. Macmillan 

Consists of a translation of the entire fifth volume of QeThaxdi^B Vie philoso- 
phuchen Schriften, von &, W. Leibnitz. This includes an introduction hy Ger- 
hardt, several short pieces on Uxske's JSteay, and a transUtion of the Nowoeaux 
essait sur Ventendement humain. 

An Appendix emhodies a translation of other short pieces of Leihnitz bearing on 
the subjects discussed in the New Eaaaya or referred to therein. 

4010 Leith, W. Forbes.— The Gospel book of St. Margaret Queen of 

Scotland: a facsimile. 68+16 pp. Illus. La. 4to and sm. 4to, 
1896, vellum, large p., 1058. ; small p., 63s. D. Douglas (Edinburgh) 

4011 Lely, J. M.— Statutes of practical utility passed in 1896, arranged in 

alphabetical and chronological order in continuation of " Chitty's 
Statutes." 12+191 pp. (Lawyers' Annual Libraiy). Boy. 8vo, 1896, 
cloth, IO3. Sweet & Maxwell 

4012 Leslie, C. R.— Life and letters of John Constable, R.A,, with three 

portraits of Constable, and 42 illustrations from Constable's pictures and 
sketches, together with some notes on his works, etc., by Robert C. Leslie. 
New edition. 18 + 416 pp. Illus. Dy. 4to, 1896, half vellum, 42s. 

Chapman <& Hall 

• These hooJcs can le inspected hy the public^ free, at the Fuhliehen^ Fermanent 
Book Sxhibition^ 10, Bloomahnry Street ^ London, W,C, 
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4ox3^ L*£strah^ei Roger. — Adyentures of Roger L*£stra&gei somotime 

Captain in the Floiida Army of the Marqa6s Hernando de Soto, Oovemor 
of Gnha, and Captain-General of all Florida : an autobiography, translated 
from the Spanish and edited by Dominick Daly. With a preface by Henry 
M. Stanley. 302 pp. Colonred route-map. Cr. 8vo, 1896, cloth, Gs. 

S0KNEN8CHEIH 

4014* Levi, Eliphas— Transcendental magic, its doctrine and ritual : a complete 
translation of " Dogme et rituel de la haute magie," ^ith a Biographical 
preface, by A. E. Waite. Including all the original engravings, and a 
portrait of the author. 26 + 406 pp. Svo, 1896, cloth, 15s. net. G. Eedwat 
Levi's well-known work is practically a compilation including all the features of 
Magic and divination which are contained in the Kabbalah, and the more importuit 
of comparatively modern works. 

4015 Life of a bear, The. 4 + 226 pp. lUus. La. cr. 8vo, 1896, cloth, 38.6d. 

Seelet 

4016 Life of an elephant. The. New edition. 4+224 pp. Illus. La. cr. 8vo, 

1896, cloth, 38. 6d. Sbelh 

4017 Long, James, and Benson, John— Cheese and cheese making— butter 

and milk ; with special reference to continental fancy cheeses. S + 
160. Cr. 8vo, 1896, cloth, 3s. 6d. Chapman A Hall 

40X8 Longus, Heliodorus— Daphnis and Chloe: a pastoral. Translated b^J 
Amyot, with preface by Jules Claretie, of the Academie Fran9ais. Edition 
de luxe. Illus. (Fin de Si^ole series). Boy. 870, 1896, silk £4. 48.; clotb, 
£10 lOs. net. H. S. Nichols 

4019* Low, Frances H.— The little men in scarlet Illustrated by J. J. 
Guthrie. 238 pp. Cr. 8vo, 1896, cloth 3s. 6d. Jabeold 

4020 Lucan— De bello civili— Book 7. Edited by J. P. Postgate. 38 + 104 pp. 
(Pitt Press series.) Ex fcp. Svo, 1896, cloth, 28. 6d. Camb. Univ. Pbbss 

402Z M, A.M.O.T.C. — ^The marriage question, a manual of notes for parsons. 

142 pp. 18mo, 1896, boards, Is. Simpku 

4022 M, CD. — Off and away, pictures and stories for grave and gay. 72 pp. Hlos. 

(Picture Books series.) Cr. 4to, 1896, paper, Is. S. W. Pabtbidgi 

4023* M, J.—The hosier's and draper's pocket guide to costing, profit and 

discount 44 pp. Dy. 32mo. 1896, cloth, 6d. B. Mablbobough 

4024 Macaulay, Lord— Essays on English history. 248 pp. (School and Home 

Library.) Cr. 8vo, 1896, cloth, Is. 4d. Buckib, 

4025 Macaulay, Lord— Life and works. Vol.1. Edinburgh edition. 10 vols. 

8vo, cloth, 6s.. each. Longmans 

4026 Macaulay, T. B.— Warren Hastings. Edited by A. D. Innes. 32 + 179 pp. 

(Pitt Press series.) Ex. fcp., Svo, 1896, cloth. Is. 6d. Camb. Univ. Pbbss 

4027 Macleod, Fiona— Green fire : a romance. 285 pp. Cr. 8vo, 1896, clotb, 66. 

A. C0N8TABLB. 

4028 McCundle, J. W.— Invasion of India by Alexander the great. NeW 

edition. 432 pp. Maps. Dy. 8vo, 1896, cloth, 10s. 6d. net. A. Constabli 
4029* McCurdy, James Frederick— History, prophecy, and the monuments: 

or, Israel and the nations. Vol. II. To the fall of Nineveh. 22+436 pp. 

Dy. 8vo, 1896., cloth, 14s. net. Macmilu* 

rrom a study of the monuments, Dr. MoCurdy attempts s supplement to the 
narrative of the native historians of Israel. He traces the rise, direction, and issae 
of the hidden currents of the national life of the Hebrew community, and lays bars 
the distinctive character of its social and domestic institutions, its politioil 
evolution, and its progress in the interdependent spheres of society, morals, and 
religion. 

* The8$ hoohs can he intpecM hy the public, Jirec, at the Publiiher^ Permameni 
Book Exhibition^ 10, Bloomhnry Street, London, W.O. 
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P3P McKay. F. E. and Wingatei E. L.— Famous American actors of 
to-day. Illus. Cr. 8vo, 1896, cloth, 10b. Gat & Bird 

^4031 M'Neile, E. H. — Our goodly heritage. Short notes on the second lessons 
at evening prayer for daily meditation. 378 pp. Or. 8vc(, 1896, cloth, 3s. 6d. 
net. SiMPKiN 

4032 Magruder, Julia— The violet : a novel. With illustrations by 0. D. Gibson. 
8 + 210 pp. Or. 8vo, 1896, cloth, 6s. Longmans 

4033* Mahaffy, J. P.— The social life of the Greeks, II. : (Jreek life and thought 
from the death of iklexander to the Roman Conquest. 2nd edition. 
42 + 670 pp. Or. 8vo, 1896, cloth, 12s. 6d. Macmillan 

4034 Mallandaine, C. E.— Flower and thorn. 160 pp. 3 illustrationB. Gr. 8vo, 

1896, cloth. Is. 6d. S.P.O.K. 

4035 Mallandaine^ C E.~A harbour light. 224 pp. nius. Or. 8vo, 1896, cloth, 

2s. S.P.O.K. 

4036 Mansergh, Mrs.— A girl in spring-time. With illustrations by Gertrude 

Domain Hammond. 192 pp. Or. 8vo, 1896, cloth, 2s. Blackie 

4037* Mansford, Charles J.— Bully, fag and hero; or, in playground and 
schoolroom. Illustrated by S. H. Yedder. 278 pp. Illus. Gr. 8vo, 1897, 
cloth, Bs. Jabrold 

4038 Manwell, M. B.— Nobly planned: story. 160pp. Illus. (Howard series.) 

Cr. 8vo, 1896, cloth. Is. 6d. S. W. Partridge 

4039 Marchetti, Guiseppe— Italian and English commercial correspondence. 

Edited by Signer G. Dalia Yecohia and 0. A. Thimm. 3rd edition. 92 pp, 
(The Marlborough series of foreign commercial correspondence.) Or. 8vo. 
1896, cloth, Is. 6d. ; paper, Is. E. Maelborouqh 

4040 Markby, Sir William— Elements of law considered with reference to 

principles of general jurisprudence. 5th edition. 8vo, 1896, cloth, 128. 6d. 

Olabendon Press 
404Z Manyat, Captain— Joseph Rushbrook the poacher. Edited by R. 
Brimley Johnson. 16 + 346 pp. Illus. Or. 8vo, 1896, cloth, 3s. 6d. net. 

J. M. Dent 

4042 Marryati Captain— Percival Keene. Edited by R. Brimley Johnson. 

8 + 412 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

4042A*Marryat, Captain— The phantom ship. "Peacock" edition. 18 + 388 

pp. (Illustrated standu:*d novels.) Or. 8vo, 1896, cloth, 3s. 6d. ; cloth, 

extra gilt, 5s. Macmillan 

4043 Marshall, Emma— A flight with the swallows: child's story. New 

edition. 96 pp. Illus. (Reward series.) Cr. 8vo, 1896, cloth, 9d. 

S. W. Pabtridgb 
4404 Martin, Mrs. Herbert— Daddy Samuel's darling. Illustrated by John H. 

Bacon. 192 pp. Or. 8vo, 1896, cloth, 2s. Blackib 

4045* Martin, S. B.— The morals and emotions of a doll, niustrated by K. M. 

Skeaping. 268 pp. Or. 8vo, 1897, cloth, 3s. 6d. Jabrold 

4046 Maspero, Prof .—The struggle of the nations : Egypt, Syria, and Assyria. 

Translated by M. L. McOlure. 800 pp. Over 400 illus.* ^ Dy. 4to, 1896, 

cloth, 258. S.P.O.K. 

4047* Matriculation French. (The University Tutorial series.) 4+176 pp. 

Or. 8vo, 1896, cloth. W. B. Olive 

GoDtains tbe last thirty-Bix papers rot at the Matrioulation Examination of the 

IlDiTersity of London, with model answers to the paper of June, 1896. 

4048 Meade, L. T.— Cataiina : art student. 366 pp. Illus. Post 8vo, 1896, 

cloth, 5s. W. A R. Ohambeks 

404.9* Meade, L. T. — ^The minister. Illustrated by G. D. Hammond. 160 pp. 

Or. 8vo, 1896, cloth, Is. 6d. Jarbold 

* Thei» hooks can he inspected hy the puhUe free, at the Fuhlisher^ Pemummt 

Book Sxhibition, 10, Sloomshwy Street, London, W.O. 
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4050* Mercer, Henry C— The hill-caves of Yucatan, with 74 illustrations 

184 pp. 8vo, cloth, 1896, 10s. 6d. net. G. Redway. 

An aooount of the Gorwith Expedition of the Department of Archaeology of the 
Uniyersity of Feonsylvania, in a eearohfor eyidenoe of man's antiquity in the oayems 
<^ Central America. 

4051* Metcalfe, William Charles— On the face of the deep ; or, the bird-home 
missive. Illxwtrated by S. H. Vedder. 292 pp. Cr. 8vo, 1897, cloth, 
3s. 6d. Jabbold 

4052* Miall, Prof., L. C. — Round the year: a series of short nature studies. 
8 + 296 pp. Illus. Cr. 8vo, 1896, cloth, 5s. Macmillan 

A yolume intended to interest young soienoe students inoar^ul obsenration of the 
natural eyents of a year. The year chosen by the autiior is 1896, and although he has 
written on things which interested him personally, he hopes his record of ohserya- 
tions may serye as a stimulus for original research. 

4053 Miller, W. J. C— Mathematical questions and solutions from the 

educational times. Vol. 65. 126 pp. 8vo, paper, 6s. 6d. Fbancis Hodgson 

4054 Miller, William —The Balkans : Boumania, Bulgaria, Servia, and Monte- 

negro. 476 pp. Illus. (Story of the Nations, Vol. 44.) Cr. 8vo, 1896 
cloth, 5s. Fisher XJnwin 

4055 Minchin, G. M.— A treatise on statics with applications to phjrsics. 

Yol. 1. Equilibrium of coplanar forces. New edition, 1896. Cloth, 
10s. 6d. Clabendon Pbess 

4056 Molesworth, Mrs. — Friendly Joey, and other stories. 96 pp. Coloured 

illustrations. Sm. 4to, 1896, cloth, 2s. 6d. S.P.C.K. 

4057 Molesworth, Mrs.— Philippa. 357 pp. Illus. Post 8vo, 1896, cloth, 5s. 

W. & R. Chambers 

4058* Moorat, Joseph S.— -The second book of nursery rhymes, set to music. 
Illustrated bj Paul WoodrofEe. 14 + 48 pp. Oblong 4to, 1896, haH cloth, 
5s. G. Allen 

To thirty-two nursery rhymes Mr. James Moorat has composed original tunes, 
and throughout the book Mr. Woodroffe has appropriately pictured in black and 
white the features of the songs which haye specially struck him. 

4059 Moore, F. Frankfort— Highways and high seas: Cyril Hartley's adven- 

tures on both. With six page illustrations by Alfred Pearse. New 
and cheaper edition. 350 pp. Illus. Cr. 8vo, lo96, cloth, 3s. Blackib 

4060 Morgan, W. J.-— Nursery rhymes and fables. 64 pp. Illus., 30 in colours, 

30 in monochrome. Sm. 4to, 1896, paper. Is. 6d. S.P.C.K. 

4061 Morris, William— The well at the world's end : a tale. 2 vols. Vol. I. 

8 + 378 pp. ; Vol. II., 6 + 279 pp. 8vo, 1896, paper boards, 28s. 

Longmans 

4062* Morris, William, and Bax, E. Belfort— Socialism : its growth and out- 
come. 2nd edition. 8 + 335 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

SONNENSCHEIN 
This work originally appeared as a serial in the Commonweal. The authors have 
dealt with the subject from the historical point of yie«7, and their volume forms a 
continuous sketch of the deyelopment of history in relation to Sociarihm. 

4063* Morrison, Arthur— Adventures of Martin Hewett: detective stories. 
Third series. Illustrated by T. S. C. Crowther. 8 + 354 pp. Cr. 8vo, 
1896, 5s. Wabd, Lock, & Co. 

4064 Mothers' Companion, The. Annual vol., 1896. 192 pp. Imp. 8vo, paper 
boards. Is. 6d.; cloth boards, 2s.; cloth gilt edges, 2s. 6d. S. W. Paetridgb 
4065* Mourey, Gabriel— Across the Channel: life and art in London. Translated 
by Georgina Latimer. (As Others See Us series.) 14 -f- 208 pp. Cr. 
8vo, 1896, cloth, 3s. 6d. G. Allw 

Mr. Mourey's work, so far as regards English life, refers to that of London alone. 
The most important portion of the yolume relates to the development of modem 
English art, particularly the so-called Pre-Baphaelite movement, and the 
renaissances of industrial art. 
* Theie hooks can he inepected hy the puhlic, free, at the Puhluhers* Permanent 
Book Exhibition, 10, Bloomshury Street, London, W.C, 
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40<S6 Munroe, Kirk— Through swamp and glade : a tale of the Seminole war. 

With 8 illustrationB bj Victor Perard. 352 pp. Cr. 8vo, 1896, cloth, 5b. 

Blackis 

4067 Murray, Heniy— The ordeal of Thomas Taffler : costermonger. New 

edition. 4+140 pp. 2 illustrations bj B. S. Le Fanu. Fop. 8vo, 1896, 
cloth, Is. 6d. Ward & Downet 

4068 Murray, Dr. James A. H. ed.— A new English dictionary on historical 

4069 principles. New section of Vol. III. Disbnrdened — disobservant, edited 
by Dr. A. H. James. Section of Vol. IV., Fish — Flexmore, edited by 
Henry Bradley. 64 pp. each. 4to, 1896, paper, 28. 6d. each. 

Clabekdon Press 

4070 National Cyclopaedia of American Biography, The. 12 vols. Vol. IV. 

Bach volume has over 1,000 portraits. Royal 8vo, 1896, half Russia, £2 2s. 
per volnme. Gat & Bird 

4071 Needham, E. S.— Imaginary symposium and other papers. 158 pp. 

Cr. 8vo, 1896, cloth, 2s. 6d. H. R. Allenson 

4072 Norris, W. E.— Misadventure : novel. New edition. 472 pp. (Select 

novel series). Cr, 8vo, 1896, cloth, 2s. Griffith, Farran, Browne & Co. 
4073* North, W.— Roman fever. 40 plates. 20 + 420 pp. 8vo, 1896, cloth. 

S. Low 
In 1888 the author was appointed to one of the Besearoh Scholarships in Sanitary 
Scioice of the Grocers' Company of London. The present volume oontaiBsthe results of 
an inquiry during three yeare* residence on the spot, into the origin, history, distribution, 
and nature of malarial fevers of the Boman Campagna. It has been compiled with 
special reference to the supposed connection of these fevers with paldiogenio 
organisms. 

4074 Norway, G. — ^The loss of John Humble : what led to it and what came 

of it. With 6 page illnstrations by John Sch5nberg. New and cheaper 
edition. 351 pp. Cr. 8vo, 1896, cloth, ^s. Blackib 

4075 Nude in art. The : a collection of 45 photogravnre reprodnctions of best works 

of modern artists. Introduction by Clarence Lansing. Atlas folio, 1896, 
silk cloth, £4 4s. net. H. S. Nichols 

4076* Old English ballads : a book of, with an accompaniment of decorative 
drawings bj George Wharton Edwards, and an introduction bj Hamilton 
W. Mabie. 185 pp. Cr. 8vo, 1896, cloth, 6s. Macmillan 

Mr. Mahie's introduction amounts to an essay on English hallad poetry. The 
hallads pictorially treated are " Bobin Hood/' " The Twa Corbies," " The Battle of 
Otterbum," "The Banks 0' Yarrow," etc. 

4077 Oliphant, Mrs.— The unjust steward ; or, the minister's debt. 312 pp. 

Post 870, 1896, cloth, extra gilt, 6s. W. & R. Chambers 

4078 Ookhtomsky, Prince E.— Travels in the East, of his Imperial Majesty 

Czar Nicholas II. of Russia, when Cesarewitch, 1890-91. 2 vols. lUns. 

Imp. 4to, 1896, cloth, £5 5s. A. Constable 

4079* Overton, Robert— Friend or fortune ? the story of a strange year. lUns- 

trated by Enoch Ward. 246 pp. Cr. 8vo, cloth, 1897, 2s. 6d. Jareold 
4080* Overton, Robert— New reciter and reader. Portrait. 142 pp. Cr. 8vo, 

1897, cloth. Is. Jabeold 

4081* Overton, Robert — ^Waterworks! temperance readings and recitations for 

the platform, the library, and the fireside. 3rd edition. 122 pp. Cr. 8vo, 

1896, Is. Jaeeold 

4082 Oxford— Statuta Universitatis Oxoniensis, 1896 New edition. 16+446 

Imp. 8vo, 1896, cloth, 6s. Claebndon Pebss 

* These boohe can he inspected hy the public^ free, at the Publishers^ Permanent 
Book Exhibition, 10, Bloomsbwry Street, London, W.C. 
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40^ Oxlevy J. Macdonafd— Baffling the blockade: American civil wa^. 
375 pp. Illus. PoBt 870, 1896, cloth, 3s. 6d. T. Nelson 

4084 Oxley, J. Macdonald—Making his way. 317 pp. Illus. Poet 8vo 

1896, cloth, 28. 6d. T. Nelson* 

4085 OxIct, J. Macdonald— The romance of commerce. 242 pp. Ulna. 

Post 8vo, 1896, cloth, 2s. 6d. W. A R. Chambebs 

4086 Oxley, J. Macdonald— Two boy tramps. 313 pp. Ulns. Pbst 8vo, 1896, 

cloth, 3s. 6d. W. & R. Chambebs 

4087 Paine, Mrs. G. W.— A sunset idyll, and other poems. 96 pp. Pep. 8vo, 

1896, cloth, 2s. 6d. Hoddeb Bros. 

4088 Parry, Admiral Sir W. E.— Third voyage for the discovery of a 

North West Passage in the years iS^ and 1825, with an account 

of the fisqniiuaax, edited from Parry's First Edition of his Voyage with a 
Biographical Introduction. 232 pp. Illus. (Famous Books for Boys and 
Girls.) Cr. 8vo, 1896, cloth. Is. 6d. Blackib 

4089 Parsons, Charles R.— Caleb and Beckey. 190 pp. Or. 8vo, 1896, 

cloth, Is. 6d. 0. H. Kelly 

4090 Passsages in the life of a galley-slave. Translated from the French hj M. 

Betham-Ed wards. 192 pp. Illus. (Famous Books for Boys and GKrls.) 
Cr. 8vo, 1896, cloth, Is. 6d. Blackie 

4091* Pater, Walter— Gaston de Latour. 12 + 200 pp. Ex. or. 8vo, 1896, 
cloth, 7fi. 6d. Macmillan 

The present work is a fragment. Had Mr. Pater liyed to complete it, it would 
have been a parallel study of character to his " Marius the Epicurean" ; only in this 
case it would have dealt with the spiritual development of a cultivated mind at a 
time of transition, and when an old order of belief was about to make way for an 
entirely new one. 

4092 Pajme, W. W., and Willard, C. R., eds.— Popular astronomy. Vol. 

111. September 1895 to June 1896. 548 pp. 22 plates and engravings. 
8vo, in ten numbers, paper 12s. 6d. net. W. Wbslet 

4093 Pease, Howard — ^The white-faced priest, and other Northumbrian 

episodes. 290 pp. Cr. 8vo, 1896, cloth, 68. Gat & Bibd. 

4094 Peddie, Dr. William— On torsional oscillations of wires. 20 pp. 2 plates. 

(Transactions of the Royal Society of Edinbui-gh. Yol. 38, No. 18.) 4to, 
1896, paper. Is. 6d. Williams So Noegate 

4095 Percy, Algernon Heber— Moab, Ammon, and Gilead. 110 pp. With 

illustrations and a map. 8vo, 1896, cloth, 6s. Simpkin 

4096 Phillips, Joseph— Wood-carving : being a carefully graduated educational 

source for schools and adult classes. 94 pp. Illus. Cr. 8yo, 1896, cloi^, 
3s. 6d. Chapman <fe Hall 

4097* Photograms of '96. 112 pp. 8vo, 1896, cloth, 2s. net. Photogeam, Ltd. 
A pictorial and literary record of the best photogmpbio work of the year, compiled 
by the editors and staff of " The Photogram.'^ 

4098 Pigott, Mostjm T.— Songs of a session : verse. 8 + 120 pp. Fcp. 8vo, 
1896, cloth, 2s. 6d. net A. D. Innbs 

4099* Pistis Sophia : a Ghiostic Gospel (with extracts of the books of the Saviour 
appended). Originally translated from Greek into Coptic, and now for the 
first time Englished. 16 + 394 pp. 8vo, 1896, cloth, 7s. 6d. net. 

Theosoi'hical Publishing Societt 
The present translation is from Schwartze's Latin version of the only-known 
Coptic MS., and has been checked by Am^lineau's French ver^iion. It is furnished 
with an introduction by G. B. S. Mead, which deals with a general exposition of 
gnosticism. 

* These books can be inspected by the pnbUc, free, at the Publishers' Permanent 
Bocik ExhiMlion.lQ, BUxmsbury Utreet, London, W.Ct 
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4ioo* Plehn, Carl C— Introduction to public fmaace. 12 + 364 ^p. Cir. dyer. 
1896, cloth, 68. 6d. net. Macmillan 

An elementary text book on the subject, oontaining, as the author states in his 
preface, " a simple outline of those things which are necessary to prepare the student 
for independent research; a brief discussion of the leading principles that are 
generally accepted; a statement of unsettled principles with the grounds for 
controtersy ; and sufiScicfnt references to easily acoestible works." 

4101 Pollard, Eliza F.— The minister's money. 160 pp. lllus. (Reward 

series.) Cr. 8vo, 1896, cloth, Is. 6d. S. W. Partridgb 

4102 Pollen, Rev. J. H.— Life and letters of Father John Morris, 1826-1893. 

294 pp. Tllus. (Quarterly series.) Cr. Svo, 1896, clotli, 6s. Burns & Gates 

4103 Poole, R. Lane— Historical atlas of modern Europe. To be issued 

in 30 monthly parts. Part I., containing the following maps : — Map 2 : 
Europe, 395-527, a.d. By Professor Bury, Map 15: Roman Britain. 
By P. Haverfield. Map 44 : The Swiss confederation. By the Rev. W. A, 
B. Coolidge. From the decline of the Roman Empire. Comprising also 
maps of parts of ^ Asia and of the New World connected with European 
history. Imp. 4to, 1896, 3s. 6d. net each part. Clarendon Press 

4104 Pownall, Mrs. Beatty S.— A book of sauces. 280 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. Chapman <fc Hall 

4IQ5 Price, Eleanor C— Poor little mother. 224 pp. lllus. Cr. 8vo, 1896, 
cloth, 2s. S.P.C.K. 

4106 Pupilteacherand scholarship Student, The. Vol. V. 328 pp. Folio, 1896, 

cloth, 4s. SiMPKIN 



4107 Raleigh History Reader, The. Fourth standard, stories from English 
history, B.C. 55— A.D. 1603. 232 pp. lllus. (Raleigh History Reader**.) 
Cr. 8vo, cloth, Is. 4d. Blackie 

4Zo8 Rawnsley, H. D.— Ballads of brave deeds. With a frontispiece and 
preface by G. F. Watts, R.A. 10 + 184 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 
net. J. M. Dbnt 

4109 Reade, F. E.— Emma's marria£:e. 224 pp. lllus. Cr. 8vo, 1896, cloth, 

2s. S.P.C.K. 

4110 Ramakrishna, T.— Tales of Ind, and other poems. 106 pp. Cr. 8vo, 

1896, cloth, 3b. 6d. net. Pisheb Unwin 

41 1 1 Reagan, H. C— Locomotive mechanism and engineering: with an 

appendix on the modern electric locomotive. 2nd edition, i-evised and 
enlarged. 10 + 420 pp. lllus. Cr. 8vo, 1896, cloth, ^•s. 6d. mt. 

Chapman <fc Hall 

4112* Reid, Stuart J.— The life and times of Sydney Smith : based on family 
documents and the recollection of personal friends. 4th edition, enlarged. 
Portrait and 31 illustrations. 20 + 382 pp. Cr. 8vo 1896, cloth, 68. 

S. Low 

41 13* Reliquary, and illustrated archsologist, The : a quarterly journal and 
review devoted to the study of the early pagan and Christian antiquities 
of Great Britain, etc. Edited by J. Romilly Allen, F.S.A. New series. 
Vol. II. lllus. 4 + 260 pp. Imp. 8vo, 18i^6, cloth, 12s. net. Bemrose 
List of principal subjects: Thornton Abbey, Lines. — Some forms of Greek 
Idolatry — Cap and Bing Sculptures of Ilkley — Old Stone Grosses of Somersetshire 
— Churchyard Games in Wales. 

41 14 Renan, Ernest— Poetry of the Celtic races, and other studies. 38+226 pp. 
(Scott Library.) Cr. 870, 1896, cloth. Is. 6d. Walter Scott 

* These books can be inspected by the public, free, at the Publishers* Permanent 
Book Exhibition, 10, Bloomshwy street , London, W,C, 
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4t 15^ Richmond, feev. Wilfrid — Experience: a cbnpter of piolegom^tia. 
4+64 pp. Fcp. 8vo, 1896, cloth, 2s. Sonnenschbin 

The author couMders experience to he the heginniDg of a sound philosophy. He, 
therefore, calls his little volume a ** chapter of prolegomena." He comhats the 
current doctrine that experience cannot give us the knowledge of reality. 

4116 Riley, James W^itcomb— A child-worid : poems. 151 + 36 pp. Fcp. Svo, 

1896, cloth, 58. Longmans 

4117 Rime of the ancient mariner. Edited, with notes and introdnction, hy 

Herbert Bates, with a preface bv P. A. Barnett. 48 pp. Cr. 8vo, 1896, 
cloth. Is. 4d. Longmans 

4118 Rippon, Claude nnd Rolfe, Benedict— Oxford rides: an illustrated 

account of some of the main roads. Part I. — The South-east. 18 pp. 
16mo, 1896, paper, 6d. Simpki» 

41 19 Rivington, Rev. Luke— Rome and England; or, ecclesiastical continuity. 

193 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Burns & Gates 

4120* Robertson, George Croom— Elements of general philosophy. Edited 
from notes of lectures delivered at the college, 1870-1892, by C. A. Foley 
Rhys Davids. (University extension manuals.) 16 + 366 pp, Cr. Svo, 
1896, cloth, 3s. 6d. John Murray 

Mrp. Bhys Davids hatu attempted, from notefi and material supplied by students, a 
►ystemutic presentation of the late Prof. Bohertson's exposition of general philosophy. 
A concrete statement is thus presented of a philosophy based on psychology, and 
developed on tbe Scbopenhauerian lines — that we know in so far as we act, and only 
as we act ma> ve claim fully to be. 

4121 Robinson, B. Fletcher— Rugby football. 14 + 324 pp. Illus. (Isthmian 

Library.) Post 8vo, 1896, cloth, 5s. A. D. Innes 

4122 Rod, Edouard— The private life of an eminentpolitician (rendered into 

English from " La Vie Privee de Michel Teissier"). 3rd edition. 1 + 332 pp. 
Cr. 8vo, 1896, cloth, Ss. 6d. W. H. Allen 

4123 Rokeby, Charles— Dorcas Hobday : a novel. 280 pp. Cr. Svo, 1896, 

cloth, 6s. Longmans 

4124 Rosebery, Eail of — Robert Burns : two addresses delivered at Glasgow 

and Dumfries on the centenary of the poet's death, July 2l8t, 1896. 2nd 
edition. 34 pp. Cr. 8vo, 1896, paper, 6d. net.* 

D. Douglas (Edinbui^h) 

4125 Routh, E. J.— A treatise on analytical statics. Vol. I. 2nd edition. 

12 + 391 pp. Dy. 8vo, 1896, cloth, 14s. Camb. Univ. Press 

4126 Royal crown infant reader : No. 2. 88 pp. (Rojal School Sei-ies.) Cr. 

8vo, 1896, cloth, 6d. T. Nelson 

4127 Royal portfolio of pictures and diagrams : third series. (Royal School 

series.) 1896, 12s. 6d. T. Nelsok 

4128 Ruth, The Book of. With an introduction by Ernest Rhys. 16 + 52 pp. 

Illustrated by W. B. Macdougall. Sra. cr. 4to, 1896, cloth, 10s. 6d. net. 

J. M. Dent 

4129 Rutherford, E. M.— The king's baby: fairy story. Illus. Imp. 16mo, 

1896, cloth, 3s. 6d. Gay & Bird 

4130 St. Leger, Hugh— An ocean outlaw: a Ftory of adventure in the good 

ship, 'Margaiet.' With six page illustiations by William Rainey, R.I. 
319 pp. Cr. 8vo, 1896, cloth, 48. Blackik 

4131 Saintsbury, G.— Primer of French literature. 4tli edition. Ex. fcp. 

8vo, 1896, cloth, 2s. Clarendon Press 

♦ These books can be inspected by the public, free, at the Publishers' Permanent 
Booh Exhibition, 10, Bloomsbury Street, London, W,C, 
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4132 Sampson, Bev. E. F.— Christ church sermons. 292 pp. Cr. 8vo, 1896, 

cloth, 6s. Longmans 

4133 Samuelsoil, James, ed.— The civilisation of our day: a series of original 

essays on some of its more important phases at ihe closu of the 19th 
century. Illustrated 'with maps, portraits, and woodcuts. 18 + 396 pp. 
Imp. 8vo, 1896, cloth, 16s. net. S. Low 

The work is divided into four chief parts; — I. The general progress of the 
century. II. Social and e conomic. III. Educational. IV. Intellectual and 
religious. The subjects dealt with include : — The land and the cultivator — The 
food of the people — The permanent ways of travel — Telegraphs, Posts, &c. — 
Capital and labour — Co-operation — Woman and civilisation — The condition of 
children— Health and disease— The Drink question— Crime and pimishment — 
Education — The press— Pree libraries— Tne popularisation of art— Our Know- 
ledge of the universe — The dawn of reason in religion, &c 

4134* Schuster, Arthur, and Lees, Charles H.— An intermediate course of 

practical physics. 16 -f 248 pp. Illus. (Manuals for student* series.) 

Globe 8vo, 1896, cloth, 5s. Macmillan 

Written for students preparing for the intermediate science examinFtion of London 

and Victoria Universities. The subject is treated with the view of accustoming the 

student to practical work. 

4135 Scott, Sir Walter— The downfall of Napoleon : his Escape from Elba, the 
battle of Waterloo, captivity in St. Helena, and death. From Sir Walter 
Scott's Life of Napoleon Buonaparte. 224pp. Illus. (Famous Books for 
Boys and Girls.) Cr. 8vo, 1896, cloth, Is. 6d. Blackie 

4136* Scott, Sir Walter— A legend of Montrose and Castle Dangerous. With 
illnstrations by W. Paget and A. de Parys. 20 + 422 pp. Imp. 8vo, 1896, 
cloth, 7s. 6d Wabd, Lock & Co. 

4137 Sexton, Prof. A. Humboldt— Fuel and refractory materials. 352 pp. 

Illus. Cr. 8vo, 1896, cloth, 5s. Blackie 

4138 Seymour, M. Corbet— A girl's kingdom. Illustrated by Gerfcrude Demain. 

Hammond. 224 pp. Cr. 8vo, 1896, cloth, 2s. 6d. Blackie 

4139 Shakespeare, William— Sonnets and the Bible. By C. Ellis. 144 pp. 

1896, leatherette. Is. S. Bagster 

4140 Shakespeare, William— Sonnets. With preface, glossary, <fec., by Israel 

Gollancz. Last volume of Temple Edition. 32 -f 168 pp. With frontispiece 

• by G. F. Watts, R.A. 4in. + 5 in., 1896, cloth, Is. net.; leather. 

Is. 6d. net. J. M. Dknt 

4141 Shakespeare, William— The tragedy of King Richard III. Edited by 

Gleorge^acdonald. 204 pp. (The Warwick Shakespeare.) Fcp. 8vo, 1896, 
cloth. Is. 6d. Blackie 

4142 Sharman, K. B.— The daily life of women : some practical su^prestioos : 

devotional. 58 pp. Sm. p.ist 8vo, 1896, cloth, 6d. S.P.C.K. 

4143 Sherer, John W.— Alice of the inn : a tale of the old coaching days. 3rd 

edition. 8 + 482 pp. Cr. 8vo, 1896, cloth, 3s. 6d. W. H. Allen 

4144 Sienkiewicz, Henry — Quo Vadis : a narrative of the time of Nero. Trans- 

lated from the Polish by Jeremiah Curtin. 8 -f 542 pp. Cr. 8vo, 1896, 
cloth, 4s. 6d. net. J. M. Dent 

414s Simon, C. E.— A manual of clinical diagnosis by means of microscopic 
and chemical methods for students, etc. 8vo, 1896, cloth, 16s. net. 

HiRSCHPELD 

4146 Sinclair, Ven. Archdeacon— Simplicity in Christ: sermons. 309 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. A. Constable 

♦ The9€ books can be inspected by the. public, free, at the Publishers* Permanent 
^Qok Exhibitions 10, Bhomsbvry street, London, W,G. 
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4147 Sinclair, Catherine— Holiday house : a book for the; young. 224 pp. 

IlluB. (Famoas Books for Boys and Girls). Cr. 8vo, 1896, cloth, Is. 6d. 

Blackie 

4148 Sladen, Douglas— A Japanese marriage. Cheap edition. 401 pp. Cr. 

8vo, 1896, Htiff boards, 28., cloth, 28. 6d. A. & 0. Black 

4149* Sloane, William Milligan— Life of Napoleon Bonaparte, lllastrated 

with 88 repnid actions of the masterpieces of painting, in their original 
colonrs, and 220 f nil-page engravings in tint and black and white. (Sup- 
plied only in sets). Parts I. and II. and volume T. 20+ 283 pp. Imp. 8vo, 
1896, cloth, volume, 24s. ; part 4s. net. Macmillan 

Until recently, biographers of Napoleon have written their lives of him with a 
view t<i pressing home the particular theories of his character. The opening up, how- 
ever, of European archives and diplomatic correspondence, has enabled more dis- 
passionate statements to be made. Dr. Sloane has here attempted a rSsumi of these 
more scientific works, and has also in his biography, added the results of original 
research. 

4150 Smith, Adana— Lectures on justice, police, revenue and arms, delivered 

in the University of Glasgow. Reported by a stndent in 1763, and edited, 
with an introduction and notes, by Edwin Cannan. 8vo, 1896, cloth, 
10s. 6d. net. Clabdnbon Press 

4151 Smith, Rev. G. Herbert— Among the Menabe ; or thirteen months on 

the West Ooflst of Madagascar. 112 pp. IIlus. Sketeh and map. 
Sm. post, 8vo, 1896, cloth. Is. 6d. S.P.C.K. 

4152 Smith, Rev. J. Gregory— Boniface. 106 pp. (The Fathers for English 

Readers.) Fcp. 8vo, 1896, cloth, Is. 6d. S.P.C.K. 

4153 Snow, T. Bumey, C and Stringer, F. A.— The annual practise, 3c8p7, 

bf ing a collection of the st«.tutes, orders, and rules relating to, the general 
practice, procedure, and jurisdiction of the Supreme Court. 2 vols. 
(Lawyers Annual Library). Dy. 8vo, 1896, cloth, 25s. 

Sweet & Maxwell 

4154 Sophocles : plays and fragments. Part VII. Ajax. Edited by R. C. Jebb. 

74 f 258 pp. Dy. 8vo, 1896, cloth, 12s. 6d. Camb. Univ. Press 

4155* Southey, Robert— The life of Nelson: with introduction, notes, and 

appeudices by David Hannay. 24 -f 400 pp. Two portraits. Cr. 8vo, 

1896, cloth, 6s. Heine MANIC 

In a serieB of eight appendices, Mr. Hannay treats of Prince William Henry, 

Cutbhert Collingwood, Hood's Plan of Battle, the Hamiltons, Nelson at Naples, 

Nelson at Dresden, the Signal at Copenhagen, the Nelson Touch, and the Codicil to 

Nelson's Will. 

4156 Spenser, Edmund— Faerie Queene. Part V. Edited by Prof. Halee. 
Ulusti-ated by Louis Fairfax Muckley. Sm.,cr. 4to, paper, 2s. 6d. net. 

J. M. Dent 

4157* Spenser, Edmund— Faerie Queene. Book VI. Cantos I.— IV. Edited 
by Thomas J. Wise. Part XVI. With four full page and other illustra- 
tions by Walter Crane. 92 pp. 4to, 1896, paper, 10s. 6d. G. Allin 

4158 Spenser, Edmund— Faery Queene. Book ir. Designed chiefly for the 

use of schools, with introduction and notes by G. W. Kitchin, and glossary 
by A. L. Mayhew. 9th edition. Ex. fcp. 8vo, 1896, cloth, 2s. 6d. 

Olarbndon Pre6S 

4159 Spurgeon, C. H.— Barbed arrows from the quiver of. 300 pp. Feap. 

8vo, 1896, cloth, 2s. 6d. Passmore & Alabastbe 

* These books can he inepected by the public, free, at the Publishers' Permanent 
Mook Bwhibition, 10, Bloomsbury Street, London, W,C, 
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4i6o Stacpoole, Florence— Everyday ailments, and how to treat them. 

8 + 159 pp. (Everyday Help series.) Sq. 8vo, 1896, parchment, 6d. 

Walter Scott 

4161 Stevens, W— The teaching of orthic shorthand. Part I. 16 pp. 
Dy. 8vo, 1896, paper, Is. net. C. J. Clat 

4162* Stewart, Dr. R. W.— An elementary text-book of heat and light. With 

numerouH illustrations wnd examples. 3rd edition. (The University 
Tutorial series.) 8 -f 162 pp. Cr. 8vo, 1896, cloth, Ss. 6d. W. B. Clive 
Writ! en to cover the jjrround of the syllabus of the matriculation examioation of 
the University of London. 

4163 Strain, E. H— School in fairyland. 178 pp. Illus. Cr. 8vo, 1896, cloth, 

38. 6d. Fisher Unwin 

4164 Streane, A. W.— The double text of Jeremiah. 8 + 379 pp. Cr. 8vo, 

1896, cloth, 6s. Deighton, Bell & Co. 

4165 Stredder, Eleanor.— The hermit princes : tale of adventm-e in Japan. 

315 pp. Illus. Post 8vo, 1896, cloth, 2s. 6d. T. Nelson 

4166 Stone, W. G. Boswell— Shakespeare's Holinshed. 532 pp. Cr. 4to, 

1896, buckram, 15s. net. Lawrence <fe Bullbn 

4167* Sturgis, Russell.— European architecture : a historical study. 28 +578 pp. 
111ns. Dy. 8vo, 1896, cloth, 18s. Macmillan 

" This hook is devoted to the study of those ancient styles of decorative huilding 
which have most powerfull> influenced later stj^les, and to those later styles tbem> 
selves ; down to the pre^ent epoch in which no style prevails." 

4168 Surr. Mrs. Elizabeth.— The king of love: Christ's life. 276 pp. La. 
Cr. 8vo, 1896, cloth, 3s. Houlston 

4169* Swan, Maggie.— A neglected privilege : the story of a modern woman- 
Illus. zS6 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Ward, Lock & Co. 

4170 Swete, H. B.— Old Testament in Greek, according to the Septuagint. 

Vol. II. Chronicles— Tobit. 2nd edition. 16 -f 877 pp. Cr. 8vo, 1896, 
cloth, 78. 6d. Camb. Univ. Prbsi^ 

4171 Swete, H. B. — The Psalms, with the Canticles, in Greek, according to the- 

Septnagint (being a portion ol Vol. IL of the mannal edition of the Septna- 
gint.) 2nd edition. 14 4- 213 4- 416 -f 789-81J, with 8 pp. appendix. 
Cr. 8vo, 1896, cloth, 2s. 6d. Camb. Univ. Pre&s. 

4172 Symes, J. E.— Political economy. 14 4- 200 pp. Cr. 8vo, 1896, doth,. 

2s. 6d. Longmans 

4173* Talmud, Babylonian, New Edition of the. English translation. Origi- 
nal text edited, formulated, and punctuated by Michael L. Rodkinson. 
Revised and corrected by the Rev. l>i\ Isaac M. Wise. Two portraits. 
Vol. I. Tract Sabbath. 36 + 188 pp. Imp. 8vo, 1896, cloth, 12s. 6d. net. 

G. Redway 
This particular p< rtion of the Talmud deals with all the rabhinical interpretationa 
of the laws regulating the observance of the Sabbath Day. In this translation it is 
supplied with an explanatory iiiiroductton and a general analysis of the contents. . •' • 

4174* Taylor, Thomas E.— Running the blockade : a personal narrative of 
adventures, risks, and escapes, during the American Civil War. With an 
introduction by Jnlian Corbett. Maps and illustrations. 24 -f 180 pp. 
Post 8vo, 1896, cloth, Ts. 6d. John Murrat 

Mr. Oiy lor^s narrative is intended to illustrate the importance of blockades in tim^ 
of war as an effective naval operation in imprisoning an enemy's war fleets in its own 
porta. It also illustrates the position of neutrals in running? a blockade, and t he- 
dangers they run, both legally and arbitrarily. 

* Thexe hooka can he inspected hy the public, free, at the Puhlisheri Permanent 
Book Exhibition, 10, Bloomsbury IStreet, London, W.C. 
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4175* Tebb, William, and VoUum, Col., E. P.— Premature burial and how it 
may be prevented : with Rpecial reference to trance, catalepsy, and other 
forms of suspended animation. 400 pp. Cr. 8vo, 1896, cloth, 58. 

SONNENSGHIIir 

The authors have written their book for the purpose of oalliu^ attention to the 
dangers of premature burial, aud have supplied practical suggestions whioh may pre- 
pare the way for bringing about oer tain needed reforms in our burial customs. 

4176 Thayer, W. M. — Round the hearthstone ; or, hints for home builders 

4^9 pp. Cr. 8vo, 1896, cloth, 5s. T. Nelson 

4177 Theuriet, A.— Rustic life in France. Translated from the French. By H. 

B. Dole. New edition. Illus. 8vo, i896, cloth, lOs. 6d. net. Gay & Bied 

4178 Thiebault, Baron, Memoirs of. Translated by Arthur John Butler. 2 vols., 

Vol. 1., 10 4- 491 pp.. Portrait ; Vol. II., 438 pp., Portrait and map. Dy. 
8vo, 1896, cloth, 28s. Smith Eldbe 

4179* Thimm, C. A. —Turkish self-taught elementary grammar and dic- 
tionary. Edited by Abu Said and Prof. G Hagopian. 3rd Edition. 
136 pp. (Self-Taught Library.) Cr. 8vo, 1896, cloth, 2s. 6d., f»aper, 2s. 

E. Marlborough 

4180 Thomas, Rev. H. Elwyn— The martyrs of hells highway, with preface 

and appendix by Mrs. Josephine E. Butler. 176 pp., Or. 8vo, 1896, cloth, 
3s. 6d. . H. R. Allenson 

This work deals with the most painful phase of the Social Question in a manner 
never attempted before. 

4181 Thompson, D*Arcy Wentworth— The S of Diophantus. 3 pp. (Trans- 

actions of the Royal Society of Edinburgh. Vol. 38. No. 17.) 4to, 1896, 
paper, 6d. Williams and Norgate 

4182 Thompson, Edward P.-^Roentgen rays and phenomena of the anode and 

cathode, principles, applications, and theories. With a conclndincr chapter 
by William A. Anthony. 14 4- 190 pp. Illus. Med. 8vo, 1896, cloth, 
78. 6d. E. <fc F. N. Spom 

A history of the subject of X rays, tracing its development from the discovery 
until the present time. The volume contains 60 diagrams and 45 half-tone illustra- 
tions of the Stw Photography, and embraces records of the experiments of scientists 
from 1831 to July, 1896. Mr. Anthony hesitates to accept any stream or vortex 
theory without knowing more of the nature of such streams or vortices. 

4183^ Thompson, Ernest E.— Studies in the art anatomy of animals : being 
a brief analjsis of the visible forms of the more familiar mammals and 
birds. Designed for the use of sculptors, painters, illustrators, natnrah'sts, 
and taxidermists. Illubtrated vvith 100 drawings by the author. 12 + 96 pp. 
Roy. -Ato, 1896, cloth, 30s. net. Maomillan 

The author has attempted to supply a work dealing with the general principles 
of comparative art anatomy. He treats primarily of the visible form of the living 
animal, for purposes of application to representation in art. Of hair and fur he has 
made a careful study from the scientific as well as the artistic point of view. 

4Z84 Thomson, Prof. Arthur— A handbook of anatomy for art students. lUns. 
8vo, 1896, buckram. 16s. net. Clarendon Pebss 

4185 Tipple, Rev. S. A. —The arriving guest : sermons. 225 pp. Dy. 8vo, 

1896, cloth, 5ti. E. Stock 

4186 Tolstoi, Count, L. N.— The Gospel in brief 8 -f 226. (Count TolBtoi 

series.) Cr. 8vo, 1896, cloth, 2s. 6d. Walter Scott 

* These books can he inspected hy the public, free, at the Publishers* Permanemt 
Book Sxhibition, 10, Bloomthwry Street, London, W,C, 
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4187 Tojrnbee, Edith— True stories from Scottish history. 266 pp. (Historical 

library serits.) Cr. 8vo, 1896, cloth, 28. 6d. 

Griffith, Farran, Browne & Co. 

4188 Uncle Jack, Pseud. -^Follow the drum : pictures and stories for cheerful 

and f^lam. 72 pp. (Picture Books series.) Cr. 4to, 1896, paper boards. Is. 

S. W. Partridge 

4189 Uncle John, Pseud,--Anecdotes of animals and birds. 128 pp. 

111ns. (Children's Picture BooIch series.) Cr. 4to, 1896, paper boards, clotn 
back, le. 6d. S. W. Partridgb 

4190 Uncle Sam's letters on phrenology— Revised with introduction b^ Nelson 

Sizer. 145 pp. (Ist serifs.) Cr. 8vo, 1896, paper, 28. L. if. Fowler 

419I'* Upanishads, The — Translated into English with a preamble and arguments 
by G. R. S. Mead and Jagadisha Chandra Chattop&dhy&ya. Vol. II. 
6 + 98 pp. Long 12mo., 1896, cloth, Is. 6d. net, paper, 6d. net. 

Theosophical Publishing Socibty 

4192 Upton, Florence K., and Bertha— The GoUiwogg's bicycle club. 

64 pp. Oblong 4to, 1896. paper, 6s. Longmans 

4193 Vandam, Albert W.— Undercurrents of the second empire : notes and 

recollections. 12 + 432 pp. Dy. 8vo, 1896, cloth, Ts. 6d. net. Heinemann 
The present volume might be said to form a companion book to the auihor^s " An 
Englishman in Paris/' and " VI y Paris Note Book.'* It deals with Parisian political 
and social life just before and after the famous coup d'itat. 

4194 Velasquez— A dictionary of the Spanish and English languages, 

abridged from the author's larger- work in two parts, Spanish-English, and 
English-Spanish. 8 -f 847 pp. Cr. 8vo, 1896, cloth, 68. Hirschfeld 

4195* Verne, Jules— Floating island; or, the pearl of the Pacific. ^0 illustrations. 
8 -f 382 pp. Cr. 8vo, 1896, cloth, 68. S. Low 

4196 Vincent, J. E.— The land question in North Wales ; being a brief survey of 

the history, origin, and character of the agrarian agitation, and of the 
nature and effects of the proceedings of the Welsh Land Commission. 
8 -h H20 pp. Hvo, 1896, cloth, Ss. Longmans 

4197 Walker, Brida—The little Marie : tales. 102 pp. Dy. 8vo, 1896, cloth, 

3s. 6d. E. Stock 

4198 Walker Art Gallery, Liverpool, niuttrated catalogue of the Autumn 

Exhibition of Pictures at the. 4 -f- l24 pp. 8vo, 1896, paper, Is. 

Jaggakd (Liyerpool) 

4199 Walton, Amy— Penelope and others; a Hton of five country children. 

New and cheaper edition. 224 pp. Illus. Cr. 8vo, 1896. cloth. Is. 6d. 

Blackie 

4200 Walton, Izaak— The compleat angler. Edited with an introduction dv 

Andrew Lang. 60 -I- 320 pp. Illustrated by E. J. Sullivan. Cr. 8vo, 1896, 
cloth, 4s. 6d. net. J. M. Dent 

4201* Wankljrn, Rev. J. H.— The lessons of Holy Scripture appointed by the 
Church of England, severally illustrated by thoughts m verse gathered 
from about 600 writers, in eight volumes. Vols. 1-4. Vol. I., 428 pp. ; Vol. 
II., 328 pp. ; Vol. III., 338 pp. ; Vol. IV., 376 pp. Cr. 8vo, 1896, cloth, gilt 
edges, 2 Is. net. Bembosb 

To each of the lessons read in the Church of England service, the compiler has 
placed a poem or hyiun which reflects the spirit of that lesson, and which also incul- 
cates subsidiary lessons of morality. On one page is placed the extract of the 
Scripture, and on the opposite the poem referring to it. 

* The$e books can be impeeted by the public^ free, at the Fubluhere* Permanent 
Book Exhibition, la, Bloomebury Street , London, W.C. 
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4202* Warden, Florence— The inn by the shore ; a novel. 292 pp. Cr. 8vo, 
1897, cloth, 6a. Jarrold 

4203 Waterworth, E. M.— Lady Betty's twins; child's story. 96pp. IIIub. 

(Reward sfries.) Cr. 8vo, 1896. cloth, Is. . S. W. Partridge 

4204 Watson, E. H. Lacon— Verses suggested and original. 8 + 152 pp. 

Cr. 8vo, 1896, bnckram, 4s. 6d. !iet. A. D. Innes 

4205 Watson, John Reay— In a man's mind. 312 pp. Cr. 8vo, 1896, cloth, 6s. 

Fisher Unwin 

4206 Waugh, Rev. Thomas—The power of Pentecost : chapters on the rela- 

tion of the Holy Spirit to chtistian life and service. 3rd edition. 138 pp. 
Portrait. (Heavenly Life series.) 12mo, 1896, cloth. Is. net. 

T. Champness (Rochdale) 

4207 Wells, H. G.— The wheels of chance: a hoHdav adventure. 14 -f 314 pp. 

Illustrated by J. Ayton Syminy ton. Cr. 8vo, 1896, cloth, Ss. net. J. M. Dent 

4208 Welsh lyrics of the nineteenth century. Selected and arranged by 

Edninnd O. Jones. 120 pp. Cr. 8vo, cloth, 2s. 6d. Simpkin 

4209* Wenyon, Dr. Charles— Across Siberia on the great post-road. Portrait 
and map. 12 -f 240 pp. Sq. cr. 8vo, 1896, cloth, 2s. 6d. C. H. Kelly 

Dr. Wenyon's account is a record of travelling by the post-road, a method which 
is fa^t becoming out of date owing to the opening up of the Tran8-Siberi»n railway. 
The present sketch traces a journey from China to Europe, made in 1893. 

4210* Whibley, Charles— A book of scoundrels. 8 + 284 pp. Frontispiece- 

Cr. 8vo, 1896, buckram, Ts. 6d. Heine mann 

Mr. Whibley's heroes are the cutpuises, thieves, and highwaymen of the seven- 
teenth century. Each of these he enshrines in a Lamb-like essay, and introduces 
the whole with a dissertation on scoundrels and scoundrelism, with the intention of 
showing the more heroic side of the spirit which moves to outlawry. Largely the 
essays are serio-comic, with yet a plea which has an appealing raison-d'itre. 

421 1 Whistler, Charles W.— -Wulfric the weapon thane: the story of the 
Danish conquest of East Anglia. With 6 illnstrations by W. H. Margetson. 
320 pp. Cr, 8vo, 1896, cloth, 4s. Blackik 

4212* White, Percy— Andria. 4 -h 288 pp. Cr. 8vo, 1896, cloth, 6s. 

Heinemann 

4213 White, Roma— The changeling of Brandlesome: novel. 4 + 347 pp. 

lllns. Cr. 8vo, 1896, cloth, 6s. A. D. Innes 

4214 Whymper, A., ed.— The evangelist monthly: a chnrch niagazine for 

parochial and general circnlat ion. 284 pp. lllns. Cr. 4to, 1896, cloth, 28. 

Bemrosk 

4215 Whymper, Fred— The romance of the sea: its fictions, facts, and folk- 

lore. 468 pp. Nnmerons illustrations. Cr. 8vo, 1896, cloth, Ss. 

S.P.C.K. 

4216 Wig^in, Kate Douglas, and Smith, Nora A— iFroebel's occupations. 

(Republic oK'hildhood serits.) Cr. 8 vo, 1896, cloth, 58. Gay & Bird 

4127 Wiggin, Kate Douglas— Marm "Lisa. Cr. 8vo, 1896, cloth, 6s. 

Gay & BiRi) 

4218 Wilberforcfe, L. R., and Fitzpatrick, T. C — A laboratory note-book of 
elementary practical physics. II.^Heat and Optics. 51 pp. Cr. 4to^ 
1896, paper. Is. Camb. Univ. Press^ 

• These books can be inspected btf the public, free, at the Publisher^ Permanent 
Book Exhibition, 10, Bloomsbwry Street , London, W,C, 
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4219 Wilberforce, L. R., and Fitzpatrick, T. C—A laboratory note-book of 

elementary practical physics. III.— Magnetism and electricity. 39 pp. 
Or. 4to, 1896, paper, Is. Camb. Univ. Press 

4220 Wingate, C E. L.— Shakespeare's heroes on the stage. 10+348 pp. 

lUus. Cr. 8vo, 1896, cloth, lOs. Gay & Bird 

4221* Wintle, W. J.— Armenia and its horrors. 2iid edition. 10 illustrations 
and map. 120 pp. Cr. 8vo, 1896, cloth Is. Andrew Melrose 

A detailed aooount of the Armenians and their reoent sufferings. In this new 
edition the latest facts ha^e heen included. 

4222 WooUcombe, W. G.— Practical work in physics. For use in schools and 

colleges. Part III. — Light and sound. lUus. Cr. 8vo, 1896, cloth, 3s. 

Clarendon Press 

4223 Worthy Books. — Blessed be drudgery. By W. C. Gannett, with preface by 

the Countess of Aberdeen. — Faithfulness. By Jenkin Lloyd tfones, with 
preface by the Countess of Aberdeen. — Golden thoughts from the imitation 
of Christ. By Thomas k Kempis, selected by T. M. Lindsay, D.D. — Our 
home beyond the tide, and kindred poems. Compiled by Ellen E. Miles, 
— Give us this day our daily bread : being thoughts on the Lord's prayer, 
from the German of Alban Sfcolz. With preface by Rev. Andrew Melville. 
— A ministering angel ; and how to become one. By Rev. J. Hiles 
Kitchens, D.D. 316 pp. Cr. 8vo., 1896, cloth. Is. 3d. D. Brtcb (Glasgow) 

4224 Wjrnne, Ven. Archdeacon G. R. — Ballinvalley ; or a hundred years ago. 

256 pp. 3 illustrations. Cr. 8vo, 1896, cloth, 2s. 6d. S.P.C.K. 



4225* Yonge, Charlotte M.— Cameos from English History. The end of the 
Stewarts (1662-1748). 8th series. 8+407 pp. Globe 8vo, 1896, cloth, 5s. 

Macmillan 
The eighth series brings the collection of Cameos as far as the final ruin of the 
House of Stuart 

4226 Yonge, Charlotte M.— The castle builders: children's story. New and 
cheaper edition. 4 + 291 pp. Cr. 8vo, 1896, cloth, 2s. 6d. A. D. Innis 

4227* Yorke, Curtis— Because of the child : a story without a plot. (Daffodil 
Library.) 216 pp. Long foap. 8vo, 1897, cloth, 2s. Jareold 



4228* Abney, Captain W. de W.— Evening talks at the Camera club on the 
action of light in photography. Illus. 6 + 204 pp. Cr. 8vo, 1897, 
paper, 3s. 6d. S. Low 

Captain Abney has treated his subject from the purely scientific point of yiew, 
that is to say, he deals with the theoretical considerations attending the phenomena. 
He has done so, as he explains, to tempt the ordinary photographer to take a more 
scientific interest in his art. 

4229* Adams, John Couch— The scientific papers of. Vol. I. Edited by W. G. 
Adams, with a memoir by J. W. L. Glaisher. With portrait and four 
facsimiles. 54 + 504 pp. Eoy. 4to, 1896, cloth, 25s. Camb. Uniy. Press 

The present yolume contains all those papers which the late Prof. Adams pub- 
lished during his lifetime, that is, from 1844 to 1890. They include about fifty 
astronomical papers, and eleven on pure mathematics. 

♦ These hooks can le inspected hy the public, free, at the publishers' permanent 
book exhibition, 10, Bloomsbury Street, London, W.C, 
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4230 Albert, Mary— The luckiest man in the world : a novel. 392 pp. Cr. 8vo, 
1896, cloth, 6s. SiMPKiN 

4231* Alchemical processes, A compendium of. Extracted from the writings 

of Glauber, Basil Valentine, and other adepts. 154 f 20 pp. Cr. 870, 

1894, lOs. 6d. net. Geokge Redwat 

This work was originally published by Messrs. James Elliott and Co., of Falcon 

Court, E C. The last twenty pages contain an account of "some modern alchemical 

experiments." 

4232 Aldington, A. E.— The Queen's preferment. Illustrated by H. A. Payne. 

238 pp. Cr. 8vo, 1896, cloth, Ss. 6d. Digby, Long 

4233 Alexander, Mrs.— A life interest. New edition. 8 + 376 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Chatto & Windus 

4234 Alien, Fseud.— In golden shackles. 368 pp. Or. 8vo, 1896, cloth, 68. 

Hutchinson 

423s* Allbutt, Thomas Clifford, and Playfair, W. S., eds.—A system of 
gynaecology, by many writers, lllus. 18 + 972 pp. Med. 8vo, 1896, 
cloth, 25s. net. Macmilun 

The various ee^says have been written by specialists in their particular branches of 
gynaecology. In thus presenting this treatise, the editors hope that an accurate 
presentation of modern gynseeological practice has b?en given. 

4236 Allen, John A.— Tables for iron analysis. 85+8 pp. By. 8vo, 1896, cloth, 

128. 6d. net. Chapman & Hall 

4237 Allen, Lyman Whitney— Abraham Lincoln: a poem. Cr. 8vo, 1896, 

cloth, 5s. G. P. Putnam's Sons 

4238 Allen, Phoebe— Whispering tongues : story. 160 pp. lllus. Cr. 8vo, 

1896, cloth. Is. 6d. S.P.C.K. 

4239 Allen, Rev. William— The village reciter. 65 pp. Fcp. 8vo, 1896, paper, 

6d. Wesleyan Methodist S.S. Union 

4240 Allsop, F. C. — Induction coils and coil making. 2nd edition. 172 pp. 

lllus. Cr. 8vo, 1896, cloth, 3s. 6d. E. & F. N. Spon 

4241 American orations from the colonial period to the present time: 

selected as specimens of eloquence, and with special reference to their 
value in throwing light upon the more important epochs and issues of 
American history 3 vols. Vol. II., 7+433 pp. Cr. 8vo, 1896. Cloth, 
10s. 6d. each vol. G. P. Putnam's Sons 

4242 Andersen, Hans Christian, Tales from. Illustrated by Helen Stratton. 

New edition. 194 pp. Imp. 16mo, 1896, cloth, 2s. 6d. A. Constable 

4243 Anderson, Dr. J. Wallace — Medical nursing : lectures delivered in the 

Royal Infirmary, GHasgow. 5th edition. 10 + 232 pp. lllus. Fcp. 8vo, 1896, 
buckram, 2s. 6d. Maclbhose (Glasgow) 

4244* Anderson, Robert E.— The story of extinct civilizations of the east 
With maps and illustrations. 232 pp. 12mo, 1896, cloth. Is. G. Newnes 
A short popular handbook to the chief historical events in the lives of the Chaldeui, 
Babylonian, Egyptian, Phoenioian, Hebrew, Arabian, and ancient Persian nationt. 

'4245 Anderson, W. J.— Architecture of the renaissance in Italy : a general 
view for the use of students and others, with 54 collotype and other 
plates, and 74 woodcuts. 18 4- 155 pp. 8vo, 1896, cloth, 12s. 6d. 

Batspord 

* These hooJcs can he impected hy the public, free, at the Tuhlisheri Permanent 
Booh Exhibition, 10, Bloomsbury Street, London, W,C, 
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4246 Andrews, Charles M.— The historical development of modern Europe. 

2 vols. Vol. I., 7 + 458 pp. 8vo, 1896, cloth, 12s. 6d. 

G. P. Putnam's Sons 

4247 Andrews, Thomas— Thermo-electric reaction and currents between 

metals in fused salts. 18 pp. Illus. Dy. 8vo, 1896, paper, Is. 

E. & F. K Spon 

4248 Angot, Alfred— The aurora borealis. 12 + 264 pp. Illus. (International 

scientific series.) Cr. 8vo, 1896, cloth, 5s. Kegan Pavl 

4249 Armour, Margaret— Songs of love and death. Illustrated by W. B. 

Macdougall. 136 pp. Sm. 4to, 1896, cloth, 43. 6d. net. J. M. Dent 

4250* Armstrong, Richard A.^God and the soul : an essay towards fundamental 
religion. 176 pp. Cr. 870, 1896, cloth, 3s. 6d. net. Philip Green 

The author attempts to provide his readers with an uotechnical expression of those 
philoBophio truths which justify a belief and trust in God and an adhesion to the 
religious life. 

4251 Armstrong, Walter— The art of Velasquez. 4+104 pp. Illus. (Port- 

folio monograph.) Sup. roy. 8vo, 1896, paper, Ss. 6d. Sebley 

4252 Armstrong, Walter— Velasquez : a study of his life and art. 4+208 pp. 

Illus. (Portfolio series.) Sup. roy. 8vo, 1896, cloth, 9s. net. Seelbt 

4253* Amdt, Ernst Moritz— Fairy tales from the Isleof Rugen. Selected and 
translated by Anna Dabis. With four of the original illustrations, portrait 
of E. M. Amdt, and map. 16 + 240 pp. Sq. cr. 8vo, 1896, cloth, 3s. 6d. 

D. NXJTT 

4254 Arnold, Sir Edwin, Translator— The Chaurapanchasika : an Indian love 

lament. 60 pp. Illus. Roy. ob. Svo, 1896, cloth, 10s. 6d. Kegan Paul 

4255 Arnold, Sir Edwin— Victoria, queen and empress : the sixty years. 

Reprinted by permission from the Daily Telegraph, 120 pp. Post 8vo, 
1896, paper, Is. Longmans 

4256 Arnold, T. W.— The preaching of Islam. 388 pp. Dy. 8vo, 1896, cloth, 

12s. A. Constable 

4257 Art Journal for 1896. Illustrated with full page etchings and engravings. 

380 pp. Sup. roy. 4to, 1896, cloth, 21s. J. S. Viriub 

4258 Art Journal annuals —containing the lives and works of Biiton Riviere, 

R.A., H. Herkomer, R.A., W. Holraan Hunt, Sir E. Burne Jones, Luke 
Fildes, R.A., G. F. Watts, R.A., Marcus Stone, R.A. With full page 
etchings and engravings. 384 pp. Sup. roy. 4to, 1896, cloth, 21s. 

J. S. ViBTUB 

4250 Ashton, Joseph— Inmates of the] mansion. 158 pp. Illus. Cr. 8vo, 

1896, cloth, 28. 6d. I>iOBT, Long 

4260 Aubrey, Frank— The devil-tree of El Dorado. Illustrated by Fred 
Hyland. 400 pp. Cr. Svo, 1896, cloth, 6s. Hdtohinson 

4261* Aucassin and Nicolete. Done into English by Andrew Lang. 20+52 pp. 
Fcp. 8vo, 1896, wrapper. D. Nutr 

Mr. Lang's version was originally issued in 1887, in an edition of 550 small and 
60 large paper copies. The present volume is a reprint of that edition without the 
illustrations. 

* These hooks can he inspected hy the public, free, at the Puhlishers' Permanent 
BooJc Exhibition, 10, Bloomsbttry Street, London, JF,C, 
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4262 Austin, Clare (Miss W. M. James)— An ill-matched pair : the story of a. 
marriage of convenience. 256 pp. lllus. Cr. 8vo, 1896, cloth, 2s. 6d. 

S.P.C.K. 

4263* Austin, L. F.— At random : essays and stories. Portrait. 10 + 264 pp- 
Cr. 8vo, 1896, white linen, 5s. Ward, Lock & Co- 

Nearly all the sketches aud tales included in this volume have already appeared in 
the columns of The Speaker and The Sketch. Mr. Austin considers these essays, 
"at raDdom/' as the fruits of a recreation from the serious life of a journalist's 
daily work. 

4264 Austin prize, The. By the author of " Six months in the fonrth." 146 pp. ^ 

Illns. (Chatterbox library.) Cr. 8vo, 1896, paper, Is. ; cloth, Is. 6d. 

GrABDNER, DaRTON & Co. 

4265 Ayrton, W. E. — Practical electricity: a laboratory and lecture course. New 

edition. 664 pp. Illns. Ex. cr. 8vo, 1896, cloth, 9s. Cassbll | 



4266 B., H. — ^The bad child's book of beasts: verses by H. B., pictures by 

B. T. B. 48 pp. Eoy. 16mo, 1896, boards, 2s. 6d. Simpkik 

4267 Bagshawe, Right Rev. Edward— Notes on Christian doctrine. 8+287 pp. 

Cr. 8vo, 1896, cloth, 5s. Kegan Paul 

4268* Baker, Harold— A guide to modem photography. 104 pp. Fcp. 8to^ 
1896, cloth, 6d. Iliwb 

4269 Baker, J. Johnson— The economy of temperance. 83 pp. Cr. 8vo, 1896, 

paper, 6d. Church of Englakd Temperance Sociitt 

4270 Baker, J. Johnson— Specimen lessons on the Bible and temperance. 

87 pp. Cr. 8vo, 1896, paper, 6d. Church op England Tbmpbrancb Socibtt 

4271 Baldry, Alfred Lys— The art annual for 1896 : the life and work of 

Maicus Stone, R.A. 32 pp. lllus. Sup. roy. 4to, 1896, paper, 2s. 6d. 

J. S. ViRTXIB 

4272 Ball, M. Powis — Saw mills : their arrangement and management, and the 

economical conversion of timber. 2nd edition, revised. 8 + 343 pp. 
lllus. La. cr. 8vo, 1896, cloth, 10s. 6d. Crosby Lockwoop 

4273 Balfour, Marie Clothilde— Maris Stella. 202 pp. (Keynote series.) 

Cr. 8vo, 1896, cloth, 3s. 6d. net. John Lane 

4274 Barbour, A. H. Freeland— Atlas of labour. 3rd edition. Imp. folio, 1896, 

cloth, 30s. W. & A. K. Johnston 

4275 Barnes, Irene H. — Behind the great wall : the story of C.E.Z.M.S. work 

in China. 2nd and revised edition. 176 pp. lllus. Cr. 8vo, 1896, cloth* 
2s. 6d. Marshall Bros. 

4276 Barr, Robert— Revenge. 6 4- 344 pp. Ulus. Cr. 8vo, 1896, cloth, 68. 

Chatto a W1NDC8 

4277 Barr, Dr. Thomas— Manual of diseases of the ear, including those of the 

nose and throat in relation to the ear for the use of students and practi- 
tioners of medicine. 2nd revised and enlarged edition. 24 -f 416 pp. 
lllus. Med. 8vo, 1896, cloth, 12s. 6d. net. Maclbhosb (Glasgow) 

4278* Barras, Easton de— Home dressmaking and the art of good dressing. 

100 pp. (Nutshell series.) Pott 8vo, 1896, cloth, 6d. Iupfb 

4270* Barras, Easton de— Plain and fancy knitting and needlework. 100 pp. 

(Nutshell series). Pott 8vo, 1896, cloth, 6d. Iliffe 

4280 Barrett, Charles G.— The lepidoptera of the British Islands. Yol. in. 

384 pp. I)j. 8vo, 1896, cloth, 12s. Sup. roy. 8vo, with 50 coloured plates, 
cloth, 63s. net. L. Bbbte 

* These hooJcs can he inspected ly the public, free, at the Fuhlishert? Permanent 
Book Exhibition, 10, Bloonubury Street, London, W,C, 
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428i* Barrett, Francis— The book of the Magi ; a complete system of occult 
philosophy, consisting of natural cabalistic and ceremonial magic. 14 + 286 
pp. 4to. 1896, cloth, 25s. George Redway 

This is an exact reprint of Barrett's Magus of 1801. In addition to the explaoa- 
tion of occult philosophy, the work has biograpMoal sketches of seventeen adepts. 
The American publisher prefixes a "notice." 

4282 Barrie, J. M.— Sentimental Tommy : the story of his boyhood. 460 pp. 

Ex. cr. 8vo, 1896, cloth, 6s. Oassell 

4283 Bartholomew, Dr. Roberts— A practical treatise on materia medica &/ 

and therapeutics. 9th edition. 20 + 866 pp. La. 8vo, 1896, cloth, 21s. 

H. K. Lewis 

4284 Barton, Frederick T.— Ailments of poultry. (Practical guide books.) 

Svo, 1896, cloth, Is. Dean 

4285 Bass, E. W.— Elements of differential calculus. 354 + 8 pp. Diagrams. 

Or. 8vo, 1896, cloth, 17s. net. Chapman & Ball 

4286 Bateman, May, ed. — ^The children's hour; a collection of stories and 

poems. 180 pp. 4to, 1896, paper, 3s. net. Simpkin 

4287 Beaumont, Mary — ^Joan Seaton : a story of Percival Dion in the Yorkshire 

dales. 6 + 304 pp. Frontispiece. Cr. 8vo, 1896, cloth, 4s. 6d. net. 

J. M. Dent 

4288 Beaure, Prof. A.— Practical mercantile correspondence. 120 pp. Cr. 

8vo, 1896, paper, 28. net. Effingham Wilson 

4289 Beauseant— John Wolfgang: businessman. 48 pp. Fcp. 8vo, 1896, paper. 

Is. Headlby 

4290 Bedford, H. Louisa— Miss Chilcott's legacy. 224 pp. Illus. Cr. 8vo, 

1896, cloth, 2s. S.P.C.K. 

4291* Behenna, Kathleen— Sidartha : a story of mystery. 352 pp. Cr. 8vo, 

1896, cloth, 6s. DiGBY, Long 

4292 Bell, Mrs. Hugh— Fairy tale plays and how to act them. Illastrated by 

Lancelot Speed. 65 -f 366 pp. Cr. 8vo, 1896, cloth, 6s. Longmans 

4293 Bell, Sir James, and Paton, James— Glasgow : its municipal organisation 

and administration. 24 + 428 pp. Illus. Cr. 4to, 1896, cloth, 21s. net. 

Maclehose (Glasgow) 

4294 Belton, R. C— A digest of Latin grammar examination questions. 

2nd edition. 178 pp. Cr. 8vo, 1896, cloth, 4s. Simpkin 

4295 Benson, A. H. T.— The Pope's bull on Anglican orders. 80 pp. 8vo, 

1896, paper. Is. Simpkin 

4296 Bentham Jeremy— Theory of legislation. New and cheaper edition. 

16 +472 pp. (Paternoster library, vol. 6.) Cr. 8vo, 1896, cloth, 3s. 6d. 

Kegan Paul 

4297 Besant, Sir Walter— The revolt of man. New edition. 4 + 358 pp. Cr. 

8vo, 1896, cloth, 3s. 6d. Chatto & Windus 

4298 Besant, Sir Walter and Pollock, Walter— The charm and other 

drawing-room plays. 12 +276 pp. Illus. Cr. 8vo, 1896, cloth, 6s. 

Chatto & Windus 

4299* Betis, Victor, and Swan, Howard— Class-room conversations in French. 

19 + 77 pp. 8vo, 1896, cloth. G. Philip 

A graduated set of elementary exercises for teaching the subjective language and 
for practice in conversation, forming an introduction to the language of thought. 
(Sub-mU.J 

4300 Bia£:i, Dr. Guido— The private life of the renaissance Florentines. 92 

pp. Illus. Dy. Svo, 1896, cloth, Ss. 6d. net. Fisher Unwin 

4301 Bidgood, John, and Campbell, J. Watson— Longman's illustrated 

second French reading-book and grammar. 8+152 pp. Cr. 8vo, 
1896, cloth, 2s. Longmans 

* Tk98e books can he inspected hy the public^ free^ at the Fublishers* Permanent 
Book ExhUHtion, 10, BUnmebwry Street^ London^ W,C, 
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4302 Bire, Edmond— The diary of a citizen of Paris during " The Terror.'^ 

Translated by John de Villiers. 2 vols. Vol. I., 10+390 pp. Vol. II., 
6 + 402 pp. Portraits. By. 8vo, 1896, cloth, 2l8. Chatto & Windus 

4303 Bisset, Alexander M.— The poets and poetry of Linlithgowshire: an 

anthology of the county. 352 pp. Frontispiece and vi^ette title. Cr. 
8vo, 1896, cloth, 4s. 6d. Houlston 

4304 Blackie's science handbook : Standard VI. ; a companion to " Lessons on 

living." 31 pp. IJlus. Cr. 8vo, 1896, limp cloth, 6d. Blackie 

4305 BoUand, Edgar D. C— Dorothy Lucas. 252 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. DiGBY, Long 

4306 Bonney, T. G. — The story of our own planet. Cheap edition. 608 pp. 

Illus. Hoy. 8vo, 1896, cloth, lOs. 6d. Cassell 

4307* Booth, Charles, «(i.— Life and labour of the people in London. Vol. 
VIII., Population classified by trades (continued). 8 + 480 pp. 8vo, 1896, 
cloth, 7s. 6d. net. Macmillan 

The olassification here followed is that into public service and professional classes, 
domestic service, the unoccupied classes, and inmates of institutions. The final 
chapter contains a summary of population, enumerated by families according to 
occupations. 

4308 Bourdillon, Rev. F. — Spiritual stepping-stones ; or, the soul's progress as 
taught in Romans V. i.-ii. Ex. pott 8vo, 1896, cloth, Is. J. Nisbet 

4309* Bourgeois, Emile — ^The century of Louis XIV. ; its arts, its ideals. From 
the French by Mrs. Cashel Hoey. 16+28+472 pp. Folio, 1896, cloth 
extra, gilt edges, £2 12s. 6d. Low 

M. Bourgeois has Dot attempted a history of what he calls " the great century." 
To study this he sends the student to Voltaire and the various historic memoirs 
which abound on that period. He has used Voltaire, hut he has always been careful 
to indicate the exact point at which he parts with him. And as the secret of any 
epoch may almost always be read in its art, he has written this work to lay that 
secret bare by means of an exhaustive inquiry into the aspirations and accomplish- 
ments of the aee as revealed in all the various forms in which art may express itself. 

This Dvjgnificent work is illui^trated with 22 portraits engraved on copper, 34 full- 
page platen, and 374 illmstrations iu ihe text. 

4310* Bowcher, Havering— The C major of life. 4+234 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. net. Elkin Mathews 

431 1 Bramston, M.— Punch, Judy, and Toby: story. 224 pp. Illus. Cr. 8vo, 
: 1896, cloth, 2s. S.P.C.K. 

4312* Brannt, W. T., ed.-^The metallic alloys. A practical guide for the 
manufacture of all kinds of alloys, amalgams, and solders, used by metal- 
workers. Illustrated with 34 engravings. A new, revised, and enlarged 
edition. 28 + 528 pp. Med. 8vo, 1896, cloth, 21s. S. Low 

4313* Brannt, W. T.— A practical treatise on animal and vegetable fats and 
oils : comprising both fixed and volatile oils. In two volumes. Second 
edition, revised. With 302 engravings. Vol. I., 24+528 pp. Vol. II., 
26 + 728 pp. Med. 8vo, 1896, cloth, £2 12s. 6d. S. Low 

The scope of this work embodies considerations of the physical and chemical 
properties and uses, the manner of extracting and refining, as well as practical 
rules for testing the various fats and oils. The manufacture of artificial batter and 
lubricants is also dealt with. In an appendix is given a list of American patents 
relating to the extraction, rendering, refining, decomposing, and bleaching of fats 
and oils. 

4314 Briggs, Alice J.— The Scotch girl's exile. 172 pp. Illus. Fcp. Svo, 

1896, cloth. Is. 6d. ; cloth, gilt, 28. 

Weslbtan Methodist S.S. Union 

4315 Brock, Rev. William— A young Congo missionary— memorials of 

Sidney Roberts Webb, M.D. 104 pp. Illus. Cr. 8vo, 1896, cloth, 
^s. 6d. H. R. Allenson 

• These books can he inspected hy the public^ free, at the Publishers* Permanent 
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43i6 Broggcr, W. C, and Rolfsen, Nordahl— Fridtiof Nansen, 1861— 1893. 
Translated by G. William Archer. 10+402 pp. Illus. and maps. 8vo, 
1896, cloth, 123. 6d. Longmans 

4317* Bronte, Charlotte.— Jane E3rre, an autobiography. Illustrated by F. H. 
Townsend. 12+436 pp. Cr. 8vo, 1897, cloth, 28. 6d. 

Service & Paton 

4318 Brooke, Rev. Hubert.— Personal consecration: devotional addresses. 

(Deeper life series.) Sm. cr. 8vo, 1896, cloth, 28. 6d. J. Nisbbt 

4319 Brooking, W. Du Bois, and Ringwalt, Ralph Curtis, ec?^— Briefs for 

debate on current political, economic, and social topics : with an 
introduction by Albert Bushnell Hart. 47 + 213 pp. Cr. 8vo, 1896, cloth, 
6s. Longmans 

4320 Brooks, Elbridge Streeter, and Alden, John— The long walls: an 

American boy's adventures in Greece ; a story of digging and discovery, 
temples and treasures. 4+328 pp. Illus. Cr. 8vo, 1896, cloth, 5s. 

G. P. Putnam's Sons 

4321* Brooks, Francis— Greek l3rric poets, selected and translated. 8 + 204 pp. 
12mo, 1896, cloth, 38. 6d. D. Nutt 

4322* Brown, Alice— Mercy Warren. With portrait. (Wotnenof Colonial and 
Re\^olutionary Times in America.) 12 + 320 pp. Fcap. 8vo, 1896, cloth, 
5s. MUREAY 

The life of Mercy Warren has been taken by Mi-is Brown as a centre round which 
to ifive a historical r6sum4 of the revolutionary times which ended in Amerioa's 
independence. 

4323 Brown, Vincent— My brother. 176 pp. Sq. 16mo, 1896, cloth, 2s. net. 

John Lane 

4324* Browning, Elizabeth Barrett— Prometheus bound, and other poems. 
(Nineteenth century claFsics.) 20 + 380 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Ward, Lock & Co. 

Has a portrait in photojpravure, and an introduction by Mrs. Alice Meynell. In 
addition to the poem which gives its title to the volume, the book includes the 
"Sonnets from the Portuguese." "Ca^a Guidi Windows," and a collection of 
" Miscellaneous Poems." The Chiswick Press are responsible for the printing. 

4325 Browning, H. Ellen— A girl's wanderings in Hungary. 14 + 332 pp. 

Illus. and map. Cr. 8vo, 1896, cloth, 7s. 6d. Longmans 

4326* Browning, Robert— The poetical works of. With portrait. Vol. II. 

8 + 786 pp. La. cr. 8vo, 18y6, cloth, 7s. 6d. Smith & Elder 

Edited by Mr. Augustine Birrell. Contains the poems from " The King and the 
Book " to '* Asolaudo " inclusive. 

4327* Bryce, David— Diamond English dictionary. 900 pp. Ijxljxfin. 
1896, cloth, Is. 3cl. : limp leather, 2s. D. Bryce (Glasgow) 

Smallest English dictionary in the world in readable tjpe, containing about 
15,000 words. 

4328 Bryce, Mary R. L.— Memoir of John Veitch, LL.D., professor of logic 

and rhetoric, University of Glasgow. 197 + 10 pp. Portrait and 3 plates. 
Dy. 8vo, 1896, cloth, 78. 6d. W. Blackwood 

4329 Buchan, John— Musa piscatrix: anthology of angling poems. 107 pp. 

Illus. (Bodley Head anthologies.) Cr. 8vo, 1896, buckram, 5s. net, 

John Lane 

4330 Buchan, John— Scholar gipsies : essays. Seven etchings by D. J. Cameron. 

207 pp. (Arcady library.) Cr. 8vo, 1896, cloth, 58. net. John Lanb 

4331 Buckland, Frank— Log-book of a fisherman and zoologist. 7th 

thousand. 339 + 16 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. 

Chapman <fc Hall 

4332 Budge, E. A. Wallis—An Egyptian reading book for beginners. 54 

+ 593 pp. Dy. 8vo, 1896, cloth, 15s. net. Kegan Paul 

* These hooks can he inspected hy the puhUc free, at the Fuhlishert^ Permanent 
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4333* Buffum, W. A,--The tears of the Heliades : or, amber as a gem. Illus. 
26 + 100 pp. Cr. 8vo, 1896, cloth, 5e. S. Low 

4334 Buiman, H. F., and Redmayne, R. A. S.—CoUiery working and manage- 

menti comprising the duties of a colliery manager, the superintendence 
and arrangement of labonr and wages, and the different systems of 
working coal seam. 16 + 330 pp. lllus. Med. Svo, 1896, cloth, ISs. 

Crgsb^t, Lockwooi> 

4335 Burdett, Lois— Stormy days. 132 pp. lllus. Cr. 8vo, 1896, cloth. Is. 6d. 

Church of Eng. Temp. Socihtt 

4336 Burgon, J. W.— The cause of the corruption of the traditional texts 

of the Holy Gospels. Edited by Rev. Edward Miller. 16 + 290 pp. 
Dy. Svo, 1896, cloth, 10s. 6d. net. G. Bell 

4337* Burrage, E. H.— The slave raiders of Zanzibar. Illns. 320 pp. 
Or. Svo, 1S96, cloth, 28. 6d. S. W. Pabtridqb 

4338 Burrell, Arthur— The piebald horse, and other stories. 181 pp. Or. 

Svo, 1896, cloth, 2s. 6d. net. Fishbb Uifwnr 

4339 Byers, Norman R.— A doubtful loss. 222 pp. Cr. Svo, 1896, cloth, Ss. 6d. 

DiGBT, LOKft 



4340 Calverley, Charles Stuart— Works, 4 vols. Vol. T. Literary remains, 

with a memoir by Sir Walter Sendall. 4th edition, 10 -f 281 pp. 
Portiait. Vol. 11. Verses aid flyleaves. 6th edition, 8 + 216 pp. 
Cr. 8vo, 1896. Vol. 111. Tianslations into English and Latin. 3rd 
edition, 12 -f 326 pp. Vol. IV. Theocritus, translated into English verse. 
4th edition, 16 + 184, pp. Or. Svo, 1896, cloth, 5s. each vol. G. Bbll. 

4341 Campbell, J. K.— -Round the world rambles : a record of a holiday tour. 

330 pp. Svo, 1896, cloth, 5s. Simpiin 

4342 Carlyle,Thomas— The French revolution : a history, edited by H. D. Traill^ 

Vols. I., II. Centenary edition. 289 + 18 pp. Portraits. Sq. cr. 1896, 
cloth, 3s. 6d. Chapman & Hall 

4343 Carlyle, Thomas — The French revolution. 2 vols. 436 pp. each. (Crown 

classics.) Cr. Svo, 1896, cloth, 7s. Routledgk 

4344* Carrington, Edith — Ages ago : the ancestry of animals, with numerous 

illustrations. (Animal life readers.) 8 + 180 pp. Cr. Svo, 1896, cloth, 

Is. G. Bell 

The object of the volume is to give young people a first idea of the great antiquity 
of auimal life on the earth, and to show the essential part that animals ha^e played in 
the history of the world, in its various stages of development. The book is also 
issued in prize binding at 2s. 

4345* Carter, Thomas F.— A narrative of the Boer war : its causes and results. 
8 + 576 pp. Med. Svo, 1896, cloth, 10s. 6d. J. Macquem 

The author disclaims any motive directed by party spirit in the writing of this 
narrative. He calls it " an endeavour to give a truthful and impartial narrative 
of the affairs concerning the Transvaal," 

4346 Case, R. H.— English epithalmics : anthology of nuptial songs. 198 pp. 
(Bodley Head anthologies.) Cr. Svo, 1896, buckram, 5s. net. John Lahb 

4347* Cathedral cities— York, Lincoln, and Beverley. Drawn and etched by 
R. Farren. With introduction by Edward A. Freeman. 4 + 36 pp. + 1^ 
full-page plate etchings. Roy. folio, 1896, cloth extra, £5 5s. Columbia 
4to, cloth, £2 12s. 6d. net. Macmillan & Bowes (Cambridge). 

Mr. Freeman ohose these particular churches in order to bring out the many 
important architectural points they have in common, as well as the no less important 
points in which they differ from each other. Mr. Farren's etchings are intended 
to show the churches so that tiieir architectural details are made prominent. 
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4348 Cattell, C— Gems from the ocean of truth. 96 pp. Cr. 8vo, 1896, limp 

cloth, Is. 6d. net. Simpkin 

4349 Cave, Principal Alfred— Introduction to theology and its literature. 

2nd edition. 610 pp. Dy. Svo, 1896, cloth, 12s. 

T. AND T. Clark (Edinburgh) 

4350 Chakrabartiy Judab Chandra— The native states of India. 13 + 264 

+ 10 pp. 111ns. with map. Sm. Svo, 1896, cloth, 58. ^ Luzac 

4351 Chalmers, Beeton— The inseparables: a book for boys. .256 pp. lUus. 

Cr. 8vo, 1896, cloth, 2s. 6d. Digbt, Long 

4352 Charles, R. H.— The apocalypse of Baruch. 176 pp. Cr. 8vo, 1896, cloth, 

7s. 6d. net. A. & C. Black 

4353 Chatterbox, annual volume, 1896. 412 pp. Illns. Cr. 4to, l«96, paper S-". ; 

cloth, 58. Gabdnee, Darton & Co. 

4354* Chaucer, Geoffrey— Selections from the Canterbury tales. Edited, with 
introdnction, notes, and glossary, by Dr. Hiram Corson. 54 + 278 pp. 
Cr. 8vo, 1896, cloth, 4s. 6d. Macmillan 

Prepared as an intioduction to a completer study of Chaucer as a poet. The text 
of the " Tales " is taken from the Ellesmere M8S. 

4355 Chrystal, the newest of women. By an exponent. 214 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. DiGBY, Long 

4356* Church Congress, The official report of the, held at Shrewsbury on 
Oct. 6th, 7th, 8th, and 9th, 1896. Edited by the Rev. C. Dunkley. 
24+574 pp. Svo, 1896, cloth, 10s. 6d. net. Bemrose 

4357* Clark, Kate McCosh—Maori tales and legends. Collected and retold. 
With illustrations by Robert Atkinson. 14+186 pp. Sq. cr. 8vo, cloth, 
6s. D. NuTT 

4358 Clarke, Mrs. Henry— Matthew Parkyn : story. 384 pp. Illus. Cr. 8vo, 
1896, cloth, 3s. 6d. S.P.C.K. 

.4359 Clarke, Rev. Canon Erskine, ^d— The silver flagon. 160 pp. Illns. 
(Chatterbox library.) Cr. 8vo, 1896, paper. Is. ; cloth. Is. 6d. 

•y Gardner, Darton & Co. 

4360 Cleland, Dr. John, and Mackay, Dr. John J[ule— Human anatomy, general 
and descriptive, for the nse of stndents. 20 + 834 pp. Illus. Med. 8vo, 
1896, cloth, 28s. net. Maclehose (Glasgow) 

4361* Clergyman's ready reference diary and kalendar for 1897. 

Thoroughly revised. 320 pp. 12mo, 1897, cloth, 3s. 6d. ; roan, 5s. ; roan 
tack, 6s. Bemrose 

Compiled for the special use of the olergy and their parish workers. 

4362* Cliffe, F. H.— A manual of Italian literature. 8 + 288 pp. Cr. 8vo, 1896, 
cloth, 6s. J. Macqueen 

An introductory handbook to Italian literature, from Dante to the prose writers of 
the nineteenth century. 

4363 Clinical society of London— Transactions. Vol. XXIX. 60 + 267 pp. 

Illus. 8vo, 1896, cloth, 17s. Longmans 

4364 Clowes, Prof. Frank, and Redwood, Boverton— The detection and 

measurement of inflammable gas and vapour in the air, with a 
chapter on the detection and measurement of petroleum vapour. 
12 + 206 pp. Illus. Cr. Svo, 1896, cloth, 5s. net. Crosby Lockwood 

4365 Cobban, J. Maclaren—The tyrants of Kool-Sim. 2nd edition. 6 + 308 pp. 

Frontispiece. Cr. 8vo, 1896, cloth, 3s. 6d. H. Henbt 

4366* Harvey, Cockburn— The light that lies. lUas. 164 pp. 12mo, 1896, 
cloth, 2s. 6d. J. Macqueen 

A novelette, dealing with the influence of the " light that lies in woman's eyes." 

4367* Cohen, B. A.— The law of copyright, with an appendix of statutes. 
20 + 208 pp. Post 8vo, 1896, cloth, 7s. 6d. net. Jordan 

* TKest hooks can he inspected hy the puhlic, firee, at the PuhlUhers' Permanent 
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4368 Coit, John Owen— The religion of manhood. Cr. 8vo, 1896, cloth, 3s. 6d. 

G. P. Putnam's Sons 

4369 Coleman, John— The white ladye of Rosemount : novel. New and cheaper 

edition. 448 pp. Cr. 8vo, 1896, paper, Is. Hutchinson 

4370 Coleman, T. E. — Sanitary house drainage •. its principles and practice. 

186 -f 20 pp. Ilius. Cr. 870, 1896, cloth, 63. E. & F. N. Spon 

4371 CoUingwood, Harry, Pseud. (W. Y. C. Lancaster)— Jack Beresford's 

yarn ; an ocean romance. 384 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. 

S.P.C.K. 
4372* Collins, Annie— Something new ; a dream story for little children. With 
four illustrations by E. Capper. 62 pp. Roy. 16mo, 1896, cloth, Is. net. 

GrEOKGE ReDWAT 

4373* Combe, Andrew— The management of infancy ; physiological and moral- 
Abridged and edited by Sir Arthur Mitchell. 16 4- 140 pp. Cr. 8vo, 1896> 
cloth, Is. Oliphant, Anderson & Ferrieb 

This work was firjst published in 1840. Editions published after the author's 
death previous to this one, were edited by Sir James Clark. The present yolume ia 
an abridgment of the 10th edition. 

4374 Cooke, Francis E.— The children's study: England. 253 pp. (Children's 
study, vol. 3.) Long 8vo, 1896, Imp. cluth, 2s. 6d. Fisher XJnwin 

4375* Co-operative Congress, Report of the first international. Held in the 
Hall of the Society of Arts, on the 19tlj, 20th, 22nd, and 23rd August, 1895. 
Portraits. 8 -f- 432 pp. Svo, coth, 10s. P. S. King 

4376 Cordoba— Resultados del observatorio nacional Argentino en Cordoba 

durante ia direccion del Dr. B. A. Gould. E/evisados y pnblicados por 
el director Juan M. Thoiae. Vol. XV. 336 pp. 4to, 1896, paper, £1 5s. 
net. Buenos Aires. W. Wesley 

4377 Corelli, Marie— The mighty atom : novel. 13fch edition. 352 pp. Cr. 8vo, 

1896, cloth, 3s. (jd, Hutchinson 

4378 Cottage hospital case book ; or, register of patients. No. 1. 24 pp. 10^ X 

8^ in. 1896, cloth, 10s. No. 2. 48 pp. 12s. 6d. Scientific Pkess 

4379 Coutts, F. B. Money— Poems. 95 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net. 

John Lane 

4380 Cowan, Prof. Henry— The influence of the Scottish church in 

Christendom. 2u4 pp. Cr. 870, 1896, cloth, 3s. 6d. A. <fc C. Black 

4381 Cowles, James Lewis— A general freight and passenger post. 13 + 

1 55 pp. Cr. Svo, 1896, cloth, 3s. lid. Gr. P. Putnam's Sons 

4382 Crackanthorpe, Hubert— Vignettes : a miniature journal of whim and 

sentiment. 63 pp. Fcp. 8vo, 1896, boards, 2s. 6d. net. John Lane 

4383 Craig, Annie— Our cousin Noel. 94 pp. Illus. 6|x4| in., 1896, cloth, 9d. 

Wesleyan Methodist S.S. Union 

4384 Craigie, William A.— Scandinavian folk-lore. 554 pp. Cr. 8vo, 1896, 

cloth, 78. 6d. A. GrARDN«R 

4385 Craik, Mrs. (Dinah Maria Muloch)— John Halifax, gentleman. Illustrated 

by Hugh Riviere. 517 pp. Illus. La. cr. 8vo, 1896, cloth, 6s. 

Hurst <fc Blackett 

4386 Craik, Mrs. (Dinah Maria Muloch)— The unkind word, and other stories 

New edition. 303 pp. Cr. bvo, 1890, cloth, 3s. Od. Hukst & Blackett 

4387 Crallan, F. A.— Details of Gothic wood carving, being a series of 

drawings from original work of the fourteenth and fifteenth centuries. 
With 34 photo-lithographic plates and descriptive text. 4to, 18j6, cloth 
porifolio, 2ls. Batsford 

* These hooJca can he inspected hy the public, free, at the Fuhlishers* Permanent 
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4388* Crane, Stephen— The black riders, and other lines. 6^ 4- 76 pp. Roy. 
16mo, 1896, roan, 3s. net. Heinemank 

A volume of poems in Mr. Crane's peouliar style. 

4389 Crane, Walter— The absurd A B C : a child's coloured picture book. 8 pp. 

4to, 1896, paper, 9d. net. John Lane 

4390 Crane, Walter— Mother Hubbard : a child's coloured picture book. 8 pp. 

4fco, 1896, paper, 9d. net. John Lane 

4391 Crane, Walter— Mother Hubbard's picture book. Printed in colours by 

Edmund Eyans, containing: Mother Hubbard, The absurd ABC, and 
The three bears. 24 pp. 4to, 1896, cloth, 3s. 6d. net. John Lane 

4392 Crane, Walter— The three bears : a child's coloured picture book. 8 pp. 

4to, 1896, paper, 9d. net. John Lane 

4393* Cromarty, Deas— When hearts are young. An idyll. Illus. 266 pp. 

Cr. 8vo, 1896, white linen, 2s. 6d. James Bowdbn 

4394 Cromie, Robert— The next crusade. 2nd edition. 248 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Hutchinson 

4395 Crommelin, May— Half round the world for a husband : a comedy of 

errors. 344 pp. Cr. 8vo, 1896, cloth, 6s. Fisher Unwin 

4396 Croslegh, Rev. Charles— The Bible in the light of to-day. 526 pp. 

Post 8vo, 1896, cloth, 6s. S.P.C.K. 

4397 Cross, Constance— Kate Raybum. 158 pp. Illus. Cr. 8vo, 1896, cloth, 

2s. Gardner, Darton & Co. 

4398* Cuellar, Captain— A letter written on October4, 1589, by Captain Cuellar, 
of the Spanish Armada, to his Majesty King Philip il., recounting hia 
misadventures in Ireland and elsewhere after tbe wreck of his ship. 
'J'ranslated from the original Spanish by H. D. Sedgwick, jr. (Spanish 
Armada tracts. No. 1.) 10 4- 110 pp. 12mo, 1896, boards, 49. 6d. net. 

Elkin Mathbw 
This letter is repriated from a volume entitled " La Armada Invencible," which 
was published in Madrid in 1885 by Captain C. F. Duro. This volume is a com- 
pilation of various documents. In Froude's work on the Armada Cnptain Cuellar*8 
letter is given in an abridged form. It is now given in its entirety in English. 

4399* Cunningham, Dr. W. — True womanhood. 64 pp. Cr. 870, 1896,. 
boards. Is. • Sonnenschein 

A series of addresses delivered during Lent, 1896, at St. Andrew's Church, Wells 
Street, and now reprinted from the Scottish Guardian. 

4400 Dahle, Bishop Lars Nielsen— Life after death and the future of the 

kingdom of God. 455 pp. Dj. 8vo, cloth, IDs. 6d. 

T. & T. Clark (Edinburgh) 

4401 Dale, Darley — Stella's story : a Venetian tale. Illustrated by Paul Woodroffe. 

256 pp. Imp. i6mo, 1896, cloth, 83. 6d. J. S. Virtue 

4402 Darrell, Gratiana— The haunted looking-glass. 104 pp. Cr. 8vo, 1896,^ 

cloth. Is. 6d. DiGBY, Long 

4403 Daudet, Alphonse — ^Jack. Translated by Laura Ensor. 2 vols. Vol. I. 

368 pp. Vol. IL 342 pp. Illus. Cr. 8vo, 1896, cloth, 2s. 6d, net. 

J. M. Dent 

4404 Davidson, John -New ballads. 110 pp. Fcap. 8vo, 1896, buckram, 4s. 6d. 

net. John Lane 

4405 Dawbam, C. Y. C— The principles of wealth distribution. 196 pp. 

8vo, 1896, cloth, 2s. net ; paper Is. net. Simpkin 

4406 De Amicis, Edmondo — Constantinople. Stamboul edition. 5 -t- 326 pp. 

IlluB. 8vo, 1896, cloth, 78. 6d. O. P. Putnam's Sons 
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4407 De Bourg:, The Princess— The American heiress. 366 pp. Cr. 870, 1896, 

cloth, 68. DiGBY, Long 

4408 De Pressense, Francis.— Cardinal Manning : from the French bvE. Ingall. 

4+220 pp. Cr. 8vo, 1896, cloth, Ss. Heinemann 

4409 De Quincey, Thomas— Works. Edited by Professor Masson. 14 volnmes. 

vol. 11. Antobiography continued, with literary and lake reminiscences. 
Standard edition. 454 pp. 111ns. Sm. cr. 8vo, 1896, cloth, 2s. 6d. 

A. <fe C. Black 

4410 Dean, Maud, comj?»7er— Children's recitations. (Books for elocationists.) 

8vo, 1896, cloth, Is. Dean 

4411 Debrett's baronetage, knightage, and companionage. Library 

edition. 8vo, 1896, cloth, 16s. Dean 

4412 Debrett's peerage. Library edition. 8vo, 1896, cloth, 16s. Dean 

4413 Debrett's ifeerage, baronetage, knightage and companionage. Boyal 

edition.) 870, 1896, cloth, 31s. 6d. Dean 

4414 Deccan, Hillary— Where billows break. 143 pp. Cr. 8vo, 1896, cloth, 

Is. 6d. DiGBT, Long 

4415 Dennie, John— Rome of to-day and yesterday ; the pagan city. 3rd 

edition. 12-1-392 pp. Illus. 8vo, 1896, cloth, 21s. net. G. P. Putnam's Sons 

44^6 Deny, H. — Sophonisba ; or, the prisoner of Alba and other poems. Cr. 8vo. 

1896, cloth, 3s. 6d. net. Digby, Long 

4417 Dickens, Charles— The life and adventures of Martin Chuzzlewit 

522+7 pp. Frontispiece. Cr. 8vo, 1896, cloth, Is. Chapman <fe Hall 

4418 Dickens, Charles— The posthumous papers of the Pickwick dub. 

497 + 10 pp. Frontispiece. Cr. 8vo, 1896, cloth, Is. Chapman & Hall 

4419 Diehl, Mrs. Alice M.— A woman's cross. 358 pp. Cr. 8vo, 1896, cloth, 

6s. Digby, Long 

4420* Ditchfield, P. H.— Old English customs extant at the present time. 
16+344 pp. Cr. 8vo, 1896, cloth, 6s. Geoege Eedway 

An account of local observances, festiyal customs, and ancient ceremonies yet 
surviving in Great Britain. 

4421* Dodd, Anna Bowman— On the broads. lUnstrated by Joseph Pennell. 
124-332 pp. Sq. la. cr. 8vo, 1896, white linen extra, 10s. 6d. Macmillah 

Although primarily a work descriptive of the scenery of the East Anglian Broads, 
Miss Dodd's book is written in the form of a narrative, in which the various people 
who went on their fortnight's hoUday, play their parts and are introduced to us, 
somewhat after the manner of Mr. Black's stories. Mr. Pennell contributes thirty 
full-page drawings. 

4422 Doncaster, P. — Faithful unto death. The story of the missionary life in 

Madagascar of William and Lucy S. Johnson. 350 pp. Dy. 8vo, 1896, cloth, 
3s. 6d. Headley Beds. 

4423 Donne, Alicia— Peeps into bird -life, with a prelude by the Bishop of 

Wakefield. 110 pp. Cr. 8vo, 1896, cloth, 2s. net. Simpkin 

4424 Dorland, W. A. N.— A manual of obstetrics. With 163 illustrations in 

the text, and 6 full page plates. 760 pp. 8vo, 1896, cloth, 12s. net. 

HiBSCHPBLD 

4425 Douglas, Theodore— Iras : a mystery. 281+4 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. W. Blackwood 

4426 Dowden, Edward— Transcripts and studies. 2nd edition. 526 pp. La. 

post 8vo, 18^6, cloth, 6s. Kegan Paul 

4427 Dowding, M. K.— Old Wiltshire market towns and villages. UIm- 

trated by M. E. Sargent. 8+92 pp. Fop. 4to, 1896, boards, 5s net. 

H0UL8TON 
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4428 Dowen, Rev. Z. T.— The ideal church. 32 pp. Cr. 8vo, 1896, paper, 6d. 

H. R. Allenson" 

4429 Dowie, Menie Muriel (Mrs. Henry Norman)— Some whims of fate. 

220 pp. Cr. Svo, 1896, cloth, 2s. 6d. net. John Lane 

4430* Doyle, A. Conan— Rodney Stone. With eight illustrations. 8 -1- 366 pp. 

Cr. 8vo, 1896, cloth, 6s. Smith, Elder 

4431 Dre3rfus, Imra— Lectures on French literature, delivered in Melbourne. 

10 + 471 pp. Portrait. 8vo, 1896, cloth, 12s. 6d. Longmans 

4432 Drummond, Prof., and others. — For each new day ; being daily portions 

from eminent preachers. Sm. cr. 8vo, 1896, cloth, 3s. 6d. J. Nisbet 

4433 Du Bois, Dr. \y. E. Burg^hardt— Harvard historical studies. Published 

under the direction of the department of history and government from the 
income of the Henry Warren Torrey fund. Vol. I. "The suppression of 
the African slave trade to the United States of America, 1638-1870. 

11 4-, 335 pp. (Harvard historical studies, Vol. I.) 8vo, 1896, cloth, 
78. 6d. Longmans: 

4434 Duckworth, Sir Dyce— The sequels of disease: being the Lumleian 

lectures delivered in the Royal College of Physicians, 1896. Together 
with observations on the prognosis of disease. 10 + 227 pp. 8vo, 1896^ 
cloth, 10s. 6d. Longmans 

4435 Dumas, Alexandre— Ten years later. 640 pp. Illus. Dy. 8vo, cloth,. 

28. ; paper, Is. ; 2 vols., paper, 6d. each. Routledge 

4436 Dumas, Alexandre— The Vicomte de Bragelonne. 2 vols. 640 pp. 

(Caxton novels.) Dy. 8vo, 1896, paper, 6d. each ; one volume, paper. Is. ; 
cloth, 2s. Routledge 

4437 Dunbojrne, Lady— A thankful heart. 160 pp. Illus. Cr. 8vo, 1896. cloth. 

Is. 6d. S.P.C.K. 

4438 Dunckley, Henry, and others— Richard Cobden and the jubilee of free 

trade : introduction by R. Gowing. 246 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Fisher Unwin 

4439* Dutt, William A.— Georg:e Borrow in East Anglia. 80 pp. Cr. 8vo, 
1896, wrapper, Is. D. Nutt 

Seven obapters on the early life of Borrow in Norfolk and Suifolk. 

4440 Dyer, Caroline and Alice : poems. 63 pp. Fcp. 8vo, 1896, cloth, 3s. 6d. net* 

John Lank 



4441* Earle, Alice M.— Colonial days in old New York. 8 + 312 pp. Cr. 8vo, 
1896, cloth, 4s. net. D. Nutt 

Sketches of New York life during the days of the Dutch settlers, when the district 
wa« still called the New Netherlands. 

4442 Easton, H. T.— Banks and banking. 8 + 200 pp. Dy. 8vo, 1896. cloth^ 

3s. 6d. Effingham Wilson 

4443 Edwards, James— The hemiptera homoptera of the British islands. 

256 pp. 30 plates. Sup. roy. 8vo, 1896, cloth, 43s. net ; 2 plates, cloth, 1 2s. 

L. Reeve. 

4444 Ellis, Edward S.— The phantom of the river: a sequel to " Shod with 

silence," 356 pp. Illus. (Boone and Kenton series.) Cr. 8vo, 1896,. 
cloth, 2s. 6d. Cassell. 

4445 Ellis, Edward S.— Shod with silence : a tale of the frontier. 368 pp. 

Illus. (Boone and Kenton series.) Cr. 8vo, 1896, cloth, 2s. 6d. Cass ell. 

4446 Emmott, Elizabeth B. — Loving service : memoir of Martha Braithwaite- 

350 pp. Portrait. Cr. 8vo, 1896, cloth, Ss. 6d. Hiadlbt Bros- 
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• 4447 Emtage, W. T. A.— Light. 6 + 352 pp. Illus. (Advanced science manuals.) 
Cr. 8vo, 1896, cloth, 6s. Longmans 

4448* English historical plays by Shakespeare, Marlowe, Peele, He3rwood, 
Fletcher, and Ford. Arranged for acting as well as for reading, by 
Thomas Donovan. 2 volumes. Vol I., 12 + 468 pp. Vol.11. 8 + 468 pp. 
Cr. 8vo, 1896, cloth, 15s. Macmillan 

The text of the plays as here given is not a mere oopy of that used in the ordinary 
edition R, but constitutes a resetting in what the editor thinks to be the simplest and 
most efifeotive form for the purposes of readings and dramatio performances. 

4449 Ewing, Juliana Horatia —Works. Vol. XVII. JVUscellanea, including The 

4450 mystery of the bloody hand, etc. 306 pp. Vol. XVIII. Juliana 
Horatia Ewing and her books, with a selection from Mrs. E wing's letters. 
304 pp. Cr. 8vo, 1896, half cloth, 2s. 6d. each. S.P.C.K. 

4451 Ewing, Juliana Horatia — Complete works. Uniform library edition. 

18 vols, in case. Cr. 8vo, 48s. S.P.C.K. 



4452 Fallen Angels : a disquisition upon human existence, an attempt to elucidate 

some mysteries, especially those of evil and suffering. By one of them. 
Popular edition. 20 + 240 pp. Cr. 8vo, 1896, cloth, 28. 6d. Gay & Bird 

4453 Farjeon, B. L.— The betrayal of John Fordham. 2nd edition. 3G8 pp. 

Cr. 8vo. clotb, 6s. Hutchinson 

4454 Far man, D.— Auto-cars. Translated from the French by L. Serraillier. 

250 pp. Illus. Cr. 8vo, 1896, 5s. Whittaker 

4455 Farmer, F. Lethbridge.— The temptation of Ernest EUerby. 320 pp. 

Illus. Cr. 870, 1896, cloth, 3s. S.P.C.K. 

4456 Farmer, John, ed. — Scarlet and blue ; or, songs for soldiers and sailors. 

208 pp. Ex. cr. 4to. 1896, cloth. 5s. Oassbi.l 

4457* Farnell, Ida— The lives of the troubadours. 12 4- 288 pp. Cr. 8vo, 

1896, cloth, 6s. net. D. Nutt 

Translated from the mediaeval Provencal, with introductory matter and notes, 
and with specimens of their poetry rendered into English. 

4458 Farrar, Revs. F. W. and others— Lectures pn ecclesiastical history. Edited 

by the Dean of Norwich. Ex. cr. 8vo, lb96, cloth, 7b. 6d. J. Nisbbt 

4459 Farrar, Rev. F. W.— The young man master of himself. Long fcap. 

8vo, 1896, paper, Is. ; cloth. Is. 6d. J. Kisbet 

4460 Farrow, G. E.— The king's gardens : allegory for children. Illustrated 

by A. L. Bowley. 48 pp. Fcp. 8vo, 1896, leather paper 2b. 

Hutchinson 

4461 Farrow, G. E.— The missing prince. Illustrated by Harry and Dorothy 

Furniss. 220 pp. Fcp. 4to, 1896, cloth, 6s. Hutchinson 

4462* Fenn, George Manville — In honour's cause : a tale of the days of George 
the First. Illustrations by L. Speed. 416 pp. Or. 8vo, 1896, cloth, Ss. 

S. W. Paetridgb 

. 4463 Fenn, George Manville — ^Jack at sea ; or, all work and no play made him 
a dull boy. 576 pp. Illus. Cr. 8vo, 1896, cloth, 6s. S.P.C.K. 

4464 Fenn, George Manville— Smith's weakness : the simple tale of an uphill 

fight : story. 224 pp. Illus. Cr. 8vo, 1896, cloth, 2s. S.P.C.K. 

4465 Ferry, Jeanie— Maggie's life work. 180;pp. Illus. Fcp. 8vo, 1896, cloth, 

2s., cloth gilt, 2s. 6d. Wbsleyan Methodist S.S. Union 

.4466 Fine wheat from many fields: a book of bright illustrations and pithy 

paragraphs by the author of "The Toolbasket." Long 12mo, 1896, 

cloth, Is. Marshall Bbos. 

• These hooks can be inspected hy the publicy free, at the FuhlisJers* Permanent 
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4467 Finnemore, Rev. D.— Gloria Christ! : the doxologies of the holy life. 

Sm. cr. bvo, 1896, cloth, Is. 6d. J. Nisbet 

4468 Fisher's ready reckoner : showing the value of goods from one-eighth up to 

40,000 at any price, from one farthing to twenty shillings. New edition, 
new type. 250 pp. (Handy series.) Fcp. 8vo, 1896, cloth, 6d. Biggs 

4469 Fitzgerald, K. M.— Behind the bow window : story. 160 pp. IIlus. 

Cr. 8vo, 1896, cloth. Is. 6d. S.P.C.K. 

4470 Fletcher, J. F.— Mistress Spitfire. 8 + 294 pp. Frontispiece. Cr. 8vo, 

1896, cloth, 48. 6d. net. J. M. Dent 

4471 Flint, Martha Bockee — Early Long Island : a colonial study. Illus. 

with map. Cr. 8vo, 1896, cloth, 15s. net. G. P. Putnam's Sons 

4472 Forbes, Archibald— The black watch : the record of an historic regiment. 

324 pp. Frontispiece. Ex. cr. 8vo, 1896, cloth, 6s. Cassell 

4473 Forbes, Archibald— Memories and studies of war and peace. 384 pp. 

Portrait. Ex. cr. 8vo, 1896, cloth, 6s. Cassell 

4474 Ford, James L.— The literary shop, and other tales. 298 pp. Fcp. 870, 

lb96, cloth, 3s. 6d. net. John Lane 

4475 Forester, F. B. (Miss Bennie)— His level best : story. 160 pp. Illus. 

Cr. 8vo, 1896, cloth, Is. 6d. S.P.C.K. 

4476* Forrest, James— Religion and the scientific spirit: six lectures. 
8 + 92 pp. Cr. 8vo, 1896, cloth, Is. 6d.net. Philip Gkeen 

The leotured are intended to illustrate the author^s conceptions of what appears to 
be to him the most important teachings of rational religion and Unitarian 
Christianity. 

4477 Forster, William J.— Ella's Christmas letter. 63 pp. Illus., 7* + 5J in. 

1896, cloth, 8d. Wesleyan Methodist S.S. Union 

4478 Forster, William J.— Voices from a money box. 64 pp. Illus., 7i -f SJin. 

1896, cloth, 8d. Wesleyan Methodist S.S. Union 

4479 Foster, Rev. A. J. — The Chiltem hundreds. Illustrated by the author. 

224 pp. 8vo, 1896, cloth, 5s. J. S. Virtue 

4480 Francis, M. E. (Mrs. Francis Blund ell)— Among the untrodden ways. 

277+8 pp. Cr. 8vo, 1896, cloth, 3s. 6d. W. Blackwood 

4481 Fraser, Prof. A. Campbell— Philosophy of theism : beinj? the Gifford 

lectures delivered before the University of Edinburgh in 1895-6. Second 
series. 288 + 16 pp. Post 8vo, 1896, cloth, 7s. 6d. net. W. Blackwood 

4482* Fraser, Mrs. Hugh— Palladia. 8 +330 pp. Cr. 8vo, 1896, cloth, 6s. 

Macmillan 

4483 Freeborough, E., and Ranken, Hev. C. E.— Chess openings ; ancient 
and modem. 3rd edition. 292 pp. Diagrams. Post 8vo, 1896, cloth, 
8s. Kegan Paul 

4484* Frith, Henry, and Rawson, W. Stepney—Coil and current ; or, the 

triumphs of electricity. With nnmerons illustrations. 8 + 294 pp. Cr. 
8vo, 1896, cloth, 3s. 6d. Ward, Lock & Co. 

Compiled for the use of boys, so as to enable them to form an acquaintance with 
the progress of electrical science. 

4485 Fuller, Anna— A Venetian June. 315 pp. Illus. 16mo, 1896, cloth, Ss. 6d. 

G. P. Putnam's Sons 

4486 Fumeaux, W.— Life in ponds and streams. 19 + 406 pp. Illus. Cr. 

«vo, 1896, cloth, 12s. 6d. Longmans 

4487 Gale, Norman— Songs for little people. Illustrated by Helen Stratton. 

110 pp. Sm. dy. 870, 1896, cloth, 6s. A. Constablb 

. * These hooks can be inspected by the public, free, at the Publishers* Permanent 
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4488 Gallwey, Sir Ralph Pajrne— Letters to young shooters. Third series. 
Comprising a short natural history of British wildfowl, and complete 
directions in shooting wildfowl on the coast and inland. Illus. Cr. 8vo, 
cloth, 1896, 18s. Longmans 

4489* Garcke, Emile— Manual of electrical undertakings, 1896. First year. 
6 + 490 pp. Cr. 8vo, 1896, cloth, ha, net. P. S. King 

A work which the publishers propose to continue annually, and which shall 
contain financial particulars of electrical science. The data included are deriTed 
from official sources, and are presented so that iuTestors and others interested in 
British electrical industry shall have a ready vade'tnecum, 

4490 Garlick, A. H., and Dexter, T. F. G.— Object lessons for Standards 

I., II., Ill.y based on circular 369 of the Education Department. 
23 + 221 pp. Diagrams. Cr. 8vo, 1896, cloth, 38. 6d. Longmans 

4491 Gassiot, H. (Mrs. A. Barton.)— Stories from Waverley for children. 

From the original of Sir Walter Scott. 2nd series. 222 pp. Fcp. Svo, 
1896, cloth, 2s. 6d. A.' & C. Black 

4492 Geary, Caroline— Two French queens. 341 pp. Cr. 870, 1896, cloth, 

6s. DiGBY, Long 

4493 Gerard, Morice— Black gull rock. 156 pp. Illns. Fcp. 870, 1896, cloth. 

Is. 6d. T. Nelson 

4494 Gerard, Morice— Jock o' th' beach. 160 pp. Illns. Fcp. 8vo. 1896, 

cloth. Is. 6d. T. Nelson 

4495 Gibbs, Herbert C— A bimetallic primer. 3rd edition. 10+107 pp. Cr. 

8vo, 1896, cloth, Is. net. Effingham Wilson 

4496 Gibson, Charles Dana— Pictures of people. 85 large cartoons. Oh. 

fol., 1896, cloth, 15s. net. John Lane 

4497 Gibson, Rev. H.— Short lives of the saints, for every day in the year, 

including the lives of many blessed and venerable servants of God. 3 vols. 
Yol. I., Jan.-April. 8 + 453 pp. Cr. 8vo, 1896, cloth, 3s. 6d. each net. 

Art. & Book Co. 

4498 Gibson, Hon. W.— The Abbe de Lamennais and the liberal catholic 

movement in France. 4 + 346 pp. Portrait. 8vo, 1896, 12s. 6d. 

Longmans 

4499 Girdlestone, Bev. Canon — Old testament synonjrms. 2nd edition. £z. 

cr. 8vo, 1896, cloth, 7b. 6d. J. Nisbbt 

4500 Godkin, Edwin Lawrence— Problems of modem democracy. 332 pp. 

Cr. 8vo, 1896, cloth, 7s. 6d. A. Constable 

4501 Gold dust : a collection of golden cmmbs for the sanctification of daily life. 

Third part. Translated from the French. 110 pp. 64mo, 1896, cloth, 1b. 

J. Masters 

4502* Golden Readers, The — Standard 1. Fairy tales and other stories. Ulus. 

88 pp. Fcp. 8vo, 1896, cloth, 8d. Mopfatt & Paige: 

4503* Goldsmith, Oliver— Comedies. With introdnction by Joseph Jacobs. 

Illustrated by Chris. Hammond. 28 + 310 pp. Cr. 8vo, 1896, cloth, 

gilt edges, 6s. George Allen 

Issued as a presentation hook for the Christmas season. 

4504 Gordon, Mrs.— Gathered gleanings or words for workers. Cr. Svo, 
1896, cloth, 2s. 6d. J. Nisbet 

4505* Gosse, Edmund— In russet and silver. 14 + 158 pp. Fcp. 8vo, 1896, 
cloth, 3s. 6d. net. Hbinemann 

The third yolume of poems in the collected edition of Mr. Goese's works. 

4S06 Gould, Nat— The magpie jacket 309 pp. (Railway library.) Cr. Svo, 
1896, boards, 2s. Routlbdgi 

* These hooJts can Ip inepected hy the public, f^ee, at the Publisher^ Permanent 
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4507 Gould, Nat. —Town and bush : stray notes on Australia. 313 pp. (Bail- 

way library.) Cr. 8vo, 1896, boards, 28. Routledge 

4508 Gould, Nat— Who did it? 294 pp. (Railway Hbrary.) Cr. 8vo, 1896, 

boards, 2s. Routledge 

4509 Graham, Duncan— Is natural selection the creator of species? 304 

pp. Cr. 8vo, 1896, cloth, 6s. Digbt, Long 

4510 Graham, Winifred— A strange solution. 303 pp. Cr. 8vo, 1896, cloth, 6s. 

Chapman & Hall 
451 1* Grant, Charles— Stories of Naples and the Camorra. With introduc- 
tory memoir of the author by J. B. Capper. 20+380 pp. Cr. 8vo, 1896, 
cloth, 6s. Macmillan 

The four stories of this volume are :— " Peppiniello," " Gabriele," "Don Antonio," 
and "Domenioo." 

4512 Graves, C. W.— A well-meaning woman : novel. 352 pp. Cr. 8vo, 1896 
cloth, 6s. Hutchinson 

4513* Greard, Vallery C. O.— Meissonier, his life and his art. Translated 
from the French by Lady Mary Loyd and Miss Florence Simmonds. 
16+396 pp. Sm'. folio, 1897, cloth, £1 16s. net. Heinemann 

An art reference book of the works of MeisFonier. The volume contains also 34 
plates and 236 text illustrations. In addition to biographical and critical informa- 
tion the work includes extracts from Meissonier's note-books, and his opinions and 
impressions on art and artists, collected by his wife. 

4514 Greenhough, Rev. J. G.-Our dear home life, papers on marriage, 

courtship and family life. Long fcp., 8vo, 1896, cloth. Is. 6d. ; paper. 

Is. J. NlSBET 

4515 Gray, G. Buchanan— Studies in Hebrew proper names. 338 pp. Cr. 

8vo, 1896, cloth, 7s. 6d. net. A. & C. Black 

4516 Greek Church, Office of the vespers and the divine liturgy of the 

presanctified. Translated from the Greek by Dr. Stephen Hatheily. 
l2rfpp. 8vo, 1896, cloth, 3s. Jaggard (Liverpool) 

4517 Green, Evelyn Everett— Dominique's vengeance : a story of France and 

Florida. 331pp. Ilius. Post 8vo, 1896, cloth, 33. 6d. T. Nelson 

4518 Green, Evelyn Everett— Squib and his friends. 288 pp. Illus. Post 8vo, 

1896, cloth, 28. 6d. T. Nelson 

4519* Greenhill, Alfred George— Differential and integral calculus, with 
applications. 3rd edition. 12 + 460 pp. Cr. 8vo, 1896, cloth, 10s. 6d. 

Macmillan 
The author has planned his work bo that not only shall the mathematioal students 
find it a useful text-book, but that engineers and electricians shall see the appli- 
cations of this branch of mathematics to the problems which continually crop up in 
their own professions. 

4520* Gregorovius, Ferdinand— History of the city of Rome in the Middle 
Ages. Translated from the fourth G-erman edition by Annie Hamilton. 
Vol. IV., parts I. and II. Part I., 14 + 314 pp. Part II., 10 + 318- 
726 pp. Cr. 8vo, 1896, cloth, 4s. 6d. net each part. G. Bell 

These two parts form a history of the city of Eome in the eleventh and twelfth 
centuries— from the election of Arduin by the Lombards as king, to the birth of 
Nicoolo Pisano in 1200. 

4521 Greville, Charles C. F.— The Greville memoirs : a journal of the reigns 

of king George IV., king William IV., and queen Victoria. Edited by 
Henry Reeve. New edition. 8 vols. Vol. IV., 20 4- 417 pp. Vol. V., 
10 4- 443 pp. Vol. VI., 10 + 501 pp. (Silver Hbrary.) Cr. 8vo, 1896, 
cloth, 3s. 6d. each. Longmans 

4522 Grier, Sydney C— An uncrowned king: a romance of high politics. 

487 4- 6 pp. Cr. 8vo, 1896, cloth, 6s. W. Blackwogb 

* These books can be inspected by the public, free, at the Publishers* Termanewt 
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4S?3 Grimshawe, Henry— Dr. Forenti. 227 pp. Cr. 870, 1896, cloth, 3s. 6d. 

DioBT, Long 

4524 Guillemardi M. F. — ^The kitchenmaid ; or, someone we know very well: 

child's play. Illustrated by Bernard Partridge, Helen Stratton, and others. 
95 pp. Fcp. 4to, 1896, cloth, 3s. 6d. A. Constablk 

4525 Hackel, Edouard—The true grasses. Illustrated by F. Lamson Scribner. 

228 pp. Illus. Dy. 8vo, 1896, cloth, 10s. 6d. net. A. Constablb 

4526 Haeder, H., and Powles, H. H. P.— A handbook of the steam-engine, with 

special reference to small and medium-sized engines. Translated from the 
German. 2nd English edition, revised. 10 + 452 pp lUns. Cr. Svo, 
1896, 9s. Crosby Lockwoob 

4527 Haggard, H. Rider— The wizard. 2nd edition. 208 pp. Fcap. 8vo, 

1896, paper, Is. ; cloth, Is. 6d. Aerowsmith (Bristol.) 

4528 Halcombe, Charles J. H.— The mystic flowery land: a personal 

narrative. 8 + 225 pp. 8 vo, 1896, cloth, 168. LuzAC 

4529 Half hours on the quarter deck. Lives of British admirals from the 

Spanish Armada to Sir Clondeslej Shovel, heing the first of the new issue 
of the Half -hour library of travel, science and adventure for the young. 
Illus. Cr. 8vo, 1896, cloth, 2s. 6d. ; cloth gilt, 3s. J. Nisbbt 

4530 Hallowing of sorrow, The, with a preface by Canon Scott Holland. 82 

pp. Fcp. 8vo, 1896, cloth, 2s. J. Marstebs 

4531 Hamerton, E.— Philip Gilbert Hamerton, autobiography, 1834-1858. 

Memoir by his wife, 1868-1894. 20 + 641 pp. Portrait. Dy. 8vo, 1896, 
cloth, 16s. Seelet 

4532 Hamilton, Cosmo— Which is absurd. 223 pp. (Autonym Library, Vol. 18.) 

24mo, 1896, paper. Is. 6d. cloth, 28. Fisher Umwik 

4533* Hamilton, M.— McLeod of the Camerons. 4 + 356 pp. Cr. 8vo, 1897, 

cloth, 6s. Heinemakn 

4534* Hamilton, Walter— French book-plates. Illus. (Ex-Libris series.) 
10+362 pp. Imp. 16mo, 1896, cloth, 8s. 6d. net. G. Bbll 

This is an enlarged second edition of a work whioh was originally published in 
1892. In this edition many plates have be«n added, and much new information 
respeoting ex-Uhris included. 

4535 Harding, Samuel Bannister— Harvard historical studies. Pnbliahed 

under the direction of the department of history and government from the 
income of the Henry Warren Torrey fund. Vol. II. The contest oyer 
the ratification of the federal constitution in the State of Massachusetts. 
64-194 pp. (Harvard historical studies, Vol. II.) Svo, 1896, cloth, 68. 

Longmans 

4536 Hardwicke, Henry— A history of oratory and orators : a study of the 

influence of oratory on politics and literature, with examples from the lives 
of the famous orators of the world's history. 9+454 pp. Svo, 1896, 
cloth, 10s. 6d. G. P. Putnam's Sons 

4537 Hardy, Albert— A crown of gold. 304 pp. Cr. Svo, 1896, cloth, 6s. 

DiGBT, LONO 

4538* Hare, Augustus J. C— The Rivieras. With 67 woodcuts. 8+210 pp. 
Fcp. Svo, 1S97, cloth, 3s. George Allen 

A guidebook to the well-known health resorts of the South of France,' written on 
similar lines to the author's other guide books. 

4539 Harris, Walter B.— From Batum to Bagdad, via Tiflis, Tabriz and 
Persian Kurdistan. 332+12 pp. Illus. and maps. Dy. Svo, 1S96, 
cloth, 12s. W. Blackwood 

• Thete books can be inspected by the public, free, at the Publishers' Permanent 
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4540* Hartier, Osgood and Mary— Home brewed : Devonshire stories. 168 pp. 
IGmo, 1896, cloth, 2s. 6d. ; paper, 2d. Simpein 

4541 Hartmann, Franz— The life of Phillipus Theophrastus Bombast of 

Hohenheim, known by the name of Paracelsus. 2nd revised and 
enlarged edition. 16+311 pp. (English and foreign philosophical 
library). Post 8vo, 1896, cloth, 7s. 6d. Kegan Paul 

4542 Harvey, W. H.— Coin's financial school. 162 pp. Ulus. Cr. 8vo, 1896. 

paper, Is. 6d. Kegan Paul 

4543 Harwood's dairyman's daily delivery check-book : a week in an opeaing. 

Cr. 8vo, 1896, Is. Simpkin 

4544 Hasluck, Paul N.— Screw threads and methods of producing them. 

4tli edition re- written and enlarged. 113 pp. lUns. Waistcoat pocket 
size. 1896, cloth limp, Is. 6d. Crosby LocKwoaD. 

4545 Haunted manor house : and other tales. By the anthor of " A flight to 

Florida." 142 pp. lUus. Cr. 8vo, 1896, paper. Is. Skeffingtoit 

4546* Hazlitty W. C. — ^The Lambs : their lives, their friends, and their 

con espon dents. New particulars and new material. 8-1-264 pp. Cr. 8vo> 

1896, cloth, 6s. net. Elkin Mathews 

4547 Heath, J. D. — The complete croquet player. New and revised edition. 

96 pp. Diagrams. (Oval series.) Cr. 8vo, 1896, limp cloth. Is. Routledgb 

4548 Heilprin, Angelo — The earth and its story : a first book of geology. 267pp. 

lUus. Cr. 8vo, 1896, cloth, 5s. • Gat & Biri> 

4549* Henley, W. E., and Stevenson, R. L.— Deacon Brodie, or the double 
life ; a melodrama in five acts and eight tableaux. 8 + 184 pp. Cr. 8vo. 

1897, cloth, 2s. 6d. ; paper, Is. 6d. Heinemanit 

4550 Hennell, Thomas— On the storage of the water of the river Thames 

in aid of the water supply of London. 23 pp. Dy. 8vo, 1896, 
paper, Is. E. & F. N. Spoir 

4551 Henty, Ernest G., and Starkey, E. A.— Australian idylls and bush 

rhymes. 80 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net. Digby, Long 

4552 Herbert, Lady— Wajrside tales. New edition. 160 pp. Cr. 8vo, 1896, 

cloth, Is. Catholic Truth Societt 

4553 Herbert, Rev. Septimus— Whispers of truth from the stars. Diagrams. 

Cr. 8vo, 1896, cloth, 2s. 6d. J. Nisbet 

4554 Hercat—Card tricks and conjuring. 2nd edition. 8vo, 1896, paper, Is. 

Dean 
4555* Herkless, Prof. John— Richard Cameron. (Famons Scots.) 152 pp. 
Cr. 8vo, 1896, cloth. Is. 6d., extra cloth, 2s. 6d. 

Oliphant, Anderson, & Ferriek 

By the aid of the Woodrow M8S. at the Advocates' Library, Prof. Herkless has 
attempted to dissipate the shadows shrouding the figure of the "Lion of the 
Covenaut." 

4556 Herman, H.— The great Beckleswaithe mystery, and how it was 

solved : a novel. 256 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Simpkin 

4557 Hewlett, Maurice -Songs and meditations. 136 pp. Sm. or, Svo, 1896, 

cloth, 58. A, Co:istabli3 

4558 Hill, Dr. George Birkbeck— Talks about autographs. 191 pp. Ill¥»- 

Dy. 8vo, 1896, cloth, 12s. Fisher UNwm 

4559 Hill, Hilton—Eyes that do not see. 336 pp. Cr. 8vo, 1896, cloth, 68. 

SlMPKlir 

4560 Hobbes, John Oliver, Pseud. (Mrs. Craigie) — ^The herb moon : a fantasia, 

226 pp. Cr. 8vo, 1896, cloth, 6b. Fisbur Unwin 

• These books can be inspected by the public, free, at the Fublixhers* Ji'tnnuncnt 
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456i Hodder, Edwin— George Smith of Coalville : the story of an enthnsiast. 
Portrait. Ex. cr. 8vo, 1896, cloth, 5p. J. NiSBlT 

4562* Holdsworth, Annie E.— Spindles and oars. 8 + 252 p]). Cr. 8vo, 1896. 
buckram, 38. 6d. Wakd, Lock, & Co. 

4563* Holmes, F. M.— England's navy: stories of its ships and its services. 
With a glance at some navies of the ancient world. Illustrations. 320 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. S. W. Paetridgi 

Written for juvenile readers, and bound as a presentation volume. 

4564 Holmes, Fred— A man amongst men. 240 pp. Cr. 8vo, jL896, cloth, 

3s. 6d. uiGBY, Loyo 

4565 Holroyd, Maria Josepha, Lady Stanley of Alderley, The girlhood of 

— Recorded in letters of a hundred years ago, from 1776 to 1796. Edited 
by J. H. Adeane. 18 -f 374 pp. Portraits, 8vo, 1896, half vellum, 18s. 

Longmans 

4566 Hopper, Nora— Under quicken boughs. 152 pp. Cr. 8vo, 1896, cloth, 

5s. net. John Lane 

4567 Homaday, W. T. — The man who became a savage: a story of our 

own times. 8 + 413 pp. lllue. Cr. 8vo, 1896, cloth, 6b. Kegan Paul 

4568 Homung, E. W.— The rogue's march. 444 pp. Ex. cr. 8vo, 1896, cloth, 

6s. Cassell 

4569 Housman, Laurence — ^All fellows : seven leprends of lower redemption, 

with insets in verse. 138 pp. lUus. Imp. 16mo, 1896, cloth, 6s. 

Kegan Paul 

4570 Housman, Laurence — Green arras: Poems with six illustrations, end 

papers, title page and cover design by the author. 90 pp. Cr. 8vo, 1896, 
cloth, 5s. net. John Lanb 

4571 Howatt, Rev. J. Reid— -The children's preacher. Ex. cr. 8vo, 1896, 

cloth, 6s. J. NiSBET 

4572 Howatt, Rev. J. Reid— A night in Bethlehem, fifty years after : religions 

story. Long fcp., 1896, paper. Is. ; cloth. Is. 6d. J. Nisbet 

4573 Hojrtema, Th. van— The happy owls. Translated. 20 pp. Ulus. Cr. 4to, 

boards, 28. 6d. H. Henry 

4574 Hubble, Arthur— Experimental science*, a school course of practical 

exercises in elementary physics (mainly quantitative), including some 
fundamental principles in mechanics. 254 + 16 pp. lllus. Cr. 8vo, 
1896, cloth, 5s. Chapman Aj Hall 

4575 Hudson, F. H.— The vagaries of love. 132 pp. Cr. 8vo, 1896, cloth, 

Is. 6d. DiGBT, Long 

4576 Hudson, William Henry— Studies in interpretation : Clough, Keats, 

Matthew Arnold. 221 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

G. P. Putnam's Sons 

4577 Hughes, Bev. Henry — Religious faith : an essay in the philosophy of 

religion. 16 -f- 337 pp. Dy. 8vo, 1896, cloth, 12s. Kegan Paul 

4578 Hume, Fergus, P^et^e^.— A marriage mystery. 272 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. DiGBY, Long 

4579 Hungerford, Mrs.— Nora Creina. New edition. 8 + 328 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Chatto & Windus 

4580 Hunt, Violet— The way of marriage. 400 pp. lllus. Cr. 8vo, 1896, 

cloth, 6s. Chapman & Hall 

4581* Hunter, Sir W. W.— Life of Brian Houghton Hodgson, British Resident 
at the Court of Nepal. Portrait. 10 + 392 pp. 8vo, 1896, cloth, 14s. 

John Mubrat 
In addition to the portrait there are seven other illustrations. 

• These books can h* inspected bif the puhHo, frfp, nt the I'uOlishf.rs* Permanent 
Book ^Exhibition, 10, Bloonubury Sive^t, London, W,C, 
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4582 Huntingdon, Key. Georges-Random recollections of some noted 
bishops. New edition. Portrait. Cr. 8vo, 1896, cloth, 3s. 6d. net. 

J. Hodges 

4583* Hutchinson, Rev. H. N.— Prehistoric man and beast With iUnstrations by 
Cecil Aldiii. 26 + 300 pp. Svo, 1896, cloth, 10s. 6d. Smith Elder 

The author's purpose has heeo to give a popular account of the results of the most 
recent researches in the fields of geology and archaeology. 

4584 Hutchison, G. A., and Wood, Theodore -Children's natural history. 

bbpp. lllns. Imp. 8vo, 1896, paper boards. Is. Religious Tract Socirty 

4585 Ignotus, Pseudr— The supremacy and sufficiency of Jesus Christ as set 

forth in the Epistle to the Hebrews. 223+7 pp. Cr. 8vo, 1896, cloth, 
3s. 6d. W. Blackwood 

4586 In the green leaf and sere. By " A son of the marshes." Edited by J. A. 

Owen. Illustrated by G. C. Haite and D. C. Nicholl. 288pp. La. post 
8vo, 1896, buckram, 78. 6d. Kegan Paul 

4587 Ingram, Aldyth— Smirched. 134 pp. Or. 8vo, 1896, cloth, Is. 6d. 

DiGBY, Long 

4588 Ingram, Rev. John — Self-improvement: a book for young men. 48 pp. Fop. 

8vo, 1896, leatherette, 6d. Wesleyan Methodist S.S. Union 

4589 Iota, Pseud. (Mrs. Mannington CafEyn)— A Quaker grandmother: novel. 

2nd, 3rd editions. 352 pp. Cr. 8vo, 1896, cloth, 6s. Hutchinson 

4590 Iron and Steel Institute Journal. 612 pp. lllns. Dy. Svo, 1896, cloth, 

16s. E. & F. N. Spon 

4591 Irons, James Campbell— Autobiographical sketch of James CroU, 

LL.D., with memoir of his life and work by James Campbell Irons. 
553 + 8 pp. Portraits. Dy. 8vo, 1896, cloth, 12s. E. Stanford 

4592 Irving, Washington — Bracebridge Hall; or, the humonriBts. Snrrey 

edition. 2 vols. Vol. I., 6 + 326 pp. ; Vol. IL, 6-1-328 pp. IIIds. La. cr. 
8vo, 1896, cloth, 25s. net. G. P. Puinam's Sons 

4593 Irving, Washington— Christopher Columbus, his life and voyages. 

144-412 pp. lUus. (Heroes of the nations.) Cr. 8vo, 1896, cloth, 5s.; 
loxbnrghe and cloth, extra gilt, 6s. Gr. P. Putnam's Sons 

4594 Irving, Washington, Stories and legends from. 8-f 312 pp. Illus. Dy. 

8vo, 1896, cloth, 63. Gr. P. Putnam's Sons 

4595 Irwin, H. C— A man of honour : novel. 405 pp. Cr. 8vo, 1896, cloth, 6s. 

A.& C. Blao 

4596 J., A. M.— Should auld acquaintance be forgot. 245 pp. lllns. Cr, 

8vc, 1896, cloth, 3s. 6d. Fisher TJnwin 

4507* Jacobs, Joseph, ed.—The book of wonder voyages. Illustrated by John 
D. Batten. 12 + 224 pp. Sm. 4to, 1896, cloth, 6s. D. Nutt 

4S08 Jack, Florence B.--The art of cooking for invalids in the home and in 
the hospital. 190 pp. Cr. 8vo, 1896, cloth, 2s. Whittaker 

4509* Jackson, Dugald C, and Jackson, John Price— Alternating currents 
and alternating current machinery. 18+730 pp. La. cr. 8vo, 1896, 
10s. net. Macmillan 

This book forms the second volume of the "Text-book on Electro-Magnetism, and 
the Construction of Dynamos." The present work deals mainly with the funda- 
mental phenomena of alternating onrrents as met with in engineering practice, and 
points out their controlling principles and applications. 

• These books can be inxpecied bi/ the public ^ fret'y at the FublisJers' Petmanent 
Book Exhibition, 10, Bloomsbury Street, London, W.C, 
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46oo* Jameson, Mrs. A. M.—Shakspeares heroines, Characteristics of women, 
mond, poetical, and historical. (The new library.) 332 pp. Gr. 8to, 
1897, cloth, 28. 6d. G. Nbwkes 

A reprint of the second edition of the *' Heroines," tnd the first of the 
" Charaoteristics." 

4601 Jastrow, Morris -Dictionary of the Targ^umim, the Talmud Babli and 

Yerushalmi and the Midrastic literature. Part IX. 96 pp. 4to, 
1896, boards, 5s. net. Luzag 

4602 Jd>b, Mrs. C. S.— Some unconventional people: short stories. 

218 -f 8 pp. Or. 8vo, 1896, cloth, 38. 6d. W. Blackwood 

4603 Jeiferies, Richard — Jefferies land : a history of Swindon and its environs 

Edited with notes by Grace Toplis. 220 pp. lUus. and map. Or. 8vo, 
1896, cloth. SiMPKiN 

4604 Jepson, Edgar— The passion for romance. 6 + 378 pp. La. cr. 8vo, 

1896, cloth, designed by Walter Spindler, 1896, 6s. H. Henbt 

4605* Jerdan, Rev. Charles— Messages to the children : seventy-two short 
sermons to yonng people. 16 + 416 pp. La. cr. 8vo, 1896, cloth, 5s. 

Oliphant, Anderson, Aj Ferbier 

4606* Jersey, The Countess of— Eric, Prince of Lorlonia: or, the valley of 
wishes ; a fairy tale of the days of chivalry. With illustrations by Alice R. 
Woodward. 8 + 182 pp. Fcp. 8vo, 1895, cloth, 28. 6d. Macmillan 

4607 Johnson, F. R.— Practical hints for light railways at home and abroad. 

32 pp. Illus. Cr. 8vo, 1896, cloth, 28. 6d. E. & P. N. Spon 

4608 Johnson, George— Mercantile practice. 163 pp. Cr. 8vo, 1896, cloth 

2s. 6d. net. Effingham Wilson 

4609 Johnstone, Edith— The Douce family. 213 pp. Obi. 24smo, 1896, cloth, 28 

Fisher Unwin 

4610 Jones, Dora M.— The duke's ward : a romance of old Kent. Illustrated 

by Ida Levering. 186 pp. Cr. 8vo, 1896, cloth, 2s. 

Oliphant, Anderson & Perrier 

4611* Jones, Francis— A junior course of practical chemistry. With a preface 
by Sir H. E. Roscoe. New edition. 8 + 192 pp. Cr. 8vo, 1896, cloth, 
2s. 6d. Macmillan 

This new edition has heeD revised throughout and partly re-written. The book 
has been reset, and ito size altered from the previous editions. 

4612 Jones, Rev. Harry— Prince Boohoo and Little Smuts. 320 pp. Illus. 

La. cr. 8vo, 1896, cloth, 6b. Gardner, Darton & Co. 

4613 Jones, Newton — The captain on the bridge : outline Bible studies and 

addresses. 70 pp. Illus. 4to, 1896, cloth, 2s. 6d. net. H. R. Allenson 

4614 Kapp, Gisbert— Transformers for single and multiphase currents. 

254 pp. Illus. Cr. 8vo, 1896, cloth, 6s. Whittaker 

4615* Katawampus Kantides. Music by J. P. Bridge, and words by his honour 

Judge E. A. Parry. 20 pp. Imp. 8vo, 1896, paper, Is. D. Nutt 

4616* Keen, J. O.— Tom Sharman and his college chums. 320 pp. Cr. 8vo, 

1896, cloth, 2s. S. W. Partridgi 

4617 Kelly, Mrs. Tom— A leddy in her ain right. 291 pp. Frontispiece. Cr. 

»vo, 1896, cloth, 6s. Hurst & Blackett 

4618 Kelly's directory of the West Riding of Yorkshire. 9th edition 

3,100 pp. Imp. 8vo, 1896, cloth, 36s. Kelly & Co. 

4619* Kent, Dr. Charles Foster— A history of the Hebrew people, from the 
settlement in Canaan to the division of the kingdom. With maps a^d 
plans. 22 + 220 pp. Cr. 8vo, 1896, cloth, 6s. Smith, Elder 

The author explaios that " the purpose in the present work is to iotroduoe the 
general as well as the technical Bible student to the essential features of the 
political, social, and religious life of the Hebrew people." 

* Tkese books can be inspected by the puhUc, J'>ee^ at Ike Publuhers' JPermanemt 
Book Exhibition, 10, BlooiiMbury Utieet, London, fT.C. 
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4fi20* Keraahan, Coulson— The child, the wise man, and the devil. 82 pp. 
Long fop. 8vo, 1896, paper, Is. James Bowdek 

A fantutio short ftory written tor the purpose of ntisf jing those who are yet 
debating with themselyes on the fundamental problems of religion and life. It u a 
companion book to the same author's ** God and the ant.** 

4621* King, Pauline— Alida Craig. With illnstrations by T. K. Hanna, jr. 2 + 
290 pp. 12mo, 1896, oloth, 3s. 6d. net. Elkin Mathews 

4622* Kingsley, Charles— Westward Ho ! or, the yoyages and adyentures of Sir 
Amyas Leigh, kni^zht. 2 vols. Vol. I., 10+484 pp. Yol. II., 8+476 
pp. La. cr. 8vo, 1896, cloth extra, 21s. Macmillan 

A special Sdition de luxe with 84 illustrations by Charles E. Brock. 

46?3* Kingston, W. H. G.— Manco, the Peruvian chief; or, an Englishman's 
adventures in the country of the Incas. Illustrated hy L. Speed. 820 
pp. Cr. 870, 1896, cloth, 2s. 6d. S. W. Partridge 

4624* Kipling birthday book, The. Compiled by Joseph Finn. (Authorised hy 
Rudyard Kipling.) 4+278 pp. Roy. 16mo, 1896, cloth, 2s. 6d. 

Macmillan 

4625 Kirlew, Marianne— The story of John Wesley. 168 pp. Illus. Fep. 
870, 1896, cloth, Is. 6d., also 2s. Weslkyan Mbth. S.S. Union 

4626* Knight, A. E. — ^Victoria, her life and rei^ ; an illustrated hiography of the 
Queen from the year 1819 to the present time. 320 pp. Cr. 8to, 1897, 
cloth, 3s. 6d. S. W. Partridge 

4627 Knight, Francis A. — In a west country. Illus. Roy. 16mo, 1^96, cloth, 

6s. SiMPKIN 

4628 Knight, W. H. — Diagramettes : photo-zincograph reductions from large 

diagrams, with brief descriptive references for use as students' notes and 
sketches. 56 pp. Illus. Oblong paper, Is. net. Chapman & Hall 

4629 Kneipp, Father Sebastian— The care of children in sickness and 

health : counsels on the hygiene of childhood. 8vo, 1896, cloth, 5s. 

H. Grbvbl 

4630 Kroeker, Kate Freiligrath— Germany. (Children's study. Vol. IV.) 244 

pp. Dj. 8vo, 1896, limp cloth, 28. 6d. Fishbr Unwin 



4631* Lamond, Rev. John — Modem Palestine, or the need of a new crusade. 
Illus., maps and plans. 256 pp. Post 8vo, 1896, cloth, Ss. 6d. net. 

Oliphant, Anderson, <fe Ferbibr 

A eeries of lectures delivered to the author's oon^egation, rewritten in narratiTe 
form, embodying his experienoes in the Holy Land. 

4632 Lang, Andrew, ed.—The animal story book. Illustrated by H. J. Ford. 

14+400 pp. Cr. 8vo, 1896, cloth, 6s. Longmans 

4633 Langley, Hugh— The tides ebb out to the night. 8+311 pp. La. cr. 

870, 1896. Cloth, designed by Walter Spindler. 6s. H. Henry 

4634* Laurie, Andre P«eM(i.— The crystal city under the sea. Translated from the 
French by L. A. Smith. Illus. 8 + 294 pp. Cr. 8vo, 1896, cloth, gilt 
edges, 6s. S. Low 

4635 Lawrence, Rev. A. E. Barnes— Secrets of sanctity : (Deeper life series). 

Sm. cr. 8vo, 1896, cloth, 2s. 6d. J. Nisbbt 

4636 Lajrng, A. E.— Euclid's elements of geometry. Books I. and II. ; with 

notes, examples, and exercises. (Elementary text-books.) 128 pp. 1896, 
limp oloth. Is. 3d. Blackib 

4637* Le Querdec Yves— Letters of a country vicar. Translated from the 
French by Mara Gordon-Holmes. 4+322 pp. Cr. 8vo, 1897, oloth, 5s. 

Heinemann 

• These books can h* inspected hy the public, fr^e, at the Publishers' Fermanmf 
Book Ethibition, 10, Bloomtbwry Street, London, W,C, 
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4638 Lee, Oswin A. J.— Among British birds in their nesting haunts. 
Illustrated Dy the camera. Part I. 40 pp. Folio, 1896, boards, lOs. 6d. 
net. Dayid Douglas (Edinbnrgli) 

4639* Lehmann, Rudolf— Men and women of the century: being a collec- 
tion of portraits and sketches. Edited, with introduction and short 
biographical notes, by H. C. Marillier. 30-1-80 pp.-fSO plates. Med. 4to, 
1896, art canvas, £3 3s. G. Bell 

The volume forms a portrait gallery of some of the most famous men of the 
century. Id his long artistic career, Mr. Lehmann met and became acquainted with 
the most representative per^onat^es of Europe, in literature, science, politics, and 
art. His present volume is a kind of artistic reminiscence of these meetings. Mr. 
Marillier's introduction is biographical of the artist. 

4640 Leighton, Lord Frederick -Addresses to the students of the Royal 

Academy. 310 pp. Frontispiece portrait. Dy. 8vo, 1896, cloth, 7s. 6d. 

Kegan Paul 

4641 Leonard, Major Arthur Glyn— How we made Rhodesia. 2nd edition. 

6 + 366 pp. Cr. 8vo, 1896, cloth, 6s. Kegan Paul 

4642 Lester, L. V.— A memoir of Hugo Daniel Harper, D.D., late principal of 

Jesus College, Oxford, and for many years headmaster of Sherhorne School, 
Dorset. 7 + 232 pp. Cr. 8vo, 1896, cloth, 5s. Longmans 

4643* Letters received by the East India Company from its servants in the 

east. Vol. I., 1602-1613. With an introduction by F. C. Danvers. 

42 + 364 pp. 8vo, 1896, cloth, 21s. net. S. Low 

The volume is published under the patronage of the Secretary of State for India. 

The letters tbenipelvps have been transcribed from the "original correspondence" 

saries of the India Office Eecordn. They may be considered as a continuation of the 

*• First Letter Book of the East India Company," printed by Mr. Quaritch in 1893. 

4644 Lewis, J. Slater— The commercial organisation of factories. 676 pp. 
Roy. 8vo, 1896, cloth, 28s. E. & F. N. Spok 

464s Linton, Elizabeth Lynn— Twixt cup and lip. 366 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. DiGBY, Long 

4646 Little journeys to the homes of American authors. By various authors. 

388 pp. lilus. 16mo, 1896, cloth, 5s. G. P. Putnam's Sons 

4647 Lodge, Mrs.— The mystery of Bloomsbury crescent. 258 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. Digby, Long 

4648 Loew, Oscar— The energy of living protoplasm. 4+116 pp. Cr. 8vo, 

1896, paper, 28. 6d. Kegan Paul 

4649* London University Guide for the year 1896-7. 20 +218-1- 64 pp. Cr. 8vo, 
1896, cloth, gratis. W. B. Clite 

looludes advice as to text-books for theyarious examinations, and a calendar of the 
University Correspondence College. 

4650* Long, John Luther— Miss Cherry-Blossom of Tokyo. 8 + 364 pp. 
Cr. 8vo, 1896, cloth, 6s. J. Macqubin 

4651 Longman's Magazine, Vol. XXVIII. ; May, 1896, to October, 1896. 643 pp. 

8vo, 1896, cloth, 6s. Longmans 

4652 Lowell, A. Lawrence— Government and parties in continental Europe. 

Two vols. Vol. I., 14 + 377 pp. ; Vol. II., 8 + 455 pp. 8vo, 1896, cloth, 
21s. Longmans 

4653 Lucan— Pharsalia, translated into blank verse, with some notes by Edward 

Ridley. 18 4- 336 pp. 8vo, 1896, cloth, 14s. Longmans 

4654 Lucas, Winifred— Units : poems. 78 pp. Fcp. 8yo, 1896, cloth, 3s. 6d.net. 

John Lake 

46SS* Lynch, Hannah— Denys D'Auvrillac : a story of French life. 8 + 324 pp. 
Cr. 8vo, 1896, cloth, 68. J. Macquiek 



• These hooks can be inspected by the public, free, at the Publisher^ Permanent 
Book Exhibition, 10, Bloomsbury Street, London, TT.C. 
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4656* Mabinogiou (O Lyfr Coch Hergest)— Goly^wyd gan J. M. Edwards. Fonr 
illustrations. 4 + 96 pp. Long l2mo, 1896, cloth, Is. 

Hughes (Wrexham)' 
Mr. Edwards has edited four of Ihe romances of the Red Book of Herge«»t in the 
original Welsh. The four are: Pw\ll, Pendefiif D>fed; Bran wen Perch Llyr; 
Manawyddan Fab Llyr; and Math Fab Mathonwy. 

4657 McCarthy, Justin Huntley— The royal Christopher. 8 + 316 pp. 

Cr. 8vo, 1896, cloth, Ss. 6d. Chatto & Windus 

4658 MacCartie, Justin Charles— The Darleys of Dingo Dingo : a modern 

Australian story. Popular edition. 6 + 353 pp. Or. 8v^o, 1896, cloth, 
3s. 6d. Gay & Bird 

4659 Macleod, Mary— In the dragon's mouth. 128 pp. Illus. Cr. 8vo, 1896, 

cloth, Is. Gardner, Darton & Co. 

4660 MacCu»»> John— Ethics of citizenship. 3rd edition. 12 4- 146 pp. 

Or. 8vo, 1H96, cloth, 2s. 6d. MACXiEHOSE (Glasgow) 

4661* Macdonald, N. Allan— For stark love and kindness. 371 pp. Dy. 8vo, 
1896, cloth, 6s. Oliphant, Anderson, & Ferrier 

A story of the Field of Flodden. 

4662 MacGibbon, David, and Ross, Thomas— The ecclesiastical architecture 

of Scotland. Vol. II. 582 pp. Illus. Roy. 8vo, 1896, buckram, 42s. 
net. David Douglas (Edinburgh) 

4663 McKean, M. and J.— The children of Melby Hall : being talks and stories 

of plant and animal life in the world around us. 140 pp. Illus. Post 
8vo, 1896, cloth. Is. W. & R. Chambers 

4664 McKechnie, William Sharp— The state and the individual : an introduc- 

tion to political science, with special reference to sociaKstic and 
individualistic theories. 16 + 452 pp. Dy. 8vo, 1896, cloth, 10s. 6d. net.- 

Maclehose (Glasgow) 

4665* Mackenzie, Sir James D.— The castles of England : their stories and 
structure. 2 volumes. Vol. I. 24 + 476 pp. Vol. II. 8 + 448 pp. 
Imp. 8vo, 1897, buckram, £3 3s. net. Heinemann^ 

Illustrated with forty plates, 168 illustrations in the texts and 70 plans. 

The author, considering the enduring interest attaching to the relics of the 
military architecture of England, has attempted to collect whatever is known of 
these fastnesses. Uis work is practically a reference book of information culled from 
county histories, and the proceedings of the various Archaeological Societies of the 
country. In all he has described 660 castles, including many now non-existent. 

4666* Macnaghten, Chester— Common thoughts on serious subjects : being- 
addresses to the elder Kumars of the Rajkumar College, Kathiawar. With 
an introd action by Robert Whitelaw. Portrait and 2 illustrations. 8 + 304 pp. 
La. cr. 8vo, 1896, cloth, 9s. John Murray 

4667 Maldon, W. J.— Farm buildings and economical agricultural 

appliances. 192 pp. Illus. (Agricultural series.) Sm. cr. 8vo, 1896, 
cloth, 5s. Kegan Paul 

4668 Mann, Mary E. — ^There was once a prince. 2nd edition. 4 + 313 pp. 

Frontispiece. Cr. 8vo, 1896, cloth. Designed by Alan Wright. 3s. 6d. 

H. Henrt 

4669 Mann, Mary E.— When Arnold comes home. 4 + 258 pp. Frontispiece. 

Cr. 8vo, 1896, cloth, designed by Alan Wright. 3s. 6d. H. Henry 

4670 Marchant, Bessie— Weasel Tim. 128 pp. Illus. 7 + 4| inches, 1896, 

cloth, Is. Wesleyan Methodist S.S. Union 

4671 Marmery, J. Villin— Wit, wisdom, and folly: pen and pencil flashes. 

Illustrated by Alfred Touch emoliu. 8vo, 1896, cloth, 6s. An Edition de 
Luxe, limited to 100 copies, 21s. net. Digby,, LoKa 

• These books can be inspected by the public, f'^ee, at the PuhUshers' Permanent 
Book Sxhibition, 10, Bloomshury Street, London, W.C. 
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4672 Marquand, Allan, and Frothingham, Arthur L., jr.— A text-book of 

the history ot sculpture. (CoUef^e histories of art; edited bj John C. 
Van Dyke.) 20+293 pp. lUus. Cr. 8vo, 1896, cloth, 6s. Longmans 

4673 Marriott, S.— To Winnipeg, Manitoba, and back. 120 pp. 16mo, 

1896. paper. Is. Simpkin 

4674 Marryat, Florence— The dream that stajred : novel. 352 pp. Cr. 8to, 

1896, cloth, 68. HUTCHIHSON 

4675 Marshall, Emma— A haunt of ancient peace. 8 + 353 pp nias. Large 

cr. 8vo, 1896, cloth, 5s. Sbilh 

4676 Marshall, Emma— Only Susan. Illustrated bj W, Lance. Ex. cr. 8to, 

1896, cloth, gilt, 5». J. Nisbbt 

4677 Marshall, Emma — Sir Benjamin's bounty. Illnstrated bj Enoch Ward. 

Sm. cr. 8vo, 1896, cloth, Is. 6d. J. Nisbit 

4678* Marshall, Emma— The two Henriettas. Frontispiece. 320 pp. Cr. 8to, 
1896, cloth, 3s. 6d. S. W. Pabtbidge 

4679* Marson, Charles L.— Turnpike tales. 8 + 180 pp. Cr. 8vo, 1897, cloth, 
3s. 6d. net Elkin Mathews 

4680* Mason, A. E. W.— A romance of Wastdale. 4 +140 pp. Cr. 8vo, 1895, 

cloth, 3s. 6d. net. Elkin Mathews 

4681 Mason, Arthur James— The conditions of our Lord's life upon the 

earth : being five lectures delivered on the Bishop Paddock foundation in 
the general seminary at New York, 1896, to which is prefixed part of a 
first professorial lecture at Cambridge. (Bishop Paddock lectures, 1896.) 
24+ 194 pp. Cr. 870, 1896, cloth, 5s. Longmans 

4682 Mason, Charlotte— For others ; or, the golden rule. Illos. Sm. cr. 8vo, 

1896, cloth. Is. J. NiSBET 

4683 Muther, Prof. Richard— The history of modem painting. Ti»nslated by 

Ernest DowBon, Oeorge Arthur Greene, and Arthur Cecil Hillier. 3 vols. 
Vol.1. 12+604 pp. Vol. IL, 12+836 pp. Vol. III., 12+872 pp. Bins. 
Imp. 8vo, 1896, cloth, £2 15s. net. | mor. gilt top, designed hy Howard 
Stringer, £3 15s. net. H. Henry 

4684 Mathers, Helen— The juggler and the soul. 220 pp. Cr. 8vo, 1896, cloth, 

38. 6d. ' Skbfpington 

4685 Maxwell, Sir Herbert— Dumfries and Galloway. 404+ 14 pp. 4 maps, 

Dy. 870, 1896, cloth, 7s. 6d. net. W. BLACKWOOf 

4686* May, Phil— Gutter-snipes. 50 ori^nal pen-and-ink drawings of gutter 

children at their games. 4to, 1896, stiff covers, 2s. 6d. Leadbnhall Priss 

4687 Maylard, A. E.— The surgery of the alimentary canal. 24+4 pp. lUns. 
8vo, 1896, cloth, 25s J. & A. Churchill 

4688* Mayor, Joseph B.— Guide to the choice of classical books. New supple- 
ment. (1879-1896.; 26+128 pp. Cr. 8vo, 1896, cloth, Ss. D. Nutt 

4680 Meade, L. T.— Good luck. Illnstrated by W. Lance. Cr. 8vo, 1896, cloth, 

2s. 6d. J. N18BIT 

4690 Meade, L. T.— Merry girls of England. 288 pp. Illns. Ex. cr. 8to, 

1896, cloth, 3s. 6d. Cassbll 

4691 Meade, L. T.— The voice of the charmer. New edition. 8 + 312 
pp. Illus. Cr. 8vo, 1896, cloth, 38. 6d. Chatto AWindus 

4692 Medico-chirurgical transactions. Vol. LXXIX. (Second series. Vol 
61.) Published by the Royal medical and chimgical society of London. 
113 + 341 pp. Illns. 8vo, 1896, cloth, 23s. Longmahs 

4j603 Mere Pug : the romance of a dog. 220 pp. By Nemo. Cr. 8vo, 1896^' 
cloth, 2s. 6d. DiGBT, Lohg 

* These books can h" inspected hi/ the puhUc, fr^e^ at the Puhlishers' Permament 
Book E'hibition, 10, Bloom bury Street^ London, W,C. 
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4694 Meredith, George. Works. Complete edition 32 vols. Vela. 1. 11. Richard 

FeverelL Dy. 8vo, 1896, cloth, lOg. 6d. net each. A. Constable 

4695 M^rimee, Prosper— Carmen : translated from the French, and illustrated 

by E. H. Garrett. 30 + 118 pp. Cr. 8vo, 1896, cloth, 6s. net. 

J. M. Dent 

4696 Merrick, Leonard.— Cynthia. 2 vols. 4+200 pp. each. Cr. 8vo, 1896, 

cloth, lOs. net. Chatto & Windus 

4697 Merriman, Mansfield, and AVoodward, Robert S.— Higher mathe- 

matics : a text-book for classical and engineering colleges. 12 + 576 pp. 
Dy. 8vo, 1896, cloth, 2ls. net. Chapman & ELall 

4698 Merriman, Margaret E.— Mirli's ring. 166 pp. Cr. 8vo, 1896, cloth, Is. 

Catholic Truth Society 

4699 Meyer, Eev. F.— Reveries and realities ; or, life and work in L<mdon. 128 

pp. Frontispiece. La. Cr. 8vo, 1896, cloth, 2s. 6d., cloth gilt, 3s. 6d. 

MoEGAN & Scott 

4700 Mesmell, Alice— The children : essays. 96 pp. Fcp. 8vo, 1896, cloth, 3s. 6d. 

net. John Lane 

4701 Middleton, G. A. T.— Linear perspective. 32 pp. Diagrams. 8vo, 1896, 

paper. Is. Batsford 

4702 Miles, A. H., ^i.— Fifty-two stories of the British navy. 456 pp. Dins 

La. cr. 8vo, 1896, cloth, 5s. Hutchinson 

4703 Miles, A. H., c^.— Fifty-two stories of pluck and peril for bo]rs. 456 pp. 

Illus. La* cr. 8vo, 1896, cloth, 5s. Hutchinson 

4704 Miles^ A. H., ee^.— Fifty-two stories of pluck, peril, and romance for 

g^U'ls. 448 pp. Illns. La. cr. 8vo, 1896, cloth, 5s. Hutchinson 

4705 Millais, Sir E., Stables, Dr. Gordon, and others — ^The dog-owners 

annual for 1897. 200 pp. Illus. 8vo, 1896, cloth, 2s., paper, Is. 

Dean 

4706 Miller, Hugh— The dream of Mr. H.— the herbalist 70 pp. Frontis- 

piece. Or. 8vo, 1896, cloth. W. Blackwood 

4707* Milman, Helen— In the garden of peace. Illnstrated hy Edmnnd H. 
Vere. 182 pp. (Arcady library.) Cr. 8vo, 1896, cloth, 5s. net. 

John Lane 

4708 Miniken, Bertha M. M.— An English wife. 352 pp. Cr. 8vo, 1896, cloth, 

6s. DiGBT, Long 

4709 Modem Scottish worthies. Thomas Chalmers, Dr. Kidd, David Brewster, 

James Y. Simpson, Alexander Dnff, Robert Moffat, David Livingstone, 
W. C. Bams, Thomas Guthrie, Norman MacLeod, R. M. McChejne, 
Horatins Bonar. Introduction hy Rev. J. H. Wilson. 192 pp. Portraits. 
Sm. 4to, 1896, cloth, Is. 6d. Religious Tract Society 

4710* Molesworth, Mrs. — The oriel window. Dlnstrated hy L. Leslie 
Brooke. 10+182 pp. Cr. 8vo, 1896, cloth. 4s. 6cl. Macmillan 

4711 Molesworth, Mrs.— Uncanny tales. 236 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Hutchinson 

4712 Moncrieff, Hon. Frederick — ^The provost marshall ; a romance of the 

middle shires. 365+4 pp. Cr. 8vo, 1896, cloth, 6s. W. Blackwoo* 

4713 Monkhouse, Cosmo— The earlier English water-colour painters. 2nd 

edition. 14+270 pp. Illus. La. cr. 8vo, 1896, cloth, 6s. Seelby 

* The9€ books can he inspected hy the puhlic, free^ at the Puhlishers* JPermancut 
Book Exhibition, 10, H'oonubury Street, London, If'.C. 
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4714 Montgomery, Rt. Rev. H. H., Bishop of Tusmanta,--The light of Melanesia 

— a record of thirty -five years' mission work in the south seas. 256 pp. 
lllus. and map. Cr. 8vo, 1896, cloth, 3s: 6d. S.P.C.K. 

4715 Montresor, F. F.— False coin or true ? : novel. 2nd edition. 268 pp. 

Cr. Svo, 1896, cloth, Bs. 6d. Hutchinson 

4716 Montresor, F. F.— The one who looked on : novel. 5tli edition, 266 pp. 

Cr. Svo, cloth, Ss. 6d. Hutchinson 

4717 Moody, D. L.— Sowing and reaping : series of addresses. 128 pp. La. cr. 

8vo, 1896, cloth, 2s. 6d. ; cloth gilt, 3s. 6d. Morgan & Scott 

4718 Moore, Rev. E. W.—The Spirit* s seal. (Deeper life series.) Sm. cr. 8vo, 

1896, cloth, 2s. 6d. J. Hisbet 

4719 Moore, F. — Lepidoptera indica. Part. 26. 24 pp. Coloured plates. Dy. 

4to, 1896, paper, 15s. net. L. Reevb 

4720* Mordaunt, Sir Charles, and Vemey, Hon. and Rev. W. R. — ^Annals of 
the Warwickshire Hunt, 1795-1895. From authentic documents, 
in two vols. lUus. Vol. I. Z4+384 pp. Vol. IL, 12+340pp. Boy. 
8vo, 1896, cloth, £2 2s. net. S. Low 

Illustrated with 22 page plates, 33 other illustrations and maps. These illustra- 
tions are all entirely new. 

4721 Morris, J. H.— Geometrical drawing for art students. 4tli revised 

editioD. 188 pp. Cr. 8vo, 1896, clotu, Is. 6d. Longmans 

4722 Morris, Sir Lewis — Idylls and lyrics. 3rd edition. 6 + 164 pp. iJ'cp. 

8vo, 1896, cloth, 58. Kegan Paul 

4723 Morris, Sir Lewis. — Works. 8 vols, in cloth box. Fcp. 8vo, 1896, cloth, 

£1 128. Kegan Paul 

4724 Morton, J. W., and Hammer, E. W.-The X ray; or, photography 

of the invisible and its value in surgery. Written in collaboration. 
196 pp. Plates. Cr. 8vo, 1896, cloth, 4s. Simpkin 

4725 Moscheles, Felix.— In Bohemia with Du Maurier : the first of a series 

ot reminiscences. 146 pp. Illustrated by Du JVlaurier. Dj. Svo, 1896 
cloth, 10s. 6d. Fisher Unt^tn 

4726 Moule, H. C G.— In the house of the pilgrimage. 8 + 105 pp. Cr. 

8vo, 1896, cloth, 2s. 6d. • Seeley 

4727* Moulton, Louise Chandler— Lazy tours in Spain and elsewhere. 

10+378 pp. 8vo, 1896, buckram, 6s. Ward, Lock & Co, 

A record of impressions of a " lazy tour " in Spain, Italy, Switzerland, France, 
Grermany, and England — in fact, an American lady's literary expression of the sights 
and insights of the " grand lour." 

4728 Mount, Adela Frances— Bonny ; or, faithful unto death. 204 pp. lllus. 

Post 8vo, 1896, cloth, 2s. T. Nelson 

4729 Moyes, Dr. John— Medicine and kindred arts in the plays 

Shakespeare. 16 + 124 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Maclehose (Glasgow) 

4730 Muddock, J. E.— Without fear or faith. 368 pp. Cr. 8vo, 1896, cloth, 68. 

DiGBY, Long 

4731 Mulholland, Rosa— Marcella Grace. New illustrated edition. 368 pp. 

Cr. 8vo, 1896, cloth, 68. Kegan Paul 

4732 Munster, Countess of— Ghostly tales. 328 pp. lllus. Cr. 8vo, 1896, cloth, 

6s. Hutchinson 

4733* Murche, Vincent T.— Domestic science readers.. With preface hj Mrs. 

E. M.Burgwin. Book IV. 220 pp. Fcp. 8vo, 1896, cloth, Is. 4d. 

Macmillak 
4734 Murray, Rev. Andrew— Money : thoughts for Good's stewards. (Upward 

life series). Long I2mo, 1896, cloth. Is. Mabshall Begs. 

• These books can be inspected hy the public, free, at the Ftiblishers' I*ermaneut 
Book Exhibition, 10, Bloomsbury Street, London, W.C. 
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4735 Murray, Rev. Andrew— Out of His fulness. Sm. or. 8vo, 1896, cloth, 

Is. 6d. J. NlSBET 

4736 Murray, Charlotte — Eon the good : verse. (Portrait.) Cr. 8vo, 1896, 

cloth, 2s. 66. J. NiSBBT 

4737 Murray, David Christie— A capful o' nails. 8 +304 pp. Or. 8vo. 1896, 

cloth, 3s. 6d. Chatto <te Windus 

4738* Nembhard, Mabel Fantasies. With illustrations hy Mand Linley 

Samboume, A. L. and M. Bowley, A. S. Gibson, and F. Reason. 10+ 198pp. 
Fcp., 8vo, 1896, cloth, 3s. 6d. George Allen 

4739 New standard story book : Standard I. 120th thousand. 96 pp. Illus. 

Cr. 8vo, 1896, paper, 6d. Abbot, Jones & Co. 

4740 Newth, G. S.— Chemical lecture experiments. Non-metallic elements. 

New and enlarged edition. 7 + 344 pp. Diagrams. Cr. 8vo, 1896, cloth, 
10s. 6d. Longmans 

4741* Nichols, Edward L., and Franklin, William S.— The elements of 
physics. 3 vols. Vol. II., Electricity and Magnetism. 10+272 pp 8vo, 
1896, cloth, 6s. net. Macmillan 

Written to supply a text-book for collej?e students. The frork mav not be read 
without a preyious Imowledge of differential caloulus. It is amply illustrated with 
diagrams and pictures of apparatus. 

4742 Nicholson, Claud— Ugly idol. 229 pp. (Keynotes series.) Cr. 8vo, 1896, 

cloth, 3:3. 6d. net. John Lane 

4743 Nicholson, Jessie L.— After long waiting. 2 vols. 624 pp. Cr. 8vo, 

1896, cloth, 12s. Httrst & Blackett 

4744 Oppenheim, M.— A history of the administration of the royal navy 

and of merchant shipping in relation to the navy from MDIX. 
to MDCLX., with an introduction treating of the preceding period. 
(Complete in itself, but forming Vol. I. of the complete history.) 411 pp. 
Illus. . Dy. 8vo, 1896, buckram, 15s. net. John Lanb 

4745* Osborne, Francis— Advice to a son. New edition. With an introduc- 
tion and notes by bis Honour Judge E. A. Parry. 32 4- 148 pp. Cr. 8vo, 
3896, cloth, 5s. net. D. Nutt 

The first part of the " Adyioe to a 8on " was published in 1656, and two years 
later, in 1658, appeared the second part. The present volume is a reprint of these 
original editions, collated with the 1722 edition, and to this Judge Parry has written 
a biographical and critical introduction. 

4746 O'SuUivan, Vincent— A book of bargains: short stories. 185 pp. 

Frontispiece by Aubrey Beardsley. Post 8vo, 1896, cloth, 4s. net. 

Leonard Smithers 

4747 Our ladye. The life of. Scriptural, traditional, and topographical. Com- 

piled from approved sources by M. P. 10+183 pp. Frontispiece. Cr. 
8vo, 1896, ''loth, 5s. Kegan Paul 

4748 Oxley, J. Macdonald— On the world's roof: tale for boys. Illustrated 

by Charles Whymper. Ex. cr. 8vo, 1896, cloth, Ss. 6d. J. Nisbet 

4749 Paget, Stephen— The surgery of the chest, for students and practi- 

tioners. 479 pp. Illus. 8vo, 1896, cloth, 10s. 6d. net. 

John Wright (Bristol) 

4750 Paine, Thomas — Writings. Edited by Moncure D. Conway. Library 

edition. 4 vols. Vol IV. 23 + 521 pp. 8vo, 1896, cloth, l2s. 6d. each. 

Gr. P. Putnam's Sons 

4751* Palgrave, Prof. Francis T. — Golden treasury of songs and lyrics. Book 
second. Edited, with notes, by W. Bell. 16+312 pp. Cr. 8vo, 1896, 
cloth, 3s. 6d. Macmillan 

An edition for the use of sohools of Mr. Palgraye's well-known anthology. 

* These books can be inspected by the pubLiCj free, at the Puhlixhers* Ftnnanent 
Book Exhibition, 10, Bloomslury Street, London, W.C. 
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4752 Pallander, Edwin— Across the zodiac ; a storj of adventure. 306 pp. 

Frontispiece. Cr. 870, 1896, pictorial cloth, 3s. 6d. Digby, Lokg 

4753 Parker, Rev. Joseph— Might have been. 16 + 344 pp. Cr. 8vo, 1896, 

cloth, 68. ChATTO <fe WiNDUS 

4754* Parker, Mrs. K. Langloh— Australian legendary tales ; folk-lore of the^ 

NooDgahbnrrahs as told to the Piccaninnies. With introduction by 

Andrew Lang. 16 + 132 pp. Sq. cr. 8vo, 1896, cloth, 38. 6d. D. Nutt 

The illufitntions are by a natiye artist, and the yolume also includes a speoimea of 

the native text. Mrs. Parker has coUeoted these tales from the Datives themselves. 

4755* Parry, Hia Honour Judge E. A. — Butterscotia ; or a cheap trip to fairy land. 

Illustrated by Archie ^lacgregor, with map. 8 + 170 pp. Sq. cr. 8vo, 

1896, cloth, 6s. D. Nurr 

4756 Paston, George— The career of Candida. 289 pp. lllus. Or. 8vo, 1896, 

cloih, 6s. Chapman & Hall 

4757 Paton, D. K.— The higher criticism : the apostasy of the age. 78 pp. 

8vo, 1896, paper. Is. 6d. Passmore <fe Alabaster 

4758 Patrick, C. H. Cochrane— The romance of Mary Sain. Illustrated hy 

E. Shute. 256 pp. Imp. 16mo, 1896, cloth, 3s. 6d. J. S. Virtue 

4759* Paul, Arthur— Waxing and waning of the crescent : territorial tyranny 
of the Turk, 1453-1896. 8vo, 1896, paper, Is. Gt. Philip 

A coloured map, with tabular 8tateinent» showing at a glance the date of conquest, 
and [>eriod of subjectioD, of the various Turkish depeodenoiets past and present, with 
tbeir proper relative {^roupiug and geographical distribution. 

4760 Peek, Hedley, ed—Tht poetry of sport: with a chapter on classical 

allusions to sport, by Andrew Lang, and a special preface to the Badminton 
library by A. E. T. Watson. 36 -f 420 pp. lUus. (Badminton library.) 
Cr. 8vo, 1806, cloth, 10s. 6d. LoNOMAifs 

4761 Pemberton, Max— A puritan's wife. 324 pp. lllus. Ex. cr. 8vo, 1896, 

cloth, 6s. Cassell 

4762 Penfield, Edward, e</.— Posters in miniature : reproduction of about 250 

of the most (celebrated English, French, and American specimens. Sq. cr. 
8vo, 1896, cloth, 5s. net. John Laxe 

4763 Peploe, Rev. H. W. Webb — ^All one : papers on Christian unity. (Upward 

life series.) Long 12mo, 1896, cloth. Is. Marshall Bbos. 

4764 Peploe, Re7. H. W. Webb— The life of privilege: devotional addresses. 

Portrait. Ex. cr. 8vo, 1896, cloth, 3s. 6d. J. Nisbet 

4765 Peploe, Rev. H. W. Webb— The victorious life : devotional addresses. Ex. 

cr. 8vo, 1896, cloth, 3s. 6d. J. Nisbet 

4766 Perram, Annie F.— Something to do, please ! 64 pp. Ulus. 6f + 4| 

inches, 1896, doth, 6d. Wesleyan Methodist S. S. Union 

4767 Peters, William Theodore— Posies out o' rings : poems. 77 pp. Sq. 16mo, 

1896, cloth, 2s. 6d. net. John Lane 

4768 Phelps, C. E. D.— Echoes from the mountains : poems. 8 + 87 pp. 16mo^ 

1896, cloth, 5s. G. P. Putnam's Sons 

4769 Phipson, Emma— Choir stalls and their carving: with lOO photo. 

lithographic plates, exhibiting 300 examples. 6 + 122 pp. 4to, 1896. 

cloth, £2 2s. net. Batsforp 

4770* Physics note book, with spaces for the pnpiFs drawings of experiments, 

(Britannia series.) 4 + 144 pp. 4to, 1896, boards, 2s. 6d. net. Macmillan 

4771 Pickering, Edgar^King for a summer. Illustrated by Warwick Goble. 

404 pp. La. cr. 8vo, 1896, cloth, 5s. Hutchinsoh 

4772 Pinero, Arthur W. — Plays. Fourteen published plays bound in French 

morocco gilt edges, enclosed in handsome leather case. No advertifled 
retail price. Hbinbmann 

4773 Plarr, Victor— In the Dorian mood. Ill pp. Cr. 8vo, 1896, cloth, 58. net. 

John Lani 

4774 Platts, W. Carter— The Tuttlebury tales. 217 pp. Cr. 8vo, 1896, cloth, 

2s. 6d. Digby, Long 

• These books can be inspected by the pwUic, free, at the Publishers* Fermanent 
Booh Exhibition, 10, Bloomsbury Street, London^ W,G, 
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4775* Pliny— The Elder Plin/s chapters on the histoiy of art. Translated hy 
K. Jex-BIake. With commentary and historical introduction by E. Sellers^ 
Frontispiece. 100 + 252 pp. Med. 8vo, 1896, cloth, 148. Macmillan 

The text used by the translator is that of Detlefsen. The introduction deals with 
the question of Pliny's Greek sources for the history of art. 

4776 Plummer, Rev. Alfred— A critical and exeg^etical commentary on St- 

Luke's Gospel. 88 + 590 pp. (International critical commentaiy 
series.) Post 8vo, 1896, cloth, 128. T. & T. Clark (Edinburgh). 

4777 Pocock, Roger— The dragon slayer. 404 4- 12 pp. Cr. 8vo, 1896, cloth, 

6s. Chapman & Hall. 

4778 Poe, Edgar Allan— Works. Fordham edition. 6 vols. Illus. Cr. 8vo, 1896,. 

cloth, 21s. HOUTLBDGB 

4779* Pollard, Eliza F. — ^The white dove of Amritzir : a romance of Anglo-^ 
^ Indian life. 320 pp. Cr. 8vo, 1896, cloth, 3s. 6d. S. W. Partridge 

4780 Pomeroy, Hon. Ernest— Sketches for scamps. 252 pp. Cr. 8vo, 1896^ 

cloth, 3s. 6d. DiGBT, Long 

4781 Porter, Rose — Life's everydajmess : papers for women. Long fcp. 8vo., 

1896, cloth, 28. J. NiSBET 

4782 Porter, Rose — My son's wife : story for the young. Sm. cr. 8vo Illus. 1896, 

cloth, Is. 6d. J. NiSBET 

4783 Powell, B. H. Baden— The Indian village community, examined with 

reference to the physical, ethnographic, and historical conditions of the 
provinces, chiefly on the basis of the revenue settlement records and district 
manuals. 16 + 456 pp. 8vo, 1896, cloth, 16s. Longmans- 

4784* Powell, F. York. Ed.—Fs^reyingSL Saga. The tale of Thrond of Gate,- 

commonly called Fsereyinga Saga. Englished by F. York Powell (Northern 

library. Vol. II.) Map. 48 + 84 pp. Sm. 4to, 1896, half buckram, 

7s. 6d. net. D. Nutt 

In a lengthy introduction Prof. York Powell deals bistorioally and critically with 

this particular Saga. 

4785 Powell, H. C. — The principle of the incarnation, with especial reference- 

to the relation between our Lord's divine omniscience and his human 
consciousness. 32 + 483 pp. 8vo, 1896, cloth, 16s. Longmans- 

4786 Pratt, Mrs. Ella Farman— Happy children. Illustrated by Prang. 

4to, 1896, cloth, 6s. net. GtAT and Bird- 

4787 Pratt, Lt.-Col. Sisson C. — Military law ; its procedure and pi-actice. 11th 

edition, 19 + 247 pp. (Military handbooks. Vol. V.) Sm. cr. 8vo, 1896, 
cloth 4s. 6d. net. Kegan Paul 

4788 Praed, W. M. — Every-day characters : poems. Illustrated by Cecil Aldin. 

75 pp. 1896, cloth, 6s. Kegan Paul 

4789 Presbyterian Alliance : Report of the sixth general council, edited by Rev. 

Gr. D. Mathews. Ry. 8vo, frontispiece, 1896, cloth, 7s. 6d. net. J. Nisbet 

4790 Price, A. T. G.— Simplicity. 147 pp. Sq. 16mo, 1896, cloth, 2s. net. 

John Lane 

4791 Price, Eleanor C. — Young Denys: a story of the days of Napoleon. 

314 pp. lUus. Post 8vo, 1896, cloth, 3s. 6d. W. & R. Chambers 

4792 Pritchard, Ada— Charles Pritchard : Life and work. 8 + 322 pp. Portrait. 

Dy. 8vo, 1896, cloth, 10s. 6d. Seeley 

4793 Prize for boys and girls — The annual volume. 1896. 164 pp. Ulus. 

Cr. 4to, 1896, paper, Is. 2cl. ; boards. Is. 6d. ; cloth, 2s. ; cloth gilt, 2s. 6d. 

Gardner, Darton & Co.. 

4704 Putnam, Irene— Songs without answer : poems. 7+ 93 pp. 16mo, 1896,. 
cloth, 58. Gt' P. Putnam's Sons 

• TheJte books can be inspected by the public, free, at the Fublifhers' Permahent 
Book Exhibition, 10, Bloomsbury Street, London, W,C, 

247 



Digitized by 



Googl( 



4795 Questions and answers for lessons on objects. 94 pp. (Sandford series.) 

Cr. 8vo, paper, Is. net. Simpkin 

4796 Raikes, F. W.— The maritime codes of Spain and Portugal. Translated 

and annotated. 212 pp. Dy. 8vo, 1896, cloth, 7b. 6d. net. 

Effingham Wilson 

4797 Raine, A. J.- Behind the veil : an idyl of the land of Christendom : poetry. 

35 pp. Fcp. 8vo, 1896, paper. Is. 6d. Kegan Paul 

4798* Raleigh, Maiy— John GiflFord : memories and letters ; edited by his sister. 

Portrait. 128 pp. Cr. 8vo, 1896, cloth, 2s. 6d. 

Oliphant, Anderson, & Feebieb 
4799 Raleigh history reader, Standard V. : stories from British history a.d. 

1603 — present time. 255 pp. With maps, plans, portraits, and 

engravings. Cr. 8vo, 1826, cloth, Is. 6d. Blaciie 

4800* Ramsay, William— The gases of the atmosphere, the history of their 
discovery. With portraits. 8 + 240 pp. 8vo, 1896, cloth, 6s. net. 

Macmillan 
A popular aooount of the discoveries of the constituents of the atmosphere, written 
with the view of leading up to the latest discovery of argon. 

4801 Rantkine, Rev. W. Henry— A hero of the dark continent : memoir of 

Rev. William Affleck Scott, Church of Scotland missionary at Blantyre. 
313+12 pp. Illus. Cr. 8vo, 1896, cloth, 5s. Blackwood 

4802 Raspe, Rudolph Erich— Baron Munchausen's travels. New edition. 

125 pp. lUus. Cr. 8vo, 1896, paper, 6d. Biggs 

4803 Ray, Anna Chapin— Dick, a story for boys and girls. 280 pp. Cr. 8vo, 1896, 

cloth, 6s. 6d. Gay & Bird 

4804 Ray, Anna Chapin— Half a dozen boys. Illustrated by F. J. Merrill 

318 pp. Cr. 8vo, 1896, cloth, 6s. 6d. Gay & Bird 

4805 Ray, Anna Chapin— Half a dozen g^irls. lUnatrated by ¥. J. Merrill. 

369 pp. Cr. 8vo, 1896, cloth, 6s. 6d. Gay & Bird 

,4806 Rea, Alice— Dalefolk. New edition. 306 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

Hurst & Blackett 
4807* Rees, Claude A.— Chun Ti-kung; his life and adventures: a novel. 

6+256 pp. Cr. 8vo, 1896, cloth, 6s. Heinemann 

4808* Renlow, Dr. H.— The human eye and its auxiliary organs, anatomically 
represented, with explanatory text. Revised and edited with an introdac- 
tion on eyesight by John Browning. 20 pp. 4to, 1896, boards, 2s. 6d. net. 

G. Philip 
4809* Renton, Edward— Intaglio engraving past and present. 29 Illustrations. 
12+120 pp. Pott 8vo, 1896, paper, 3s. 6d. G.Bell 

Mr. Benton is the desoendaDt of experienced intaglio engravers, and his work is 
as much the outcome of a practical aequairtanoe with the art, as it is a rimtrnd of 
the historical data known concerning it. With the specimens he discusses, he deals 
so that the actual mode of their production shall be made plain. 

4810 Rhsrmes from a rhjrming forge. By Evanns the Song-smith. 172 pp. 12mo, 

1896, 5s. SiMPKiN 

481 1 Ricci, Corrado — Correggio, his life, his friends, and his time. Translated 

from the Italian by Florence Simmond. Serial issue in 14 monthly parte. 
Part I., November. 4to, 1896, paper, 2s. 6d. net. HEiNEMAJii 

4812 Rideing, William H.— At Hawarden with Mr. Gladstone. 259 pp. 16mo, 

1896, cloth, 5s. Gat & Bird 

4813 Riordan, Roger, and Takayanagi, Toko— Sunrise stories : a glance at the 

literature of Japan. 12 + 281 pp. 111ns. Or. 8vo, 1896, cloth, 6s. 

Kkgan Paci* 

4814 Rita, Pseud.— Kitty the rag. 384 pp. Cr. 8vo, 1896, cloth, 6s. Hutchinsoh 

4815 Roberts, Charles G. D.— Around the camp fire. Illustrated by C. Cope- 

land. 349 pp. Cr. 8vo, 1896, cloth, 7s. 6d. Gat & Bird 



• These bookx can he inspected by the pubitc^ free^ at the PuhHshert^ Permanent 
Book Exhibition^ 10, Bloomsbury /Street, London^ W.C, 
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48x6 Roberts, Dr. Lloyd— The practice of midwifery. 4*h edition. 15+585 pp. 
IlluB. Or. 8vo, 1896, cloth, 10s. 6d. J. & A. Chubchill 

4817 Roberts, Morley— The western Avemus. 2nd edition. 277 pp. Dins. 

Cr. 8vo, 1896, cloth, 78. 6d. net. A. Constable 

4818 Robinson, F. W.— The woman in the dark. New edition. 6+312 pp. 

Or. 8vo, 1896, cloth, 3s. 6d. Chatto & Wiotus 

4819* Robinson. John Robert— Philip Duke of Wharton, 1698-1731. Ulns. 

16+336 pp. 8vo, 1895, cloth, 12s. 6d. S. Low 

If only for the peculiarity of an unusual character, the career of Wharton is an 
interesting study. Gifted with many admirahle qualities, and attempting much, he 
yet accomplished nothing, and only hrought upon himself the ridicule of his contem- 
poraries and the ignominy of historians. He was the patron of Young, the frieud 
of Pope, and the friend of the famous Lady Mary Wortley Montague. Mr. Bohinson 
points out that all his fidlures may be traced to. the lack of that humble virtue — 
prudence. 

4820 Robinson, W. Peart— The customs union question. 63 pp. Dy. 8vo, 

1896. Paper, Is. Kegan Paul 

4821 Robson, Isabel S.— Two little sisters and Humphrey. lUus. 172 pp. 

Fcp. 8vo, 1896, cloth, Is. 6d., cloth gilt, 2s. 

Wbsletan Methodist S.S. Union 

4822 Rockwell, Dr. A. D.— The medical and sui:g:ical uses of electricity. 

9th edition. 16+612 pp. Illus. 1896, cloth, 18s. net. H. K. Lewis 

4833 Rogers, Robert Cameron— Will o' the Wasp. 269 pp. Illus. Post8vo, 

1896, cloth, 58. G. P. Putnam's Sons 

4824 Romanes, George John— A selection from the poems of: with intro- 

duction by T. Herhert Warren. 16 + 108 pp. Cr. 8vo, 1896, cloth, 
4e. 6d. Longmans 

4825 Romanes, George John— Life and letters. Written and edited by his 

wife. New edition. 10 -f 391 pp. Portrait. Cr. 8vo, 1896, cloth, 6b. 

Longmans 
4826* Ropes, Mary £.— Jacques Hamon; or, Sir Philip's private messenger. 
288 pp. Cr. 8vo, 1896, cloth, 2s. S. W. Pabteidge 

4827* Rosen, Lew— Napoleon's opera-glass : an historical study. 8 + 124 pp. 
Cr. 8vo, 1897, cloth, Ss. 6d. net. Elkin Mathbwb 

Mr. Bosen'B intentions are stated in an introductory note : — '* I purpose to treat 
of Napoleon as a theatre-goer, as a oritic and patron of the drama, and as a familiar 
of playwrights and players. I intend to show that he was himself a master aotor on 
important occasions, and an artist in histrionic effects." Pp. 119-122 contain a long 
list of authorities on Napoleon and his career. 

4828 Rothenstein, Will— Oxford characters. 24 lithographed portraits, with 

letterpress, by F. York Powell, Walter Pater, and others. Not paginated. 
Folio, 1896, bnokram, £3 38. net, small paper ; £6 6s. net, large paper. 

John Lane 

4829 Rowe, Eleanor— French wood carvings from the national mu3(sums. 

Series 1. and II. Containing 18 collotype plates. With descriptive text. 
Folio, 1896, 128. each net. Batsfoed 

4830 Rowsell, Mary C— The green man of Norwell, and other stories. 

94 pp. 12mo, 1896, Is. Simpkin 

483X Royal Historical Society transactions. New Series. Vol. X. 169+16 

pp. 8vo, 1896, cloth, 21s. Longmans 

4832 Royal Society of Literature, transactions. 2nd series. Vol. XVIII. 

Parti. (To be issued quarterly in future.; 66+4 pp. Dy. 870, 1896, 

paper, 38. Asheb <fe Co. 

4833* Rumger, Max— Waldtraut ; a story of the forest ; from the German. By 

Sophy G. Oolvin. 222 pp. Post 8vo, 1896, cloth, 2s. 6d. 

Oliphant, Anderson & Fbbribr 
4834* Ruskin, John — Fors Clavigera ; letters to the workmen and labourem of 

Great Britain. New edition. Vol. III. containing letters XLIX. — LXXII. 

6+480 pp. Cr. 8vo, 1896, cloth, 6s. George Allen 

There are alao twelve illustrations, reduced from the original edition. 

• Tkm$ hook9 earn he inspected by the public, free, at the Publishen^ Fermaue^f 
Book Sxk&UUm, 10, Bloomhwry Street^ London, W,C. 
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4835 Hussell, Macnamara— Mount Lyrdl mines, Tasmania. 10+174 pp. 

Viowa of mines and maps. Imp. 8vo, 1896, cloth, 2l8. Effingham Wilson 

4836 Russell, W. Clark— Heart of Oak. New edition. 8+276. Cr. 8vo, 1896, 

cloth, 3s. 6d. Chatto & Wikdus 

4837 Russell, W. Clark-^What cheer ! 472 pp. Ex. or. 8vo, 1896, cloth, 6b. 

Cassell 

4838 Rutherford, Mildred— English authors : a handhook of English literature 

from Chaucer to living writers. 732 pp. Portraits. 8vo, 1896, Boxhnrgh, 
lOs. net. Atlanta. W. Wbslit 

4839 Ryland, Clara— Snow white and Rose red, and other plays for children. 

IlluBtrated by Mrs. H. I. Adams. 100 pp. Boy. 16mo, 1896, cloth, 2s. 6d. 
net. J. M. DsnT 

4840 Ryland, J. P.— Abstracts of the wills of the Mather family, preyed in 

the Consistory Court at Chester from 1573 to 1660. Vol. I. 42 pp. One 
plate. 8vo, fancy wrappers, 43. 6d. Jaggard & Co. (Liverpool) 

4841 St. fearve, Reginald— Francesca Halstead. Cr. 8vo, 1896, cloth, 6s. 

DiGBY, Long 

4842 St. Clair, Nonnie— In sunny Australia. 287 pp. Cr. 8vo, 1896, cloth, 

3s. 6d. Gat & Bird 

4843 St. Claire, May (Mrs. Gaunaway Atkins)— A stormy past Cr. 8vo, 1896, 

clnth, 68. DiGBY, Long 

4844 St. Luke, The gospel according to. With introduction and notes hy G. 

CHrter^ with map. Cr. 8vo, 1896, cloth hack. Is. 6d. Belfb Bros. 

4845 St. Mark, The gospel according to. With introduction and notes hy G. 

Carter, with map. Cr. 8vo, 1896, cloth hack, Is. 3d. Bblfb Bros. 

4846 St. Matthew, The gospel according to. With introduction and notes hy 

G. Carter, with map. Cr. 8vo, 1896, cloth hack, Is. 6d. Bblfb Bros 

4847 Saint Sulpice, method of translation. 370 pp. Cr. 8vo, 1896, cloth, 5s. 

Griffith Faeran, Browne & Co. 

4848 Sampson, Rev. E. F.— Christ Church sermons. With an introductory 

essay. 44 + 292 pp. Cr. 8vo, 1896, cloth, 68. Longmans 

4849* Sandeman, George— Problems in biology. 8 -f 214 pp. Cr. 8vo, 1896, 

cloth, 6s. SONNENSCHEIN 

Ab an introduotion to the study of the doctrine of biology, the author oonsiden it 
essential for the student to be acquainted wich criticismi on the Rystems of contem- 
porary biology. The present work, therefbre, is a disousaon on the methods and 
postulates of biology, with a final chapter on " The Unity of the Organism." 

4850 Saundby, Dr. Robert— Lectures on renal and urinary diseases. 

434 pp. Illus. 8vo, 1896, cloth, 10s. 6d. net. John Wright (Bristol) 

4851 Savage, Richard Henry— Her foreign conquest. 308 pp. (Bailway 

library.) Cr. 8vo, 1896, boards, 2s. Routledgb 

4852 Sawyer, Frank E.— Notes and half notes : poems. 7+109 pp. Cr. 8vo, 

1896, cloth, 68. G. P. Putnam's Sows 

4853 Schimmel, Hendrik Jan— The Lifeguardsman, adapted from " De Kaptein 

van de Lijfegarde." Cr. 8vo, 1896, cloth, 6s. A. & C. Black 

4854 Schopenhauer, Arthur— The world as will and idea. Translated fnm 

the German by R. B. Haldane and J. Kemp. 4th edition. 3 vols.' Vo]. I., 
32+532 pp.; Vol. II., 8+496 pp.; Vol. III., 8 + 509 pp. (English and 
foreign philosophical library.) Post 8vo, 1896, cloth, 12s. each. Kegan i*AUL 

4855 Scott, Sir Walter— Waverley novels, Standard edition. Vol. XIV. 

Fortunes of Nigel. 478 pp. Photogravure frontispiece. Cr. 8vo, 1896, 

cloth, 2fl. 6d. ; leather, 3s. 6d. A. A C. Black 

4856* Scull, W. D.— The garden of -the matchboxes, and other stories. 8 + 

176 pp. Cr. 8vo, 1896, cloth, Ss. 6d. net. Elkin Mathews 

The stories " Mr. Smith " and " Esoape '* appeared originally in Black and White, 

^ These hooh9 cait be inepeeted hy the public, free^ at the t'ubLUheral A'^cmaikitM 
Booh BxhibiHon, 10, Bhonebaiy atreeti Lundoa, IK.C. 
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4^ Sedgwick, jane Minot— Sotiss ^rom ^ 6reek: poemd. 66 pp. ta^. 

8vo, 1896, clotb, Ss. 6d. net. John Lanb 

4§58 Seed basket, The : three hundred outline addresses — ^By the author of *' The 

tool basket." 102 pp. Nar. Svo, 1896, art linen, Is. H. R. Allenson 

4859 Selss, Albert M.— A critical outline of the literature of Germany. 6th 

edition. 10 -f 283 pp. Or. 8vo, 1896, cloth, Ss. 6d. Longmans 

4866 Sennett, A. R.— Carriages without horses shall go. 152 pp. lUus. 

Dy. 8vo, 1896, paper, 28. Whittakeb 

4861 Setoun, Gabriel, Pseud. (Thoma«* N. Hepburn] — The child world. Illus- 

trated by Charles Robinson. 171 pp. Or. 8vo, 1896, cloth, 5s. net. , 

John Lane 

4862 Seveme, Mrs. Florence— The dowager's determination. Cr. 8vo, 1896, 

cloth, 68. DioBT, Long 

4863 Sejrmour, Gordon— The rudeness of the Honourable Mrs. Leather- 

head. 92 pp. (Ethics of the surface No. 1.) Dy. 16mo, 1896, cloth, 2s. 
net. tf. M. Dent 

4864 Shakespeare, William— Works : edited from the origriiaal series by H. 

Arthur Doubleday, with the assistance of T. Gregory Foster and Robert 
Elson. Whitehall edition in 12 vols. Vol. VII., 142 pp. King Henry 
IV., Part L; Part IL; Kincr Henry V. Imp. 8vc, 1896, doth, 58. per 
vol. ; buckram, Ss. per vol.; half -parchment, os. per vol. A. Constable 

4865 Shakespeare, William— A midsummer night's dream : edited by Edmund 

K. Chambers. (Warwick Shakespeare.) 199 pp. Fcp. 8vo, 1896, cloth, 
Is. 6d. Blaceik 

4866 Shannon, Charles Hazelwood, and White, Gleeson. eds.—The pageant 

1897. 16 + 266 pp. lllus. Cr. 4to, 1896, cloth, designed by Charles 
Ricketts, 6s. net. ^ H. Henr* 

4867 Sharp, Archibald— Bicycles and tricycles : an elementary treatise on their 

design and construction with examples and tables. 18 + 536 pp. lllus. 
Cr. Svo. 1896, cloth, 15s. Longmans 

4868 Sharp, Evelyn— Wjrmps and other fairy tales. Illustrated by Mrs. Percy 

Dearmer. 190 pp. Pott. 4to, 1896, cloth, 4s. 6d. net . John Lan? 

4869* Sharp, William— fecce puella and other prose imaginings. 8 + 128 pp. 
Cr. 8vo, 1896, clotb, 3a. 6d. net. Blkin Mathews 

" Eooe puella " is a fanoy takeo from the mme author's " Fair Womoi/' whioh 
appeared as one of the Portfolio series. '* Love in a Mist " appeared originally in 
Good Word*, and " Fragments from the Lo^^t Journals of Piero di Gosimo," in the 
ScottUh Art Bev*Mw. 

4870 Sheldon, Prof. J. P.— British dairying : a handy volume on the wort of 

the dairy farm. 2nd revised edition. 10 + 170. lllus. Cr. 8vo, 1896, 

cloth, 2s. 6d. Crosby Lockwood 

4871* Sheridan, Richard Brinsley— The school for scandal and The rivals. 

(Cranford series.) 28+366 pp. Cr. 8vo, 1896, cloth, gilt edgetj, 6s. 

Macmillav 
A special presentation edition, with illustrations hy Edmund J. Snlliyati. Mr. 
Augustine Birrell has supplied a biographioal and oritioal introduotion. 

4872 Shiel, M. P. — Shapes in the fire : a midwinter night's entertainment in 

two parts, and an interlude. (Vignette series.) 324 pp. Cr. 8vo, 1896, 
cloth, 38. 6d. net. John Lane 

4873 Shore, Louisa — Poems: with a memoir by her sister, Arabella Shore, and 

an appreciation by Frederic Harrison. 216 pp. Portrait. Cr. 8vo, 1896, 
cloth, 5s. net. John Lane 

4874 Siebold, Louis, eti.— The year-book of pharmacy, 33rd annual edition. 

447 pp. lllus. 8vo, 1896, cloth, lOs. J. & A. Churchill 

4875* Simmons, A. T.— Physiography for beginners. 8+344 pp. Cr. 8vo, 
1896, cloth, 28. 6d. Macmillan 

Written to satisfy the demands of the Syllabus of the Science and Art Depart- 
ment Examinations. The work is intended to give the beginner a real introduction 
to the various branches of physical science, without the aid of mathematics. The 
^book is amply illustrated. 
• The9€ books can he inspected hy the puhlic, free, at the Puhlinheri Permanent 
Book Exhibition, 10, Bloomeburif Street, London, W,C, 
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4876* Simpson, Eve Blantyre— Sir James V. Slmpsofl. (Fambnd Soots.) 

160 pp. Cr. 8vo, 1896, cloth, Is. 6d. ; extra cloth, 2s. 6d. 

OUPHANT, AnDBBSON, & FSSBIBS 
A life of the famoas phyaioiAii and surgeon, diflcoyerer of chloroform, as told by 
his daughter. 

4877* Simpson, William— The Buddhist prajring-wheel. 8 + 304 pp. 8yo, 
1896, cloth, 10s. net. Macmillak 

As the sub-title expUdns, this book is a " collection of material bearing upon the 
symbolism of the wneel^ and circular moTements in custom and religious rituaL^ 
The work is illustrated with forty-nine pictures. 

4878* Sinton, John— Robert Bums, excise officer and poet: a vindication. 
3rd edition. Ulns., and 3 facsimiles. 54 pp. Dy. 8vo, 1896, paper, 9d. 

D. Brown (Kilmarnock), Simpkin (London) 

4879 Skelton, John— Table-talk of Shirley : second series. 506+14 pp. IUhb. 

Post 8vo, 1896, cloth, lOs. net. W. Blackwood 

4880 Smart, Hawley— Long odds. New edition. 4 + 316 pp. Or. 8vo, 1896 

cloth, 38. 6d. Chatto & Wikdw, 

4881 Smith, A. M. Dew— Confidences of an amateur gardener. 8 + 299 pp. 

La. cr. 8vo, 1896, cloth, 6s. Sbilby 

4882* Smith, Lionel Horton— Arstragica Sophoclea cum Shaksperiana com- 

farata : an essaj on the tragic art of Sophocles and Shakspere. 
8+146 pp. 8vo, 1896, cloth, 6s. net. Macmillan & Bowes (Cambridge) 

For this easay Mr. Horton-Smith was awarded the Memhers' Prize for liatin essay 
in the University of Camhridge. The author discusses the essence and the form of 
tragedy; the main differenoeis between Sophocles and Shakspere; and a comparison 
of the methods of composition of a tragedy by these two masters. 

4883 Smith, Mrs. J. Alexander (Annie M. Tonng)—Crossing the rainbow 
bridge. 64 pp. Illus. 6f + 4f in., 1896, cloth, 6d. 

WisLBTAK Methodist S.S. Ukioh 

4484 Smith, J. Orton— Unto Thee : thoughts of a man of business on the 25th 

. Psalm. Fcp. 8vo, 1896, cloth, 28. J. Nisbbt 

4885 Smith, Mrs. Pearsall— Brother Lawrence : being conversations and letters 

of Nicholas Herman of Lorraine, with an introduction by Mrs. Pearsall 
Smith. Cr. 8vo, 1896, cloth. Is. J. Nisbbt 

4886 Smith, Mrs. Pearsall— Educate our mothers ; or, wise motherhood. Cr. 

8vo, 1896, cloth. Is. J. Nisbbt 

4887 Smith, Bey. Robert— The quiet thoughts of a quiet thinker : extracts 

from diaries. 228 pp. Illus. La. cr. 8vo, 1896, cloth, 3s. 6d. net. 

OlIPHANT, AkDEBSON & FiBBIBB 

4888 Smjrthe, Alfred—A new Faust. Cr. 8vo, 1896, doth, 6s. Digbt, Loho 

4889 Smyth, Edith E.— Who can say? 108 pp. Illus. (Azalea series.) Or. 

8vo, 1896, cloth. Is. 6d. Church of Eng. Temperakcb Socibtt 

4890* Snowden, J. Keighley — The web of an old weaver : a story. 
8+224 pp. Cr. 8vo, 1896, cloth, 5s. S. Low 

489X Soderini, Count Edward— Socialism and Catholicism. Translated from 
the Italian by Bichard Jenery, with preface by Cardinal Vaughan. 10+ 
343 pp. Cr. 8vo, 1896, cloth, 6s. Lonomaks 

4892 Solly, Henry— Herod the great : an historic drama in three parts. 22 + 336 pp. 
Cr. 8vo, 1896, cloth, 6s. net. Keqan Paul 

4893* Somerville, William— The chase. Illustrations by Hugh Thomson. 
24+88 pp. Pott. 4to, 1896, cloth, 5s. net. George Re dwat 

Beprinted from the original edition of 1735, with a memoir of the author by B. F. 
Sharp. In addition to the head-pieoes and letter-heads there are nine full-page 
plates. 
4894* Sophocles, The seven plays in English verse, by Lewis Campbell. New 
edition, revised. 15 + 388 pp. La. cr. 8vo, 1896, cloth, 10s. 6d. 

John Mukkat 

• These books can be inspected by fhe public, free, at the Publinhere* Fermanent 
Book Exhibition, 10, Bloomebury Street, London, fT.C 
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489s Speight, T. W.— A minion o^the moon. l44 pp. (GBntleman^s aimiuti.) 
Dy. 8to, 1896, illus. cover, Is. Ohatto & WiiTDua 

4896* Spenser, Edmund— Faerie (^eene. Book VI. Cantos V.— VIII. Edited 
by Thomas J. Wise. Part XVII. "With four full-page and other illos- 
trations by Walter Crane. 88 pp. 4to, 1896, paper, 10s. 6d. Q. Allkn 

4897 Spenser, F.— Luqr's temptation. 112 pp. Bins. 7+^ inches. 1896, 

doth, Is. Whslbtak Mhthodist S.S. Union 

4898 Spurgeon, C H.— The most holy place : sermons on the Song of Solomon. 

570 pp. 8yo, 1896, cloth, 7s. Passmori & Alabastib 

4899 Spurgeon, C. H.— Teaching of nature in the kingdom of grace. 338 pp. 

8vo, 1896, cloth, 3s. 6d. Passmobb & Alabastbb 

4900 Spurgeon. C. H.— Words of counsel for christian workers. 156 pp. 

8yo, 1896, 2s. Passmobb & Alabastbb 

4901 Stables, Or. Gordon— Ailments of dogs. (Practical guide books.) 8yo» 

1896, cloth. Is. Dean 

4902 Stables, Dr. Gordon— Every inch a sailor. 440 pp. Ulna. Post 8yo» 

1896, cloth, 6s. T. Nelson 

4903 Stables, Gordon— The pearl divers and crusoes of the Sargasso Sea. 

Ulastrated hy Charles "Whymper. Ex. cr. 8vo, 1896, cloth, 5s. J. Nisbit 

4904 Stables, Dr. Gordon— The Rose of Allandale. 296 pp. Cr. 8vo, 1896, 

cloth, 3s. 6d. DiQBT, Lono 

4905 Steams, Frank Presten— The real and ideal in literature. Cr. 8yo, 

1896, cloth, 6s. G. P. Putnam's Sons 
4906* Steel, Flora Annie— On the face of th^ waters. 8+432 pp. Cr. 8yo, 

1897, cloth, 6s. Hbinbmann 
4907* Steuart, John A. — In the day of battle : a romance New edition. 388 

pp. Cr. 8vo, 1896, cloth, 28. 6d. S. Low 

4908* Stevens, W.— The book of Psalms. Part I.— Psalms i..xx. Written in 
full style ^* orthic " shorthand. 16 lithographed pages. 8yo, 1896, paper 
Is. net. Camb. Univ. Pbbss 

4909 Stisted, Georgiana M.— The true life of Captain Sir Richard F. 
Burton, K.C.M.G. 16+420 pp. Portrait. Cr. 8vo, 1896, doth, 6s. net. 

£L S. Nichols 

49x0 Stockton, Frank Richard— Mrs. Cliflfs yacht 416 pp. lUns. Ex. cr. 

8yo, 1896, cloth, 6s. Cassell 

49ZZ* Story of the creation of the world : heing the book of Genesis arranged for 

yonthfnl readers. 64 pp. Cr. 8yo, 1896, cloth. Is. 

Oliphant, Andbbson, & Fbrbier 
The first of a proposed eeriei of Bible stories for childrep, to be follovred by " The 
story of the Egyptians and the people of Isiael/' " The laws, religion, and poetry of 
Israel,*" &o. 

49x2 Stowe, Harriet Beecher— Uncle Tom's cabin^ 696 pp. Illus. Roy. 8vo, 
1896, cloth, 7s. 6d. Cassill 

4913 Stoweirs housekeeper's account book for the year 1897, with dated tables 

of daily, weekly, monthly, and quarterly expenditure, interleaved blotting. 
Dy. 4to, 1896, paper boards, 2s. J. S. Virtue 

4914 Strachey, J. St Loe— Cat and bird stories from the "Spectator": 

added sundry anecdotes of other animals, insects, and reptiles. 275 pp. 
Cr. 8vo, 1896, cloth, 5s. Fisheb Unwik 

4915 Stuart, Esm^— The footsteps of fortune. Illus. Sm. cr. 8yo, 1896, clotht 

Is. 6d. J. N18BET 

4916 Sullivan, James F.— Belial's burdens; or, down with the McWhings. 

Illustrated by the author. 8 + 150 pp. Cr. 8vo, 1896, paper. Is. 6d. net. 

J. M. Dent 

49x7 Sullivan, James F.— The flame flowen and other stories. Illustrated by 

the author. 12 + 386 pp. Sul 4ito, 1896, doth, 5s. net. J. M. Dent 

* The$e books can be intpect$d by the public, free, at the Publieher^ Fervuumii^ 
fiook SahOUion, 10« Sloombur^f Strut, London, W,0* 
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49^8 Sufidaj reading for theyoaagw iamual yolume, 1^96. 412 ^p. titns. 
Cr. 4to, paper, Ss. cloth, Ss. Gardner, Darton & Co. 

4919* Sutherland, Rev. Archibald^Palestine, the glory of all lands : travel- 
studies of some Bible places. 382 pp. Post 8vo, 1896, cloth, 5s. 

Oliphant, Anderson <fc Fbrbier 

An endeaTour to weaTe scenery and story tDgether in suoh a way as to furnish 
intereeting and instmotiTe family reading for Sabbath eyenings. 

4920 Swan, Annie S. Pseud. (Mrs. Bnmett Smith)— A stormy voyager: novel. 

Iliostrated by F. Mather. 352 pp. La. cr. 8vo, 1896, cloth, 5s. 

HXTTCHIKSOH 

4921 Swete, Rev. Henry Barclay— Church services and service books before 

the reformation. 230 pp. Facsimiles. Cr. 8vo, 1896, buckram, 4s. 

S.P.C.K. 

4922 Swinstead, Rev. J. H.— A parish on wheels, nins. Or. Svo, 1896, doth, 

3s. 6d. Gardner, Darton & Co. 

4923 Synge, M. B.— A child of the mews. 103 pp. Illus. Fcp. 8vo, 1896, cloth. 

Is. T. Nelsok 

4924* Tacitus— Histories. Book I. Edited with introduction, notes, and index by 

G. A. Davies. (Pitt Press series.) 24 +186 + 6 pp. Cr. 8vo, 1896, cloth, 

/ 2s. 6d. Camb. Univ. Press 

^ The text is that of Teubner's edition by Halm, and the notes are baaed on those 

by S. Karl Heraas. The editor has consulted the editions of Simcoz and Emesti, 
as well as the best German editions. 

4925 Tarbet, W. G.—In oor kailyard: Scotch stories. 226pp. Cr. Svo, 1896, 

cloth, 2s. 6d. Arrowsmith (Bristol) 

4926 Tayler, A. J. Wallis— Bearings and lubrication : a handbook for every 

user of machinery. lUus. (Technical series.) Cr. 8vo, 1896^ cloth, 
3s. 6d. W. Rider 

4927 Taylor, Fannie J.— Adolph : how he found the beautiful lady. 116 pp. 

Illus. Cr. 8vo, 1896, cloth. Is. 6d. Oliphant, Anderson & Ferbibe 

4928 Taylor, John—Notes of lessons for young teachers : with models from 

the Government examination papers. 6th edition. 104pp. Cr. Svo, 1896, 
paper, Is. Abbott, Jones & Co. 

4929 Temple, Sir Richard— The story of my life. 2 vols. 660 pp. Portraits. 

Dy. Svo, 1896, cloth, 21s. Casssli 

4930 Thackeray, William Makepeace— Ballads and songs. 292 pp. Ulna. 

Cr. Svo, 1896, cloth, 6s. Cassbll 

4931 Thackeray, William Makepeace— English humouristsof the eighteenth 

century. 345 pp. (Routledge's 500 books series.) Cr. Svo, 1896, cloth, 

2s« ROUTLBDOB 

4932* Thackeray, William Makepeace— The history of Henry Esmond Esq. 

a colouel in the service of Her Majesty Queen Anne. Written by himself. 
With illustrations by T. H. Robinson, 36 + 514 pp. Cr. Svo, 1896, cloth 
gilt edges, 68. George Allen 

Isnied as a presentation book for the Christmas season. 
4033 Thayer, W. M. — Men who win; or, making things happen. 485 pp. 
Illus. Cr. Svo, 1896, cloth, 3s. 6d. T. Nelson 

4934 Theobald, F. V.— The parasitic diseases of poultry. 16 + 120 pp. 

Illus. Cr. Svo, 1896, cloth, 2s. 6d. Gubnbt 4 Jackson 

4935 Thimm, Carl A.— A complete bibliography of fencing and duelling, ts 

practised by all European nations from the middle ages to the present day, 
with a classified index in chronological order, according to languages 
(alphabetically arranged.) 538 pp. lUus. Fcp. 4to, 1896, doth, 21b. n^t 

John Lakk 

* Theie hook* can be iwtpected hy the public, free, at the FubHehen^ Permanent 
B9ok SahihUion, 10, Bloamebmty street, Limdon, W.C. 
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#W6 Thomas, Alfred— In the land of harp and featiier : WelA rSthge idylfe. 
256 pp. Cr. 8vo, 1896, art linen, 6s. H. R. Allenson 

4937* Thompson, Dr. Henry Dallas— Elementary solid sreometry and men- 
suration. 12 +200 pp. Cr. 8vo, 1896, cloth, 6s. Macmillan 
The author has presented the simpler propositioBs of solid geometry, so as to build 
up a logical train of reasoning, and to accustom the student to an exact mode of 
expression. These he considers to be the essential values of the study. 

4938 Thomson, E. W.— Walter Gibbs, the young boss. lUusiacated by 0. Cope- 
land. 361 pp. Or, 8vo, 1896, cloth, 6s. 6d. Gat & Bibd 

4939* Thomson, Rev. J. B.— Joseph Thomson, African explorer : a biography 
with contributions, maps and illustrations. 16 -f 360 pp. Cr. 8to, 1o96, 
cloth, 7s. 6d. S. Low 

This biography ha» been written by a brother for thr^ reaeons : (1) '* Beo^iise 1 
desired to satisfy my own heart ; (2) because I belieye that the reading public will find 
it healthful and stimulating ; and (3) because the work the man did . . . cannot 
be fully understood apart from an acquaintance with the churacter and aims of the 
worker." 

4940 Thornton, John — Human physiology. 2nd revised edition. 6+454 pp. 

lUns. (Longman 8 advanced science mannals.) Or. 8vo, 1896, cloth, 4a. 

Longmans 

4941 Tisdall, W. St Clair— The conversion of Armenia to the Christjati 

faith. 266 pp. Cr. 8vo, 1896, doth, 3s. 6d.. Riligious Tract Society 
4942* Tobacco talk and smoker's gossip : an amnsine miscellany of fact and 
anecdote relating to the ^ great plant *' in all its lorms and nseB, inelndiiig^ 
a selection from nicotian literature. 16 + 14(8 -f 16 pp. 18mo, 1897, cloth. 
Is. 6d. net. OiosGi Bbdway 

4943 Tocqueville, Alexis de— Recollections of. Translated by Alexander Teixeira 

de Mattos. 14+416 pp. Frontispiece. Dy. 8vo, 1896, cloth vellum, 13s. 
net ; Jap vellum, 52s. Gd. net. H. Hbnrt 

4944 Tompkins, Elizabeth Knight— The broken ring. 3+277 pp. Or. 8vo, 

1896, cloth, 3s. 6d. G. P. Putnam's Sons 

4945 Topelius, Zachris— Fairy tales from Finland : from the Swedish, trans- 

lated by Ella R. Christie. lUustrated by Ada Holland. 232 pp. Or. 
8vo, 1896, cloth, 3s. 6d. Fishee Unwin 

4946 Toplis, Grace— The early fiction of Richard Jefferies. With rare 

portrait. 228 pp. Cr. 8vo, 1896, cloth. Simpkin 

4947 Torrey, R. A.— The baptism with the Holy Spirit. Cr. 8vo, 1896, cloth, 

Is. ' J. N18BM 

4948 Torrey, R. A.— How to study the Bible for greatest profit Cr. 8vo, 1896, 

cloth, Is. 6d. J. KiSBKT 

4949 Torrey, R. A.— The vest-pocket companion for Christian workers. 

1896, cloth, Is. J. Nisbbt 

4950 Tosti, Bt. Rev. Abbot — Saint Benedict : An historical discourse on his life. 

Translated by Very Rev. Canon Woods, with preface by Rt. Rev. Bishop 
Hedley. 24 + 257 pp. Ulns. Dy. 8vo, 1896, cloth, 10s. 6d. 

Kegan Paul 

4951 Townsend, Rev. J. H.— Still upward, uniform with " Spiral Stairs." Or. 

8vo, 1896, cloth, 3s. 6d. Marshall Bros. 

49^ Trotter, J. C— Boxing. 128 pp. Illus. (Oval series.) Cr. 8vo, 1896, 

limp cloth, Is. ROUTLEDOS 

4953 Trowbridge, John— Three boys on an electrical boat. 6th edition. 

215 pp. 16mo, 1896, cloth, 48. net. Gay A Bird 

4954* Tynan, Katharine (Mrs. Hinkson)— A lover's breast-knot. 12 + 62 pp. 

12mo, 1896, cloth, 3s. 6d. net. Elkin Mathews 

A yolume of original poems. Edition limited to 500 copies, 

* These books can be inspected by the public, free, at the Fubliehers* Fermanent 
Book Ex^'ibiti'in, 10, Bloomsbn^y Street, London, W,C, 
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4955 Tytleri Sarah, Pseud. (Heorietta Keddie)— A little lass and lad. 320 pp. 
lUus. Cr. 8vo, 1896, cloth, Ss. S.P.C.K. 

4PS6 Umber, George— Ajrrshire idylls of other days : phases of Scottdsh life 
and character. 241 pp. lllus. Cr. Svo, 1896, cloth, 6s. A. Gardkib 

4957* Van Dyke, Dr. Henry— The gospel for an age of doubt The Tale 
lectures on preaching, 1896. 14 + 458 pp. Cr. 8vo, 1896, ckth, 8s. 6d. 

Macmillan 
The author has attempted to show that religion and the outcomes of it, which 
eheer and uplift men and women, are the best subject-matter of llie preacher. It 
is not so much in the art of preaching as it is in what that art embodies that we 
must seek for that which moves and inspires the hearts of men. Dr. Van Dyke, 
therefore, urges the question of the study of t^ Gospel as an all-important one, 
in the fulfilment of the preacher's duties. 

4958 Van Dyke, John Charles ed5.— Modem French masters : A series of 

biographical and critical reyiews by American artists. 262 pp. lUus. 
Boy. 8vo, 1896, buckram, 42s. Fisher Uinrw 

4959 Veitch, Prof .—Border essays. 246+8 pp. Or. 8vo, 1896, doth, 4fl. 6d. net. 

W. Blackwoop 

4960 Ver^l— Aeneid. Books L-YI., translated by Sir Theodore Martin. 246+14 pp. 

Post 8vo, 1896, cloth, 7s. 6d. W. Blackwood 

496Z Vergil— Aeneid. Book XI. A translation by A. A. Irwin Nesbitt, M.A 
29 pp. (Umyersity tutorial series). Gr. 8vo, 1890, paper. Is. 

W.RCUTE 

4p62 Vernon, B«v. J, R.— From the granary: sermons. Or. 8vo, 1896, cloth, 
3s. 6d. J. N18BIT 

4963* Volkert, Chr.— Model of a horizontal steam engine furnished with 
Meyer's variable expansion gear. Translated and edited by A. Philip. 
6+26 pp. With model. . ObloM, 1896, hoards, 2s. 6d. net, G. Philip 

Ck>DtaiDs a brief description of the parts and the method of working, and of 
discussing and explanation of Zeuner's Yalve diagrams. The work is written for 
general readers, and for elementary engineering students. 

4964 Vuillier, Gaston— The forgotten isles. Translated by P. Breton, 308 pp. 
Illns. Cr. 4to, 1896, cloth, 16s. Hutchinson 

4965* Waddington, Samuel— Poems. 12+124 pp. Fcp. 8vo, 1896, cloth, 4*. 

a. Bill 
None of these poems have appeared in either of the author's two preyious 
volumes. A translation is given of the earliest sonnet known, that oomposed by 
Lodovioo della Yemaooia al^ut 700 years ago. 

4966 Wagstaff, W. H.— Metric system of weights and measures compared 

with the imperial system. 125 pp. Cr. 8vo, 1896, cloth. Is. 6d. 

Whittakie 

4967 Waldo, Cedric Dane— The ban of the Gubbe. 196 + 4 pp. Cr. 8to, 1896, 

cloth, 2s. 6d. W. Blackwood 

4968* Wallace, William— The lighter life : dialogues and sketches. 228 pp. 
Cr. 8vo, 1896, cloth, 3s. 6d. J. Macqdiin 

4969 Waller, Augustus D.— An introduction to human physiology. 3rd 

edition. 16+640 pp. Diagrams. 8vo, 1896, cloth, 18s. LoNGMAifS 

4970 Walsingham, Lord, and Durrant, John Hartley— Rules for regulating 

nomenclature, with a view to secure a strict application of the law of 
priority in entomological work. 18 pp. 8vo, 1896, paper, 6d. LoNGMAiiS 

4971 Walton, Izaak, and Cotton, Charles— The compleat angler. Edited by 

Richard le Gallienne. Illustrated by E. H. New. Parte 4 to 9. New 

edition. 1896, paper. Is. net each part. Johv Liini 

4972* Watson, E. H. Lacon— The unconscious humourist, and other essays. 

8+248 pp. Cr. 8vo, 1896, cloth, 4s. 6d. net. Elkin Mathbws 

A furies of fifteen essays of a purely fanciful and imaginative character. Several 

of the essays have already appeared in various magasines. 

* Tk$H hooki can be impeded by the puolic, free, at the Fulluhere* Permaueni 
Booh BxkiHHon, 10, Bloomeburif Street, London, JF,C, 
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4973* Watters, T.— Stories of everyday life in modem China. Told by 
Chinese and done into English. 10+228 pp. Or. 8vo, 1896, cloth, 3s. 6d. 

D. NUTT 
The stories here told are narratives of actual Chinese life of recent times in 
several phases and stages. 
4974 Webster, Rev. F. S.— Set to obey. (Deeper life series.) Sm. cr. Bvo, 
1896, cloth, 28. 6d. J. Nisbit 

4975* Wedmore, Frederick— Or^reas and Miradou, with other pieces. 124 
pp. Or. 8yo, 1896, art canvas, 3s. 6d. Jambs Bowdbii 

A series of imaginative pieces written, as the author explains, in moods, " wlien 
that which was borne in most stroogly on the mind was the unfashionable truth^'' 
that ** the deepest need of nearly every human life is still human affection." *' Orgeas 
and Miradou " is reprinted from the Nineteenth Centmry, and " The Poet on the 
Wolds " from the 9^ ortnightly Review, The original form of ** To Nancy '* appeared 
in The Savoy, 

4976 Wells office book : prime and hours, with other services. 132 pp. 

1896, cloth. Is. 6d ; persiai:^ 3s. Johk Hodges 

4977 Wenzelly A. B, — In Vanity Fair: seventy large cartoons. Obi. fol, 

1896, half cloth, 15s. net. John Lane 

4978 West, Dr. Charles— The profession of medicine : its study and practice, 

its duties and rewards. 115+12 pp. Gr. 8yo, 1896, cloth, 2s. 6d. 

Kegan Paul 
4979* Weston, Rev. W.— Mountaineering and exploration in the Japanese 
Alps. With maps and 35 illustrations. 14+348 pp. B07. 8vo, 1896, 
cloth, 21s. John Mubbat 

The author haa not dwelt in any way on thoBC fascinating considerations which 
Japanese life affords, but has given a simplerecord of a four years' holiday wanderings 
in the high mountain regions of Central Japan. 

4980 Whishaw, Fred— A Boyar of the Terrible : a romance of the court 
ot Ivan the Cruel, first Tzar of Russia. 8+292 pp. Illus. Cr. 8vo, 
1896, cloth, 6s. Longmans 

49SZ Whishaw, Fred— The emperor's Englishman. Illustrated hy Warwick 
Gobie. 352 pp. La. cr. 8vo, 1896, cloth, Ss. Hutchinson 

49S2 Whishaw, Fred— Harold the Norseman. Post 8vo, 1896, cloth, 3s. 6d. 

T. Nelson 

4983 Whitaker, Rev. G. H.— The royal priesthood and its offering : simple 

instructions before and after confirmation. 8 + 118 pp. Fcp. 8vo, 1896, 
cloth. Is. 6d. Ward <fe Downey 

4984 White, Gleeson. Ed.—Tht parade, 1897. 8 + 254 pp. lUus. Or. 

8vo, 1896, cloth, designed by Paul WoodrofBe, 6s. net. H. Hbney 

4985 White, J. G.— History of the three royal exchanges, the Gresham 

lectures, and the Gresham alm^ouses. 91 pp. Cr. 8vo, 1896, 
vellum, 2s. Effingham Wilson 

4986* Whiting, Lilian— The world beautiful. Second series. 292 pp. Fcp. 
8vo, 1896, cloth, 5s. S. Low 

A series of essays dealing with the moral culture of the soul, to the end that men 
and women may live harmoniously together in this world, and realise the life of the 
world to come. 

4987 Whittle, Major D. W.— Gospel pictures and stories for children. 

128 pp. Illus. La. cr. 8vo, 1896, cloth, 2s. 6d. ; cloth gilt, 3s. 6d. 

Morgan <fe Soott 

4988 Whitty, Mrs. Irwine— Short plays and charades. 95 pp. Illus. Cr. 

8vo, 1896, paper, Is. Skeffington 

4989* Whyte, Alexander, D.D.— Bible characters, Adam to Achan. 301 pp. 
Post 8vo, 1896, cloth, 3s. 6d. Oliphant, Anderson, <fc Ferbibr 

The first of a series on Bible characters by the author of the well-knuwn " Bunyan 
characters." 

4990 Wickham, A. E.— Fortune's fingers : novel. 310 pp. Cr. 8vo, 1896, 

cloth, 6s. Hutchinson 

4991 Wicksteed, Rev. P. H.— The chronicle of Villami for Dante students. 

461 pp. Cr. 8vo, 1896, cloth, 6s. A. Constable 

♦ T%e$9 hooks can he inspected hy the pvhlic free, at the Puhlishers* Permanent 
Book JE^h^tion, ^0. floomshurv Street, London^ W,C, 
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4992 Widdrington, George— Lady Levallion. 6 + 240 pp. Or. 8vo, 

cloth, designed by Alan Wright, 5s. H. Heket 

4993 Wilcox, Walter D— Camping in the Canadian Rockies : An account 

of camp life in the wilder parts of the Canadian Rocky monntains, together 
with a description of the region abont Banff, Lake Lonise, and glacier, and 
a sketch of the early explorations. 9 + 283 pp. Illns. 8vo, 1896, doth, 
21s. net. G. P. Putnam's Sons 

4994 Williams, Leonard— Ballads and songs of Spain. 96 pp. Or. 8yo, 

1896, cloth, 3s. 6d. net. Digbt, Long 

4995 Williams, T. C— Principles of the law of real property. 18th edition. 

Dy. 8vo, 1896, cluth, 21s. Sweet <fc Maxwill 

4996 Wilson, James W.— The new hygiene : a dmgless remedy for the treat- 

ment of all diseases, the promotion of health and longevity. 317 pp. 
Illus. Cr. 8vo, 1896, cloth, 2s. 6d., paper, 2s. G. P. Putnam's Sons 

4997* Windsor Magazine, The : An illustrated monthly for men and women. 
Vol. IV., July to November, 1896. 6 + 604 pp. Roy. 8vo, 1896, cloth 
68. Ward, Lock, & Co. 

4998* Winser, Lilian— Lays and legends of the weald of Kent. With illus- 
trations by Margaret Winder. 8 + 80 pp. Cr. 8vo, 1897, cloth, 5b. net. 

El KIN Mathbws 
A volume of original poems. The edition is limited to 500 copies. 

4999 Wise, Dr. P. M.— A text-book for training schools for nurses, includ- 
ing physiology and hygiene, and the principles and practice of nnising. 
2 vols. Illus. Cr. 8vo, 1896, cloth, 6s. each. G. P. Putnam's Sons 

5000* Witherby, H. Forbes— Light from the land of the sphinx. With 
illnstrations from the monuments. 16 + 320 pp. 4to, 1896, cloth, 128. 6d. 

Elliot Stock. 

Originally the writer's intention was to provide the student of the Bible a selec- 
tion of important references explaiuiug the history of the sojourn of the Israelites in 
Egypt ; but progress with the work compelled the writer to expand this original 
idea, and he now presents the work as a handbook to the student of Egyptology. 

5001 Wogom, Gilbert Totten— Parakites : a treatise on the making and flying 

of tailless kites for scientific purposes and for recreation. 7-1-91 pp. 
Illus. 4to, 1896, cloth, 7s. 6d. G. P. Putnam's Sons 

5002 Wood, Henry— Ideal suggestion through mental photography. 6th 

edition. 163 pp. Frontispiece. Dy. 8vo, 1896, cloth, 6s. 6d. 

Kbgan Paw 

5003 Wood, Walter— Barrack and battlefield : tales of the service at home 

and abroad. 315 pp. La. cr. 8vo, 1896, cloth, 6s. Hurst & BrACKBTT 

5004 Woods, Rev. F. H.— The hope of Israel : a review of the argument from 

prophecy. 213 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

T. & T. Clark (Bdinhnrgh) 

5005 Worthington, David— Equal shares. 348 pp. Cr. 8vo, 1896, cloth, ^. 

Digbt, Long 

5006 Wright, S.— The handy book of household law : beiog a simple (^gest 

of the law as it more especially relates to household matters. New edition. 

170 pp. (Handy series). Fcap. 8vo, 1896, cloth, 6d. Biggs h Co. 

5007* Wrixon, Sir Henry— Socialism, being notes on a political tour. 12+332 

pp. Med. 8vo, 1896, cloth, 10s. 6d. Macmiluh 

The political tour here referred to is that whioh the author took as one of the 
delegates to the Canadian Colonial Conference, through Canada, England, and the 
United States. Sir Henry Wrixon simply supplies a record of this tour, and he 
writes as an ohserTor and a reporter rather than as the instructor. 

* These hooks can be inspected hy the public, free^ at the Publishers* Permanent 
l^opk Sxhipition, 10, Bl^ovMlwry Street^ LQn4on, W,Q, 
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5008* Wroth, Warwick, and Arthur, Edgar— The London pleasure gardens 
of the eighteenth century. With 62 illnstrations. 204-335 pp. ftvo, 
1896, cloth, 15s. net. MACMiLLiiN 

The auihora bftve divided the yarious London public places of resort into *' groups." 
Thun they have (1) The Clerkenwell and Central ^up, (2) Marylebone group, 
(3) North London group, (4) Hampstead group, (6) Chelsea group, (6) SouUi 
London group. The illustrations are copies of oontemporaij prints. The work 
should form an important help in the study of the social life of England of the 
period. 

Soop* Wjrss, Rev. John Daniel— The Swiss Family Robinson. A new 

version by E. A. Brayley Hodgetts. 12+392 pp. Roy. 8vo, 1897, 
cloth, gilt edges, 10s. 6d. G. Nbwnbs 

A special edition'de-Uufe, with 100 illustrations by J. Finnemore. Mr. Hod^tt's 
version is an entirely new translation from the original German, which distin- 
guishes it from the other editions of this children's classic. These have been trans- 
lations from the Prench. 

50X0 Yellow book : an illnstiated quarterly. Vol. XI. 342 pp. lUus. Pott 
4tto, 1896, cloth, 5s. net. John Lake 

50ZZ York, Libranr of the dean and chapter. Catalogue of the printed books* 
488 pp. 8vo, 1896, cloth, 12s. 6d. net. Sihpkin 

5012 Young standard bearer, The -. annual volume, 1896. 96 pp. Ulus. Or 

8vo, 1896, cloth. Is. 6d. Gabdnbe, Dabtok, & Co' 

5013 X Rays, pseud.— A psychic vigil in three watches. With preface by 

Rev. H. B. Haweis. 1 + 6 -f 167 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

W. H. Allbn 

50x4 Zimmermann, Dr. A.— Botanical microtechnique. Translated by J. 
Ellis Humphrey. 296 pp. Illus. Dy. 8vo, 1896, cloth, 12s. net. 

A. GONSTABLB 

5015* Zimmerman, Marie— A woman at bay. 320 pp. Or. 8vo, 1896, cloth, 
2s. S. W. Pabtbidok 



Errata in New Book List, No. 5, No. 9, No. 10, 1896. 

FOB 2250, 3512, 3757, 3901 bead— 

2250 Victory, L. H.— The higher teaching of Shakespeare. 193 pp. Dy. 

8vo, 1896, cloth, 5s. Stock 

3512 Helps, Sir Arthur.— The life of Hernando Cortes. 2 vols. Vol. I. 
14 + 280 pp. Vol. II. 8 4- 308 pp. (Bohn's standard library.) Post 8vo, 
1896, cloth, 3s. 6d. each. G. Bell 

3757 Adcock, A. St. John— Beyond atonement: a story of London life. 
6 + 344 pp. (Waterloo series.) Cr. Svo, 1896, 48. 6d. net. Bellaibs 

OQOI Farrar, Rev. F.W.— Julian Home : a tale of college life. 431 pp. Frontis- 
piece. Fcp. 8vo, 1896, cloth, 3s. 6d. A. & C. Black 
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{(06 Acland, Sir Henry W.— The inaugural Robert Bojrle lecture, 
delivered in Way, 1892. 45 pp. Dy. 8vo, 1896, cloth. H. Frowde 

50X7 Aimardy Gustave— Les Trappeurs de L'Arkansas. Edited by 
Marguerite Ninet. 112 pp. (Modem Frencli texts.) Fop. 8vo, 1896, 
doth, Is. Blackie 

50x8 Alden, William L.— The mystery of Elias G. Roebuck : a story 
8+344 pp. Cr. 8vo, 1896, cloth, 6s. A. D. Innes. 

SOip Allcroft, A. H.— A history of Greece. Vol. II., The makiiig of Athens, 
495 — 431 B.C. (University tutorial series.) 11 + 209 pp. Cr. 8vo, 
1896, cloth, 4s. 6d. W. B. Cliyb 

5M0 American Academy of political and social science, Annals of the. 
Vol. 8, July — Dec, 1896. (Principal papers issued also separately, 
average price. Is.) Boy. 8vo, 1896, paper, 10s. P. S. King 

502X Andersen, Hans Christian— Tales. 194 pp. Illustrated by Helen 
Stratton. Imp. 16mo, 1896, vellum, gilt, 30 copies, 21s. net each. 

A. Constable 

5022 Animals and birds of the Bible. Twenty-four addresses to the young. 
128 pp. niuB. Imp. 16mo, 1896, boards, 9d. 

Deummond Tract Depot (Stirling) 

5^23 Anthony Blake's experiment: a novel. 2 vols. Vol. I., 4+297 pp.; 
Vol. II., 4+295 pp. Cr. 8vo, 1896, cloth, 128. R. Bentliy 

3024 Arber, Prof. Edward— An English gamer. Vol. VIII. New edition. 
636 pp. ' Cr. 8vo, 1896, cloth, 5s. per vol. A. Constable 

5(^5 Austen, Jane — Emma. With an introduction by Austin Dobson. Illus- 
trated by Hugh Thomson. 18+438 pp. (lUus. standard novels.) Cr. 
8vo, 1896, cloth, 3s. 6d. ; cloth extra (Peacock edition), 5s. Macmillan 

5026 Austin, Alfred— Leszke the bastard : a tale of Polish grief. 75 pp. 
^ Cr. 8vo, 1896, cloth, 39. 6d. Elkin Mathews 

SOW* Avery, Harold —A boy all over : a story. 12+323 pp. Twelve Illustra- 
tions by Walter Buckley. Cr. 8vo, 1896, cloth, 6s. S. Low 

5028 Badminton magazine of sports and pastimes. Vol. III., July to 

December, 1896. Edited by Alfred E. T. Watson. 8 + 748 pp. lllus. 
8vo, 1896, cloth, 6s. Longmaks 

5029 Baedeker, Karl— Central Italy and Rome. 12th edition. 438 pp. 

Maps and plans. (Baedeker's guides.) Post 8vo, 1896, cloth, 7s. 6d. 

DULAU 

5030* Bailey, G. H.— The tutorial chemistry. Part I., Non-metals. Edited 
by William Briggs. 8+226 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

W. B. Clto 

An elementary handbook to the study of the non-metals intended for the use 
of students who are preparing for the matriculation examination of the London 
University. 
SQ3I Bailey, L. H.— The survival of the unlike. 516 pp. Cr. Svo, 1896, 
cloth, 8s. 6d. Macmillan 

5032 Balfour, Isaac Bayley, and others— Annals of botany. Vol. X. No. iO. 

170 pp. nius. Hoy. 8vo, 1896, paper, 14s. H. Prowdb 

5033 Balzac, Honors de— Beatrix. Translatedby James Waring. Edited by 

George Saintsbury. 12 + 364 pp. Or. 8vo, 1896, cloth, 3b. 6d. net. 

J. M. Dent 

5034 Balzac, Honors de—C^sar Birotteau. Translated by Ellen Mairiage. 

Edited by George Saintsbury. 12 + 348 pp. lllus. Cr. 8vo, 1896, clotb, 
38. 6d. net. J. M. Dent 

% These books can be inspected by the public, free, at the Publishers* Permanent 
fiook Sjchibition. 10, Blgomsbwr^ Street^ London^ W,C, 
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Sft35* ^afzrac, lionor^ de— La Alle auat yeux d'or (The girl witli ^& 

golden eyes). Translated bj Ernest Dowson. 7 + 107 pp. Six illnstra- 
tions engraved on wood by Charles Conder. Sup. roy. 8vo, 1896, 
12s. 6d. net. 600 copies. L. SMiTHfiyii 

This story is the last of the three whioh Balzac included in his Histoire des 
TreUe ; but it also forms a part in the larger ConUdie HtMoine. 

Sft3l6* Barkley, H. C. — My boyhood : a story book for boys. Kew and popular 
edition. 12 + 237 pp. lUus. Cr. Svo, 1896, cloth, 2s. 6d. John Mubbat 
Originally told to boys, the author has gathered together his tales and 
sketches, so that other boys may hare an^opportunity of enjoying them. 

y>37* Bai-kley, H. C— Studies in the art of rat-catching. Popular edition; 
7+186 pp. Or. Svo, 1896, cloth, 2s. 6d. John Mdbrat 

The author contends that rat-catching is a wholesome country pastime, and 
although he does not anticipate that the volume will be used by head maaters of 
schools, he has found from experience that boys enjoy the sport heartily. 

5038 Barrett, Frank— The justification of Andrew Lebrun. Cheap 

edition. 7 + 278 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hbinbmank 

5039 Barrett, Wilson— The sign of the cross: novel. 304 pp. Cr. 8vo, 

1896, cloth, 6b. J. Maoquksn 

5040 Battles of the nineteenth century. 2 vols. 768 pp. 4to, 1896, cloth; 

98. each volnme. Cassbll 

5041 Bayley, E. B.— Forestwyk ; or, ten years after. 364 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. JarBOM>; 

5042 Bealby, J. T,— A daughter of the fen. 2nd edition. 474 pp. 

Cr. 8vo, 1896, cloth, 6s. Fisheb Uhwi» 

5043* Beardsley, Aubrey— A book of fifty drawings : with an iconography 
by Aymer Vallance. Portrait. 6 + 212 pp. Dy. 4to, 1897, cloth, 500 
copies, lOs. 6d. net ; vellnm, Japan paper, 50 copies, £2 2s. net, 

L. Smithsbs' 
The fifty drawings represent Mr. Betrdsley's okief art work bronght together 
into a volume from the various sources where they originally appeared. Mr. 
Yallanoe's iconography is a complete list of all Mr. Beardsley's published work. 

5044 Bedell, Frederick— The principles of the transformer. 12 +416 pp. 
Diagrams. Dy. Svo, 1896, cloth, 13s. net. MACMiLLAif 

5045* Beerbohm, Constance, compiler.— A little book of pla]rs for pro- 
fessional and amateur actors : adapted from the French. Cr. 8vo, 

1897, paper. Is. G. Nbwnes 

5046* Beerbohm, Max— Caricatures of twenty-five gentlemen: with an 
introduction by L. Baven-Hill. 25 pp. Boy. Svo, 1896, cloth, 500 
copies, 10s. 6d. net ; 25 copies, coloured by the artist,. £2 28. net. 

L. Smithebs 

Mr. Baven-Hill in his pref^oe points out the peculiar features of Max's work 
whioh brings it within the range of true caricature, and would place the artist 
among the few pnychologists in drawing. 

5047 Binyon, Laurence— London visions: poems. 2nd edition. 32' pp*. 

(Garland series.) Pep. Svo, 1896, paper. Is. net. Elkin Mathews 

5048 Benson, Arthur Christopher— Lord Vyet, and other poemis. 

73 pp. Fcp. Svo, 1S96, cloth, 3s. 6d. net. John Lane 

5049 Benson, Dr. Edward White, Archbishop of Canterbury, and others 

—The work of the Church in London, 224 pp. Or. Svo, 1896, 
cloth, 3s. 6d. John Mubbat 

5Q50 Bernard, J. H., e(2.— Archbishop Benson in Ireland : a record of His 
Irish sermons and addresses. S+119pp. 111ns. Cr. Svo, 1S96, cloth, 
3s. 6d. Macmillan 

• These hooJce can h^ itupetted'b^ thkpubHe, free, at the Puhtishefi^ Permanent 
Book JBMbHion, 10, BUHmehu/ry Street, LonOm^, W.O. 
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jo5x dertenshaw, T. it.— Elements ot music, haf rUd^y and counterpoint, 
rhjrthm, analysis, and musical form. (Longmaa's music course.) 
124-416 pp. Or. 8vo, 1896, cloth, 6s. Longmans 

5052 Bettison, Rev. W. T.— Ruth Davenant : a story. 168 pp. Cr. Svo, 
1896, cloth, Is. 6d. S.P.C.K. 

5053* Beyle, Marie Henri (De Stendhal)— La Chartreuse de Parme. 

Translated from the French hj E. P. Robins. 3 vols. Vol. I., 56+316 

pp. ; Vol. II., 314 pp. ; Vol. ILL, 354 pp. 30 illustrations by V. Foul. 

quier, etched by G. Mercier. 12ino, 1896, cloth. L. Smithbbs 

Printed in Amerioa. The introduction is oritioal and biographical, adapted 

from Mr. A. Hayward*8 eway on Stendhal. 

5054 Binnie, A. R— The tunnel under the Thames at Blackwall. 14 pp. 

(Proceedings of the Royal Institution.) 8vo, 1896, paper, is. 

Royal iNSTmrrfOi 

5055 Birrell, A.— John Wesley: some aspects of the eighteenth century. 

2 pp. (Proceedings of the Royal Institution.) 8vo, 1896, paper. Is. 

Royal Institution 

5056 Black, Clementina— The Princess D^sir^e : a romance. 8 + 204 pp. 

Frontispiece. Or. 8vo, 1896, cloth, 68. Longmans 

5057 Blackburn, Helen, ed—JuhHee calendar for women of the British 
^ empire : with which is incorporated the Woman's suffrage calendar 

f for 1897. 80 pp., 4J x 5^ inches, 1896, paper, 6s. 

Arrowsmith (Bristol) 

5058 Blackwell, P. T.— The law relating to factors. 20 + 191 pp. Dy 

8vo, 1896, cloth, 5s. net. Effingham Wilson 

5059 Blaikie, Prof. W. Garden— Thomas Chalmers. 160 pp. (Famous 

Scots). Post 8vo, 1896, art canvas, Is. 6d. and 2s. 6d. 

Oliphant, Anderson, & Fberiir 

5060 Bland, W.—Notes of lessons on elementary botany: prepared to 

meet the requirements of the code of the Committee of Council on 
Education, together with an appendix intended as an introduction to a 
British flora. 12th edition. 162 pp. Illus. Fcp. 8vo, 1896, cloth, 
limp. Is. Bbmbosi 

5061 Boddy, Ethel Ruth— Ursula Challenor : or, rough ways made smooth. 

160 pp. Illus. Cr. 8vo, 1896, cloth, Is. 6d. 

Drummond's Tract Depdt (Stirling) 

5062 Boisliniere, Dr. L. Ch.— Obstetric accidents : emergencies and opera- 

tions. 381 pp. Illus. Dy. 8vo, 1896, cloth, 7s. 6d. net. Hirschfbld 

5063* Bonham, E., Mrs. John— A comer of old Cornwall : introduced by 

Ernest J. Oldmeadow, and illustrated by ZofEany Oldfield. 17 + 247 

pp. Cr. 8vo, 1896, cloth, 3s. 6d. Unicorn Press 

A series of short sketches and stories illustrative of Ck>mish life. 

5064 Book queries, The : international book finder. Vol. VI. 312 pp. Post 

4to, 1896, cloth, 6s. Jaqqard (Liverpool) 

5065 Bosanquet, Mrs. Bernard— Rich and poor. 8 + 216 pp. Cr. 8to, 

1896, cloth, 3s. 6d. net. Macmillai 

5066 Bour^ret, Paul— A tragic idyl. 452 pp. 8vo, 1896, cloth, 6s. 

DOWNBT 

5067 Bower, F. O.— Studies in the morphology of spore-producing 

members. II. Ophioglossaceae. 88 pp. 9 plates. 4to, 1896, paper 
7s. 6d. net. Duuu 

5068 Boys, Rev. E., ec?.— Christian progresss : a magazine of help and 

encouragement in christian life testimony and work, 1896. 236 pp. 
Cr. 8vo, 1896, cloth. Is. 9d. Bbmrosi 

* Tkeie hooJu can he tmtpeoted bjf ihe public, fires, ai the PubUeher^ Permanent 
Book EwkiHtion, 10, Bloomebwy Street, London, W.C. 
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Sftip i&rett, l^eginald B.— iTie yoke of empire : sketches of the Queen^s 
prime ministers. 12 + 202 pp. Illus. Or. 8vo, 1896, cloth, 6s. 

Magmillan 

5070 Bridges, Robert— Ode for the bicentenary commemoration of Henry 
Purcell : with other poems and a prelace on the musical setting of 
poetry. 2nd edition. 41 pp. (Gurland series.) Pep. 8vo, 1896, paper. 
Is. net. Elkin Mathews 

5071* Briggs, William, and Bryan, G. H.— An elementary text-book of 
hydrostatics. 2nd edition. (University tutorial series.) 8 -f 208 pp. 
Cr. 8vo, 1896, cloth, 2s. W. B. Clivb 

A lext-book for the use of students who are preparing for the xnatriculatton 
examination of the London University. Part I. deals with specific gravities ; 
Part II. with fluid pressure ; and Part III. with pneumatics. The examples are 
taken from the London University examination papers. 

5072 British Workman, The—Annual volume, 1896. 100 pp. Large folio, 

1896, paper. Is. 6d. S. W. Partridge 

5073 Brooks, Ht. Rev. Phillips— New starts in life, and other sermons. 

8 + 356 pp. Cr. 8vo, 1896, cloth, 6a. Magmillan 

5074 Brown, H. D.— Altogether lovely. 12 + 81 pp. Fcap. 8vo, 1896, cloth, 

Is. Marshall Bros. 

5075 Brown, Mary Barrett— Fish, flesh, and fowl when in season : how to 

select, cook, and serve. 150 pp. Cr. 8vo, 1S96, paper, Is. L. Upcott Gill 

5076 Browne, Sir Thomas— Religio medici. 8 -1- 196 pp. Frontispiece. 

(Temple classics.) Pott 8vo, 1896, cloth, Is. 6d. net ; lambskin, 28. net. 

J. M. Dknt 

5077* Browning, Roberi:— Bells and pomegranates. First series, with a 
preface and notes by Thomas J. Wise. 14 -f 326 pp. Portrait. Cr. 8vo, 
1896, cloth, 28. 6d. Ward, Lock & Co. 

The poems included under this title originally appeared in eight separate 
booklets between the ^ears 1841 (Fippa Passes) and 1846 (Luyia, &o.) The 
present volume is a reprmt from these original editions. 

5078 Browning, Robert — Poems. 512 pp. Portrait. (Popular poets.) 

D7. 8vo, 1896, cloth, 3s. 6d. G. Routlbdgb 

5079 Bryce, James— Transcaucasia and Ararat : being notes of a vacation 

tour in the autumn of 1876. 4th edition, with a supplementary chapter 
on the recent history of the Armenian question. 12 -f 628 pp. lllos. 
Ex. cr. 8vo, 1896, cloth, 8s. 6d. net. Macmillaf 

5080 Buddhist religion as practised in India and Malay Archipelago, 

A.D. 671-695, A record. Translated by J. Takaksu, with a letter from 
P. Max MiiUer. 320 pp. With map. Cr 4to, 1896, stiff boards, I4m. net. 

Clarendon Press 

5081 Buisson, J. C. da— The origin and peculiar characteristics of the 

gospel of St. Mark, and its relation to the other sjrnoptists: 

being the Ellerton essay, 1896. 72 pp. Dy. 8vo, 1896, paper. Is. 6d. 
net. H. Frowdi 

5082 Bulmer, John— Particulars of an inquiry into the Catholic con- 

troversy. 2nd edition. 59 pp. uj. 8vo, 1896, paper, 6d. 

Art & Book Co. 

5083 Bulow, Hans von— Early correspondence. Edited hj his widow and 

translated by Constance Bache. 266 pp. Frontispiece. 8vo, 1896, 
cloth, 16s. FisHBR Unwin 

5084 Bunyan, John— The pilgrim's progress. Illustrated by Charles H. 

Bennett. 434 pp. Cr. 8vo, 1896, cloth, 6s. Gibbings 

S08s Bunyan, John— The pilgrim's progress. 869 pp. lllns. (Oxford 
thumb geries.) 32mo, 1896, cloth, from Is. 6d. H. Frowdi 

• These book* can be inspected by fhe puhlic, free, of. fh^ Huhluhere* l*t,maneiU 
Book Exhibition^ 10, Bloofhibury Street, London, W,C, 
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5086 Burgin, G. B.— Tomaijm's guesit : a novei. 8 4- ^14 pp. (Jr. Svo, 

1896,. cloth, 6s. A. D. Innes 

5087 Burke, Sir Bernard— Genealogical and heraldic dictionary of the 

peerage and baronetage, together with memoir of the Privy 
Councillors and Knights. Edited by his son. 59th edition for 1897. 
Sup. roy. 8vo. 1,000 pp. 1896, cloth, 38s. Harbison <fc Sons 

5088 Burroughs, John— Fresh fields. 284 pp. Frontispiece. Or. 8vo, 1896, 

cloth, sold only in sets, 40b. 6d. net. J. M. D^i 

5089 Burroughs, John— Signs and seasons. 271 pp. Frontispiece. Or. 

8vo, 1896, cloth, sold only in sets, 40s, 6d. net. J. M. Dent 

5090 Byrne, Desmond— Australian writers. 1 + 6 + 288 pp. Cr. 8vo, 

1896, cloth, 6s. R. Bbntlby 

5091* Bjrron, George Gordon Noel. Lord— Works : edited by William Ernest 
Henley. Vol. I., Letters, 1804-1813, 20+470 pp. Portrait. Cr. 8vo, 

1897, cloth, 6s. net. Heinemann 

The first volume of a oolleoted edition of Byron's complete prose works to be 
divided into (1) LetterF, (2) Journals and Aiemoranda, and (3) Misoellanies. 
The text is reprinted from Moore, from Dallas, Leigh Hunt, tf. T. Hodgson, 
and others. The notes are supplied by the editor. 



5092 Cajori, Florian— A history of elementary mathematics. 8+304p> 

Ex. cr. 8vo, 1896, cloth, 6s. 6d. net. . Macmillan 

5093 Campbell, James M.— The Christ in man ; cr, the indwelling Christ 

With an introduction by Prof. A. B. Bruce. 2nd edition. 192 pp. Cr. 
8vo, 1896, cloth, 2s. 6d. Oliphant, Anderson, & Fbrribe. 

5094 Carey, Rosa Nouchette— The mistress of Brae farm: a novel. 

1 + 6+428 pp. Cr. 8vo, 1896, cloth, 6s. R. Bbntlkt 

5095 Carlyle, Thomas— Heroes and hero-worship. 334 pp. Illus. (Modem 

classics.) Fcp. 8vo, 1896, cloth. Is. 6d. G. Routledgb 

5096* Carlyle, Thomas— Pen portraits : found in his works and correspond- 
ence by R. Brimley Johnson. Portrait. 8-fl08 pp. Pott 8vo, 1896, 
cloth, 2s. net. Gl. Allen 

The "pen portraits" are arranged in alphabetical order, and to each portrait 
is appended the work of Carlyle from which it is taken. 

5097 Carman, Bliss— Behind the arras : a book of the unseen. With designs 

by T. B. Meteyard. 101 pp. 8 illustrations. Fcap. 8vo, designed 
boards, 5s. Elkin Mathews 

5098 Carman, Bliss— Low tide on Grand Pr^ ; a book of lyrics. 2nd edition. 

128 pp. Sm. 8vo, 1896, paper boards, 5s. net. Blkin Mathews 

5099 Carman, Bliss— Songs from Vagabondia. With decorations by T. B. 

Meteyard. 54 pp. Fcp. 8vo, lo96, designed boards, 5s. 

Elkin Mathbws 

5100 Cassell's Dictionary of Cookery. Cheap edition. 1,274 pp. Bus. 

4to, 1896, cloth, 5s. Oassell 

5101 Cervantes Saavedra, Miguel de— The adventure of the wooden horse 

and Sancho Panza in Barataria. Set for the Oxford local examina- 
tions, 1897, by Clovis Bevenot. 150 pp. Ex fcp. 8vo, 1896. Paper 
boards, 2s. 6d. Clarendon Pbess 

5102 Challoner, Rt. Rev. Dr. — Garden soul : devotions. New red line edition. 

530 pp. Illus. 32mo, 1896, roan, etc., from Is. to 3s. 6d. 

As.T & Book Co. 

• These books can be inspecteH btf the pubLcy free, at the FubUsfers' FeimunetU 
Book Exhibitions 10, Bloomsbary Street, London, IV. C. 
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5**3* Chapman, Abei—Firet lessons ill the art of wild-fowliqg:. 1^+270 pp. 
Illustrated by tke author, and three by Chas. Whyrhper. Dy. 8vo, 1896; 
cloth, 10s. 6d. H. Oox 

Mr. Chapman's volume ori^nally appeared as a series of articles in The Field. 
His treatment of the subject is more from the point of view of the sportsman 
than that of the naturalist; and tie fowl treated of are almost all of them 
denizoDS of our coasts, or about our tidal waters. Mr. Chapman is the author of 
" Bird Xiife of the Borders," and his observations made during his voyages to 
Norway iind Sweden he hopes to complete in a volume to be specially devc^ to 
them, 

5104 Charles, Mrs. Rundle— Our seven homes. 236 pp. Portraits. Or. 

Svo, 1896, cloth, 78. 6d. John Murray 

5105 Child set in the midst. The. By modem poets, with introduction by 

Wilfrid Meynell, and facsimile of the MS. of " The Toys," by Coventry 
Patmore. 190 pp. Roy. 16mo, 1896, cloth limp, 3s. 6d. net. 

Blkin Mathbws 

5106 Cicero— Speech on behalf of Milo : a translatioii with notes, introduc- 

tion, and analysis by J. B. Baker. 11 + 54 pp. Cr. Svo, 1896, paper, Is. 

B. H. Blackwell (Oxford) 

5107 City diary. 34th edition. 92 pp. Dy. 8vo, 1897, stifE boards, Is. 

COLLINGRIDGB 

5108 Clarke, M. E.— Chilbury folks: a story by C. B. M., author of "Adam 

Gorlake's Will." 92 pp. bm. post 8vo, 1896, cloth, 9d, S.P.C.K. 

5x09 Clarke, Mary Cowden — My long life : an autobiographic sketch, and: 
edition. 264 pp. lllns. Cr. 8vo, 1896, cloth, 7s. 6d. Fisher Unwin 

5110 Clarke, Rev. S. Childs— Festival and other hymns. 328 pp. Or. 8vo, 

1896, cloth, 6s. Skeppington 

5111 Clements, Rev. H. G. J.— Reminiscences of utterances from the- 

pulpit of Sidmouth parish church : sermons. 12 + 270 pp. Cr. 8vo, 
1896, cloth, 3s. 6d. A. D. Innes 

5112 Clueton, Charles— Horses worth following. Winter edition. 32 pp.^ 

12mo, 1896, paper, 6d. E. Sbale 

51x3 Coleridge, Arthur Duke— Eton in the forties. By an old colleger^ 

1 4- 12 + 595 pp. lllus. Cr. 8vo, 1896, cloth, 6s. R. Bentley 

5114 Coleridge, Christabel Rose— A colt from the heather : a story. 128 pp. 

Cr. 8vo, 1896, cloth. Is. S.P.C.K. 

5115 Collins, Mabel— The star sapphire : a story. 311 pp. Sm. dy. 8vo, 

1896, cloth, gilt top, 6's. Downey 

5116 Collins, Wilkie-Antonina; or the fall of Rome. A new edition. 

172 pp. Medium 8vo, 1896, paper, 6d. Chatto & WiNmJs- 

5117 Cooper, Charles A.— An editor's retrospect. 16 -f 432 pp. Dy. 8vo, 

1896, cloth, lOs. net. Macmillan 

5118 Corfield, Prof. W. H.— Disease and defective house sanitation: 

two lectures delivered before the Harveian Society of London. 55 pp. 
lllus. Cr. 8vo, 1896. cloth, 2s. H. K. Lewis 

5119 Craik, Henry, cd.— English prose selections : with critical intro- 

duction by various writers and gt^neral introductions to eaph peiiod. 

Vol. V. Nineteenth century. 12 + 780 pp. Ex. cr. 8vo, 1896, cloth, 

8s. 6d. Macmillan 

5130 Craik, Mrs. (Dinah Maria Muloch)— Studies from life. New edition. 

342 pp. Cr. 870, 1896, cloth, 3s. 6d. Hukst & Blackbtt 

5121 Craik, Mrs. (Dinah Maria Muloch)— A woman's thoughts about 

women. Cr. 8vo, 1896, cloth, 3s. 6d. Htjest & Blackbtt 

• These books can be iwtpeeted by the fuhUc^ free, ai the F*bU9}er«? Petmanent 
Book Exhibition, 10, Bloomebury Street, London, W,C, 
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5t22^ Crane, Walter— 6f the decorative illustration ot books old and n6W. 
(Ex-libris series.) 12 -f 335 pp. lUus. Pott 4to, 1896, cloth, lOs. 6d. 
net. Q, Bell 

This book had itB origin in the oourse of three Cantor lectures which Mr. 
Crane gave^in 1889. It traces the story of decorative book illustration from the 
flfteenui oentury to the present time, and the story is illustrated with over 160 
pictures taken from the most representative books of the various periods. 

5123 Creigfaton, Dr. C— Microscopic researches on the formative pro- 
perty of glycogen. Part I. physiological. 162 pp. Illus. Dy. 8vo, 
1896, paper, 7s. 6d. net. A. & C. Black 

5x24* Creighton, Rt. Be7. Mandell— The heritage of the spirit, and other 
sermons. 216 pp. Portrait. Cr. 8vo, 1896, cloth, 3s. 6d. S. Low 

''The Heritage of the Spirit" was preaohed in St. Paul's Cathedral. The 
other sermons in this volume are — ^1. "Sympathy" (preached before the Uni- 
versity of Oxford. Text: Acts xxviii. 15); "The Desire for Satisfaction" 
(preached before the University of Oxford. Text : Luke xviiL 14) ; ** The 
Unily of Life" (preached in Westminster Abbey. Text: Ps. viii. 4); "The 
Christian Standard" (preached in St. Paul's Cathedral. Text: John v. 44, 
B.V.) ; " The Christian Character " (University of Cambridge. Text : Phil. iiL 
8) ; " The Claims of Jesus " (University of Oxford. Text : Matt, v. 13) ; 
"Christianity and Common Sense" (University of Oxford. Text: John xiv. 
8,9; "The Memories of the Past" (University of Oxford. Text: Ps. Ixxiii. 
15) ; " Religion and Politics " (Temple Church. Text : 1 Kings xxi. 20) ; " The 
Knowledge of Nature and the Knowledge of God" (British Association, 
Ipswich. Text: Ps. xxxvi. 9); "Christian Unity" (University of Oxford. 
Bph. iv. 2, 8). 

5125 Croker, B. M.— Married or single ? A new edition. 4 + 295 pp. Cr. 
8vo, 1896, cloth, Ss. 6d. Chatto & Windus 

5x26 Crommelin, May— Over the Andes from the Argentine to Chili. 

1 -I- 8 4- 387 pp. Illus. Dy. 8vo, 1896, cloth, 128. 6d. R. Bentlet 

5x27 Crowe, F. J. W,— Masonic clothing and regalia, British and con- 
tinental. 36 pp. Golonred plates, with descriptive leaf to each. Snp. 
dy. 4to, cloth, 308. net. T. C. & E. C. Jack (Edinbnrgh) 

5x28 Cryan, R. W. W.— Glimpses of sunny lands. 122 pp. lUns Or. 8vo, 
1896, cloth, 5s. Kbgan Paul 

5x29 Culross, B«v. James—The man of sorrows and the joy that was set 
before him. (Isaiah liii.) : An exposition and an argument. 185 pp. 
Or. lemo, 1896, cloth. Is., cloth gilt. Is. 6d. 

Drummond's Tract Depot (Stirling) 
5x30 Cumming, E. D.— In the shadow of the pagoda : a tale of BurmeBe 
life. 2nd edition. 1 + 7 + 362 pp. lUns. Cr. 8vo, 1896, cloth, 6s. 

W. H. Allbn 

SX3X Cumming, James Elder— Through the Eternal Spirit. A Bible study 
on the Holy Ohost. 2nd edition. 384 pp. La. 8vo, 1896, extra cloth, 
5g. Drummond's Tract DspdT (Stirling) 

5x32 Cunningham, J. T.— The natural history of the marketable marine 
fishes of the British Islands : prepared by order of the Conncilof the 
Marine Biological Association especially for the nse of those interested in 
the sea-fishing industries. 16 + 376 pp. Dins. Med. 8vo, 1896, 
cloth, 78. 6d. net. Macmillah 

5x33 Currie, J. G.— Notes on finance act, X896. 69 pp. Dy. 8vo, 1896, 46. 
net. W. Green CBdinbnrgh) 

5x34* Curtis, Charles E.— Estate management: a practical handbook for 
landlords, agents, and pupils, with a legal supplement by a barrister. 
4th edition. 19 -f 428 pp. Dy. 8vo, 1895, cloth, 10s. 6d. H. Cox 

A volume intended for the use of those who require a practical haodbook to the 
▼ariouB branchee of estate management. It is not supposed to be a complete guide, it 
embodies an outline of all the important points necessary in good management. 
The first edition was published in 1879, the second in 1881, and the third in 1889. 

• These books can be inspected by the public, free, at the Publishers* Fermanent 
Book Bxhibition, 10, Bloomsbury street, London, W.C, 
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5135* Cutler, ThdnlAS W — Cottagfes and country buikiings : elevations and 
plans. Obi. cr. 8vo, 1896, vellum, 21s. H. Oox 

Mr. Cutler's cottages have been designed on tbe theory " that cottages and 
country buildings should harmonize with the natural surroundings of the 
neighbourhood in which they are placed, and they should be built in the style of 
architecture characteristic of the county, and, of course, with the materials 
found in the district." In each plan the total cost is given. 

5136 D., A. E.— A mystery at King's Grant : a story by the author of " A 

chance acquaintance." 128 pp. Cr. 8vo, 1896, cloth, Is. S.P.O.K. 

5137 Dante Alighieri— La dmna commedia. Edited by Butler. 500 pp. 

Fcp. 8vo, 1896,buckram, 4s. 6d. net. Elkin Mathews 

5138 Darton's leading strings annual for the little ones. 124 pp. IIIob. 

Cr. 4to, 1896, boards, Is. 6d., cloth, 2s. 6d. Oabbhks, Dabton & Co. 

5139 Daudet, Alpfaonse— Recollections of a literary man. 268 pp. Cr. 

8vo, 1896, cloth, 2s. 6d. net. J. M. Dbnt 

5140 Davidson, Mrs.— The garden of time. 222 pp. Illus. Cr. 8vo, 18S6, 

cloth, 3s. 6d. Jarrold 

514Z Davidson. John— The wonderful mission of Earl Lavender, which | 

lasted one night and one day. New edition. 12+290 pp. Frontis- ^ 

piece by Aubrey Beardsley. Cr. 8vo, 1896, cloth, 3b. 6d. N^ 

Ward & Dowkbt 

5142 Davidson, Bight Bev. Randall T., ed.—The Lambeth Conferences of 

1867, l878> SUld 1888: with the official repcnrts and resolutions, 
together with the sermons preached at the conferences. New and 
revised edition. 422 pp. Post 8vo, 1896, cloth, 5s. S.P.C.K. 

5x43 Davidson, William L.~-Leading and important English words 

explained and exemplified : an aid to teaching. 2nd edition. 8 + 

226 pp. Fcp. 8vo, 1896, cloth, 38. 6d. Longmans 

5144"^ Dawson, Joseph— The light that cane, and other dreamings. 200 pp. 

Illustrated by ZofEany Oldfield. Cr. 8vo, 1896, cloth, 2s. 6d. net. 

Unicorn Press 
Nature parables, intended to be Buggestive to teachers. 

5145* De Brath, Stanley— The foundations of success : a plea for rational 
education. 8+192 pp. Cr. 8vo, 1896, cloth, 2s. 6d. G. Philip 

The author has aimed to realise a handbook for the use of parents which shall 
show them how to obtain for their children a cultured practical education, at the 
smallest amount of expense. He has also dealt with considerations for ayoiding 
the moral disasters into which most young people are so often fidling. 

5146* De Quincey, Thomas — Ljrrics in prose: selected from his works hy 
Eichard Brimley Johnson. Portrait. 13 -f 163 pp. Cr. 16mo, 1897, 
cloth, 2s. G-. Allen 

SeleotioDs from the works of De Qaincey to illustrate the claims he made to 
be the author of '*a mode of impassioned prose ranging under no precedent that 
he was aware of in any literature." De Quincey called this prose, " lyrical prose 
phantasy." 

5147 De Quincey, Thomas— Collected writings. Edited hy Prof. Masson. 

In 14 vols. Vol. III., London reminiscences, and the author's revised 
and greatly enlarged edition of the Confessions of an English Opinm- 
eater. 472 pp. Cr. 8vo, 1896, cloth, 2s. 6d. A. & 0. Black 

5148 Debenham, Mary H— Holiday tasks. 236 pp. Illus. Cr. Svo, 1896, 

cloth, 3s. 6d. Jaerold 

5149 Dickson, Maidie— The saga of the sea swallow. 4 + 160 pp. Illus. 

Pep. 4to, 1896, cloth, 4s. 6d. net. A. D. Innbs 

• These books can be inspected by the public, free, at the Publisher^ Permanent 
Booh Exhibition, 10, Bloomsbury Street, London, W.C. 
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5JS6 fiittersdorf, liarl von— Autobiography, dictated to his son. translated 
from the German by A. D. Coleridge. 14-20+316 pp. Or. 8vo, 1896, 
cloth, 78. 6d. R. Bbntley 

5151 Dixon, Rev. R. Watson— Songs and odes. 29 pp. (Garland series ) 
Fq). 8vo, 1896, paper, Is. net. Elkin Mathews 

5152* Dod's peerage, baronetage, and knightage of Great Britain and 
Ireland for 1897, including all the titled classes. 57th year. 1,032 pp. 
Cr. 8vo, 1896, cloth, 10a. 6d. S. Low 

5153* Dodge, Mary Mapes— Hans Brinker : or, the silver skates: a story 
of life in Holland. New Amsterdam edition. Illustrated by Allan B. 
DogKett. 14 + 393 pp. 8vo, 1896, cloth, 78. 6d. S. Low 

This story of Hans and Baff Brinker is woven into the story of Holland itself. 
The authoress, in order to make her readers realise its setting, has described the 
history and chief characteristics of the Dutch people, many of the latter being 
drawn from life. 

5154 Douglas, M.— Across Greenland's ice fields : the adventures of Nansen 

andPearyonthegreaticecap. 2l8pp.lllus. Post 8vo, cloth, 2s. T.Nelson 

5155 Douglas, M.— For duty's sake. 272 pp. Illus. Cr. 8vo, 1896, cloth, 

38. 6d. Jabbold 

/ Si56*'Downe, Walmer— The bloom of faded years: a novel. 8 + 284pp. 

r nius. Cr. 8vo, 1896, cloth, 3s. 6d. J. Mc'Kelvib (Greenock) 

f S157 Drane, A. T. (Mother Prances Raphael)— The daily life of a religious. 

6+112 pp. Fcp. 8vo, 1896, paper, 8d. net. ; cloth. Is. net. 

Art <fe Book Co. 

5158 Drury, W. D.— Popular bulb culture. 80 pp. Illas. Cr. 8vo, 1896, 

paper. Is. L. Upcott Gill 

5159 Eales, Samuel J.— Life and works of S. Bernard, abbot of Clairvaux. 

Vols. III., IV. Dy. 8vo, 1896, cloth, 12s. net each. John Hodobs 

5160 Eastward, J. R.— Fireside poems. 190 pp. Portrait. Cr. 8vo, 1896, 

watered silk, 3s. 6d. net. Jaogaed (Liverpool) 

5t6i Edgcumbe, Sir Robert P.— Popular fallacies regarding bimetallism. 
12 + 156 pp. Cr. 8vo, 1896, cloth, 38. 6d. net. Macmillan 

5162 Edgeworth, Maria — Belinda. With an introduction hy Anne Thackeray 
Ritchie. Illustrated by Chris Hammond. 20 + 485 pp. (Illustrated 
standard novels.) Cr. 8vo, 1896, cloth, 3s. 6d., cloth extra. (Peacock 
series), 5s Macmillan 

5163* Edwards, Joseph, <!d.— Labour annual for 1897 : a year-book of social, 
economic, and political reform. 260 pp. Illus. Cr. 8vo, 1896, paper, 
Is., doth, 2s., special, Ss. Jaggard (Liverpool) 

5164 Eminent persons : biographies reprinted from the TimeB, Vol. V« 1891-92. 
6-1-300 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Macmillan 

5x65 Engineers, Incorporated association of municipal and county 
engineers. Proceedings. Vol. XXII., 1895-6. 363 pp. Illus. Dy 
8vo, 1896, cloth, 12s. 6d. E. <fc. P. N. Spon 

5166 Eugene, Alfred P., and Duriaux, H. L.— The study of French 

according to the best and newest systems.— Books I.-IV. 4 vols. 
32 pp., each printed on one side only. 1896, paper, 6d. each. 

Macmilun 

5167 Bvergjeen, The : a northern seasonal : The book of winter. 156 pp. Illas. 

Sm. 4to, 1896, leather, 5s, net. Fishbe Unwik 

5^68 Every boy's book of sport and pastime. Edited by Prof. Hoffmann. 

900 pp. Illus. Dy. 8vo, 1896, cloth, 7s. 6d. G. Routlbdgb 

5x60 ; Every girl's book of sport, occupation, and pastime. Edited by Mrs. 

Whilley. 504 pp. lUus. Dy. 8vo, 1896, cloth, 7s. 6d. G. Routlbdgi 

* Thete books can be inspected by the public^ f^^^y o,t the Fubliaf ers* Fermaneni 
Book Sxhibition, 10, Bloomsbury Street, London, W,C. 
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5170 Ewing, J, A.— Hysteresis. 6 pp. (Proceedings of tlie Royal Institntipiu) 

8vo, 1896, paper, Is. Hotal Institution 

5171 Fairbanks, Arthur— Introduction to sociology. 15 + 274 pp. (Eng- 

lish and foreign philosophic library.) Post 8vo, 1896, cloth, 7s. 6d. 

Keoan 'PkUt 

5172 FaUSboU, V. — ^The Gataka : together with its commentary : being tales of 

the anterior births of Oolama Bnddba. Vol. VI. 599 pp. Dy. 8vo, 
1896, cloth, £1 8s. Kigan Paul 

5173 Fenby, Walter— Turf gems. Winter edition. 24 pp. 12mo, 1896, paper, 6d. 

E. Seals 

5174 Fernandez, James— The Fernandez reciter. 254 pp. Cr. 8vo, 1896. 

boards. Is. Q. Routledge 

5x75 Field, Julian— The new life in Christ Jesus. 30 + 240 pp. Roy. 16m6, 
1896, clqth, 5s. A. D. Innes 

5176 Fields, Annie— Authors and friends. 355 pp. Cr. 8vo, 1896, oloth, 
7s. 6d. Fishee XTN^aN 

5x77 Firth, Annie—Cane basket work: a practical annual on weaving 
useful and fancy baskets. 96 pp. lUus. Cr. 8vo, oloth. Is- 6d. 

L. Upcott Q-ill 

5178 Fiirth, Oliver— Postage stamps and their collection : a practical hand- 

book for collectors of postal stamps, envelopes, wrappers, and cards. 196 
pp. lUus. Cr. 8vo, 1896, cloth, 3s. 6d. L. Upcott Gill 

5179 Fitz-Gerald, A. J. Adair, and Lloyd, S. 0-— The Mighty Toltec 320 

pp. Frontispiece. Cr. 8vo, 1896, cloth, 6s. J. Macqueen 

5180 Fitzgerald, S. J. Adair -The Zankiewank and the Blethcrwitch. 

12 4- 188 pp. Illus. Imp. 16mo, 1896, cloth, 3s. 6d. J. M. Dent 

5181 Fitzpatrick, William John— Life of Charles Lever. New and revised 

edition. 392 pp. Portrait. Dy. 8vo, 1896, art linen, 6s. Downey 

5x82 Fletcher, Bev. C. J. H.— A history of the church and parish of St. 
Martin (Carfax), Oxford. 8+171 pp. Four collotype views. Cr. 
8vo, 1896, cloth, ba, net. B. H. Blackwell (Oxford) 

5183 Fletcher, J. S.— Ballads of revolt 42 pp. Sq. 32mo, 1896, cloth, 2s. 6d 

net. John Lane 

5184 Fletcher, W. Y.— Foreign bookbindings in the British Museum. 

Illus. Folio, 1896, £3 38. net. Kegan Paul 

5185 Fletcher and Espin— Map of Matabeleland. 4 sheets. 49 x 52 inches. 

1896, 16s. E. Stanford 

5186 Ford, Mrs. Gerard— King Pippin : children's story. 277 pp. Illus. Cr. 

8vo, 1896, cloth, 3s. 6d. Jabeold 

5187* Ford, T. A. V.— A systematic course of geometrical drawing. 24 4 
208 pp. Cr. 8vo, 1896, cloth, 3s. 6d. G. Philip 

The aim of this book is to sapply a text-book suitable for class use, as well as a 
help for engineering students, and those entwing for army and other ezamuia- 

tiODS. 

5188 Form at a glance, The : Annual— Vol. XVI. 638 pp. 12mo, 1896, oloth, 

2s. E. SealB! 

5189 Foster, A. J.— Tourist's guide to Hertfordshire. 2nd edition. 119+ 

8 pp. Map and plan. Fcp. 8vo, 1896, cloth, 2s. E. Stanford 

5190 Fouqu^, De la Motte F. H. K.-Sintram and his companions imd 

Undine. 280 pp. Illus. La. cr. 8vo, 1896, cloth, 6s. 

, , . ^ . , . .0/Mi»i^«»^ Darton, & Co. 

^ ThesB books can be inspected by the public, free, at the Publisher^ Fprmfmeiti 
Book Sgchibition, 10, BlQombnry Street, London, W,C. 
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Sipi Fowler, Dr. Thomas— The elements of deductive logic, designed 

maiulj for the use of junior students in the Universities. 10th edition, 
corrected and revised. 15 + 192 pp. Ex. fcp. 8yo, 1896, cloth, 3s. 6d. 

Clabbndon Press 

5192 Frere, Rev. W. H.— The Marian reaction in its relation to the English 

clergy • & Btudj of the episcopal registers. 288 pp. Imp. post 8vo, 
1896, cloth, 3s. 6d. S.P.C.K. 

5193 Friendly leaves. Annual volume. Edited by Henlej I. Arden. 380 pp. 

nius. Sm. 4to, 1896, cloth, 2s. Gardner, Dabton, & Co. 

5x94 Fumiss, Father, Handbook for the Sunday school teacher. New 
edition. 8 + 221 pp. 18mo, 1896, cloth. Is. Art & Book Co. 

5195 Gale, Norman^-SongS for little people. Illustrated by Helen Stratton, 

Limited edition. 30 copies. 110 pp. La. cr. 8vo, 1896, vellum, 21fl. 
net. * A. Constable 

5196 Gall, Capt. H. R.— Modem tactics, with supplement 4th edition. 

32 + 400 pp. 38 folded plates, 2 maps in pocket. Roj. 8vo, 1896, 
cloth, 2l8. net. Supplement, 128 pp., cloth, in box. W. H. Allkn 

f S19J Gallwey, Father— The watches of the sacred passion. 3rd edition. 

^ 1,600 pp. Illustrated and plans. Cr. 8vo, 1896, cloth, 6s. net. 

Art & Book Co. 

5198 Galton, Sir Douglas— Observations on the construction of healthy 

dwellings : namely, houses, hospitals, harracks, asylums, etc. 
2nd revised edition. 306 pp. Illus. Dy. 1896, cloth, 10s. 6d. 

Glabendon Pbess 

5199 Gardner, Percy— Sculptured tombs of Hellas. 20 + 260 pp. nins. 

Imp. roy. 8vo, 1896, cloth, 25s. net. Macmillak 

5200 Gardening year book and garden oracle, 1897. 39th edition. 314 pp. 

Illus. Or. 8vo, 1897, boards, Is. B. W. Allen 

5301 Gerard, Frances, A.— Some fair Hibernians : being an account of some 
notable Irish women. — Dorothea Jordan — Lady Anne and Lady 
G^rtmde Fitzpatrick — ^Mary, Conntess of Leitrim — Anne, Gonntess of 
Charlemont — Sarah Gnrran — ^Melesina Ghenevix Trench — Gonntess of 
Blessinton — Lady Morgan — Lady Clarke — Mrs. Norton — Eliza O'Neill 
—Lola Montez. 8+280 pp. Illns. Dy. 8vo, 1896, cloth, 21b. 

Ward & Dowhkt 

5202 Gibeme, Agnes— This wonderful universe. 128 pp. Sm. jwst 8yo, 

1896, cloth. Is. S.P.O.K. 

5203 Glasgow University calendar for the year 1896-97. 598 pp. Or. 

8vo, 1896, bnckram, 3s. net. Maclehosb (Glasgow) 

5204 Gore, B«v. Charles.--The sermon on the mount 218 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. .Tohn Mubbat 

5205 Gould, S. Baring— English minctrelsie: a national monnment of 

English songs. 8 vols. Vol.VL 16+124 pp. Illns. Roy. 4to, 1896, 
linen, 10s. net. T. C. <fc E. 0. Jack (Edinbnrgh) 

5206 Graham, P. Anderson— The Red Scaur: a novel of manners. 

8+360 pp. Cr. 8vo, 1896, cloth, 6s. Lonomaks 

5207 Grandmother Given : a story, by the anthor of " Earth's many voices." 

110 pp. Cr. 8vo, 1896, cloth. Is. S.P.C.K. 

5208 Grant, W. R. Ogilvie— A handbook to the game bmls. Vol. D. 

16+316 pp. (Allen's naturalist's library.) Illnstrated by colouretl 
plates md woodcatB. Cr. 8vo, 1896, cloth, 6b. W. H. Allen 

• Theie hooks can he inspected hy the public, free, at the Pvhlishen^ FertM^eM 
Book Sighihition^ 10, Bloomfbury Sfre^t^ Lgr^^n^ W*Q* 
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5209 Graves, Miss Clo— Maids in a market garden: a story. 2nd edition. 

4 +262 pp. lUns. Or. 8vo, 1896, cloth, 28. 6d. W. H. Allbn 

5210 Gray, Maxwell— The silence of Dean Maitland. Illustrated by F. 

Hamilton Jackson. 581 pp. Illos. Post 8vo, 1896, cloth, 6s. 

Kegan Paul 

521 1 Green, Evelyn Everett— Molly Melville : tale for girls. 398 pp. Illos. 

Cr. 8vo, 1896, cloth, 5s. ; cloth extta, 4s. T. Nelson 

5212 Green, William— Encyclopaedia of Scots law. Vol. III. Chief to 

Croft. 416 pp. 1896, 15s. net. W. Green (Edinbnrgh) 

5213 Greenhow, Surgeon-Major— The tower of Ghilzan : a novel. 1 + 6 

+ 336 pp. Cr. 8vo., 1896, cloth, 6s. R. Bbntlky 

5214 Grimm, Hermann— Life of Michael Angelo. 2 vols. Vol. I. 

10 + 636 pp. Vol. II. 16 + 568 pp. Illus. La. cr. 8vo, 1896, cloth, 

17s. net. J. M. Dent 

52x5 GuifTrey, Jules— Sir Anthony Van Dyck *. his life and work. Translation. 

14 + 320 pp. Illus. Roy. folio, 1896, buckram, £4 4s. H. Henby 

52x6 Guyou, Jeanne Marie— Short method of prayer. 2nd edition. 64 pp. 

12mo, 1896, paper, 6d., cloth. Is. Jaggabd (Liyerpool) 

52x7 Hake, Dr. T. Gordon— Madeline and other poems. 284 pp. Cr. 8yo, 
1896, cloth, 5s. net. Elkin Mathews 

5218 Half holidajTS with our home pets. 80 pp. Illus. 4to, 1896, picture 
boards, Is. G. Boutledob 

5219* Halford, Frederic M.— Making a fishery. 8 + 212 pp. Portrait and 
4 plates. Dj. 8vo, 1895, cloth. 7s. 6d. H. Cox 

The chapters forming thin volume appeared originally in the Field under tbe 
author's Horn <£« y««rr«, "Detached Badger." They dttd with suoh Bubjeots aa 
tenure, management, weeds, poachers, netting, wiling, stocking, &o. 

5220* Hall^, Sir Charles— Life and letters : being an autobiography (1819— 
1860) with correspondence and diaries, edited by his son, C. E. HalU, 
and his daughter, Maiie Hall6. 6 + 482 pp. 2 portraits. Dy. 8to, 
1896, cloth, 16s. Smith, Elder 

Three chapters deal, in narrative form, with the career of Halle, from his birth 
in 1819 to 1666. For the fourth chapter Mr. G. E. HaU^ has written a postscript 
bringing the life down to 1895. The latter portion of the volume is taken up with 
Sir Charles Hallo's own '* Diaries and notes of travel," and two appendices dealing 
with a critic's opinion of Hall^, and a list of the works performed by him at 
Manchester dunng the years between 1868 and 1896. 

522Z Hallick, Reuben Post— The education of the central nervous S]rstem : 

a study of foundation, especially of sensory and motor Iraining. 
12+258 pp. Cr. 8vo, 1896, cloth, 5s. net. Macmillan 

5222 Hallows, Frances S.— The rights of children in spirit, mind, and 

body : thoughts for parents. 48 pp. Illus. Dy. 16mo, 1896, paper, 
6d., cloth, 9d. S. W. Paetridgb 

5223 Hanna, Col. H. B.— Backwards and forwards. 143 pp. Cr. 8vo, 1896, 

cloth, 2s. 6d. A. Constable 

5224 Hannan, Charles— Chin-chin-wa. 208 pp. Cr. 8vo, 1896, cloth, Ss. 6d. 

A. Constable 

5225 Harcourt, A. G. Vernon, and Madan, H. G.— Exercises in practical 

chemistry. Vol. I. Elementary exercises. 5th edition. 598 pp. 
Illus. Cr. 870, 1896, cloth, 10s. 6d. Clarendon Pbbss 

5226 Hardy, Lucy— The fortunes of the Fairlies : a story. 78 pp. Sm. 

post 870, 1896, cloth, 6d. S.P.C.K. 

5227 Harmer, S. F., and Shipley, A. E.— The Cambridge natural history. 

Vol. II. 12+560 pp. Med. 8vo, 1896, cloth, 17s. net. Macmillan 

t Thue hook» earn ba inspected by the public, frt'e, at the Publiahert? Permaneni 
Booh ^xhxbitUm^ 10, Bhomsbmry Street, I/ondon, W.C. 
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5228* Harnack, Dr. Adolph— History of dogma. Translated from the 3rd 
German edition by Neil Buchanan. Yol. II. (Theological Translatiom 
Library.) 8 + 380 pp. Dy. 8vo, 1896, cloth, lOs. 6d. 

Williams & Norgats 
The FecoDd Tolunje biiogs the historp down to Origen. The first obapter oon* 
gists of a bietorical survey, and ends with the fixing and gradual secuhurtsatioD 
of Christianity as a Church. Chapters two and three treat of *' the settiBg up 
of the anostolic standards for ecolesiastica] Chriftianity/' and deal also with 
the Catholic Church. Chapter four deals with "Ecclesiastical Christianity and 
Philosophy;" chapler five, "The begiDuifigs of an ecclesiastioo - theologkal 
intei^ffetation and revision of the rule oi faith in opposition to gnosticism ; '' 
and the last chapter travels over "The transformation of the ecdesiastioal 
tradition into a philosophy of religion." 

5229 Harris, Reader— Is sin a necessity? a resume of the recent controversy.. 

96 pp. Cr. 8vo, 1896, cloth, Is. S. W. Paeteidge: 

5230 Harris, Seymour F.— Principles of the criminal law. 7th edition. 

569 pp. 8vo, 1896, cloth, 20s. Stevens & Haynes 

5231 Hatherly, Dr. Stephen, ed.~ Office of the credence and divine liturgy 

of our Father among the saints : John Chrysostom. Four parallel 
versions, edited and annotated. 124 pp. 8vo, 1896, cloth, 38. net. 

Jaggabd (Liverpool) 

5232 Hawthorne, Julian— An American Monte Cristo. 3rd edition. 4-f 

297 pp. Cr. 8vo, 1896, cloth, 3s. 6d. W. H. Allen 

5233 Hay, Sir John Drummond. Edited by his daughters. 408 pp. Uliis- 

8vo, 1896, cloth. John Murray 

5234 Headlam, Rev. A, C— Notes on the study of St. Paul's epistles. 2nd 

edition. 24 pp. Cr. 8vo, 1896, paper. Is. B. H. Blackwell (Oxford) 

5235 Heine, Heinrich— Harzreise. Edited by Prof. C. A. Bnchheim. 3rd 

edition. Revised. 134 pp. Map. ((xerman classics.) Ex. fcp. 8vo, 
1896, cloth, 2s. 6d. Clarendon Press 

5236 Heller, T. E.~The new code for evening continuation schools, 

1896-7. With explanatory memorandnm, schedule and appendices, and 
official forms and circulars relating thereto, all revised to June, 1896. 
With introduction, explanatory notes, and a copious index. 6+98 pp. 
Dy. 8vo, 1896, paper, 6d. Bemrose 

5237 Hemingway, Percy— Out of Egypt : stories from the threshold o£ the 

East. 190 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Blkin Mathews 

-S238 Hewat, Rev. Kirkwood, ed.— McCheyne from the pew. Being extracts 
from the diary of William Lamb. 160 pp. lUus. Cr. 8vo, 1896, cloth, 
Is. 6d. Drummond's Tract Depot (Stirling) 

5239 Hewick, Dr. Henri ran— A treatise on the diatomaceae. Translated 

by Wynne E. Baxter. 20 + 558 pp. Limited edition. lUus. Imp. 8vo, 
1896, cloth, £2 net. W. Wesley 

5240 Hinkson, Henry A., «e/.— Dublin verses. By members of Trinity College. 

141 pp. Pott 8vo, 1896, buckram, 5s. net. Elkin Mathews 

5242 Hinkson, Katharine Tynan- A lover's breast knot: lyrics. 50 pp. 

Fcp. 8vo, 1896, cloth, 3s. 6d. Elkin Mathews 

5243 Hissey, James John— On southern English roads. 1 + 16 + 423 pp. 

Jllus. Dy. 8vo, 1897, cloth, 16s. R. Bentwy 

* Tfif§fi iioQks can h" inftpecfed bu fh" public, fr^-e, 'it the JUiblishers' Fermanent 
^ooJc "EchibitiQ^^ 10, Jiloonu]fwry Slfett, I^onion^ W.C, 
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5244 Historical atlas of modexti ]^urapefrom the decline of the Roman 

empire : oomprising also maps of parts of Asia and of tlie new world . 
connected with European liistory. To be issued in 30 monthly parts. 
Part II., containing the following ihaps r — Map 19. Anglia Sacra, showing 
the ecclesiastical ^visions in the time of Edward I. By C. Oman, M. A. 
Map 29. Ireland prior to the Ang^o-flr<wmaii occupation. By Qoddard EC. 
Orpen. Map 58. France under the ancien regime. By Walter E. 
Rhodes. Imp. 4to, 1896, 3s. 6d. net each part. Glabenboit Pbbss 

5245 Hodgson, Randolph L.~Wanderings in unknown Austria. 

12 + 144 pp. Ulus. Small 4tQ, 1896, cloth, 7s. 6d. Macmillan 

5246 Holiday, Henry— Stained glass as an art : with a coloured reproduction 

of the drawine for ** The Creatipn." Twenty collotypes and many 
illustrations in the text from designs* by Sir Edward Bume Jones, W. B. 
Richmond, and the author. 20 + 174 pp. lUus. Sup. roy. Svo, 1896, 
cloth, 21s. net. Macmillan 

5247 Hooker, Sir J. D.— Botanical magazine. Vol. LIL 120 pp. Bins. 

Boy. 8yo, 1896, cloth, 42s. i^iel L. Beevb 

5248 Hooker, Sir J. D.— Flora of British India. Part jXXn. 200 pp. 

Dy. 8vo, 1896, paper, 9s. net,, j L. Biivi 

5249 Hope, Anthony. Faeud, (Anthony Hope Hawkins) — Comedies of a 

courtship. New and cheaper edition. 4 + 346 pp. Cr. 8yo, 1896, ^ 

cloth, 3s. 6d. A. D. Innes 

5250 Horder, W. Garrett— The treasury of American sacred song^. 

395 pp. Gr. 8yo, 1896, half yellam, 10s. 6d. ; large paper edition, 
yelltun, £1 Is. net. H. Frowdb 

5251 Horn, W. A.— Report of the work of the scientific expedition to 

Central Australia. Ibup vob. Vol I. Narrative ; 220 pp., 21s. net. 
Vol. II., Geology, 432 pp., 30fi. n^t. Vol. III., Geology and Botany, 
204 pp., 10s. 6d. net Vol. IV., Anthropology, 200 pp.. 21s. net. Plates. 
4to, 1896, paper. , Dulau 

5252 Horn, Herbert P.— Diversi colores: poenas. Vignette, etc., designed by the 

author; printed at Chiswick Press. 49 pp., 16nio, 1896, paper boards, 
5s. net. Elkin Mathbws 

5253 Horwell, H. W., ed.— Light and leading. Vol. I. A magazine for 

Bible students and Sunday School teachers. 283 pp., 4to, 1896. Art 
linen, 3s. 6d. H. B. Allenson 

5254 Hossfeld— New practical niet)io4 for learning the Spanish language. 

Third edition, revised. 16+380 pp. Gr. 8vo, 1896, 3s. Hibschpeld 

5255 How, Right Rev. W. W., Bishop of Wakefield— A sermon in a children's 

ward in a hospital. 16 pp. ^. 16mo, 1896, cloth, 6d. 8.P.C.K. 

5256 Howard, Rev. J. T. — Confirmation : packet of fourteen instruction 

papers for confirmatiou candidates. 4to, 1896, paper, 6d. net. 

A. H. GrOOSB (Norwich) 

5257 Howard, Rev. J. T. — Confirmation : key to the instruction papers for 

confirmation candidates and the scholar's guide. 94 pp., 4to, 1896, cloth. 
2s. 6d. net. A. H. GJoose (Norwich) 

5258 Howard, Rev. J. T.— Confirmation : scholar's guide booklet. 44 pp. 4to, 

1896. Stiff paper, 6d. net. ' A. H. Goose (Norwich) 

5250 Howarth, W.— Our clearing system and clearing houses. 3rd edition. 

8+ 18 1 pp. Cr. 8vo, 1896, cloth^ 3s. 6d. net. Eppingham Wilson 

5260 Howell, Dr. William H.— A tekt-bo(ik of phjrsiology by ten associates. 

1,052 pp . Illns. Imp. 8vo, 1896, cloth, 34fi. Bebman Pub. Co. 

5261 Howells, William Dean— IdylK in drab. 211 pp. Pocket 24mo, 

1896, paper Is., cloth 28. D. Douglas (Edinburgh) 

• Theie books can, he inspected btf the public, free, at the Fublithert* J^ermanent 
Book SwhibUum, 10, Bloomsbui^ Street, London, W.C. 
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526j Hugh. Thomas— Tom Brown's schooldays. 24 + ^12 pp. llltid. 
(Oranford serieB.) Or. 8vO, 1896, oloth, Cs. Macmillan 

5263 Hume, Major M. A. S.— The courtships of Queen Elizabeth. 3rd 

edition. 34 pp. Illus. Dy. 8vo, 1896, cloth, 128. Fisher Unwin 

5264 Hungerford, Mrs. Margaret— A lovely giM : a story. 304 pp. Or. Svo, 

1896, cloth, 68. Downey 

5265 Hungerford, Mrs.— The O'Connors of Ballinahinch. 2nd and cheup 

edition. 8 + 252 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Hbinbmakn 

5266 Hunt, A. J.— Law of boundaries and fences. Edited by A. Brown. 

4th edition. 378 pp. 8to^ 1896, cloth, 148. Btttterworth 

5267 Hunt, Ber. John— ^Religious thought iii England in the 19th century. 

24 + 399 pp. Dy. 8to, 1896, cloth, 10s. 6d. Gibbings 

5268 Ibsen, Henrik— John Gabriel Bookman : a play. Sknespil i fire akter. 

Cr. 8vo, 1896, paper, ds. Heikemakk 

5269 Inson, Barbara— A sunshiny holiday. 16 pp. Bins. Oblong 4to, 1896, 

Is. Marcus Ward 

5270 Irving, Washington--The Alhambra. 20 4 436 pp. Illus. (Oranford 

series.) Or. 8yo, 1896, cloth extra, 6s.; large-paper edition, 426< n6t. 

Macmillan 

5271 JacbemSi Raymond— Conuaon chords. 271 pp. Ulna. Or. 8yo, 1896, 

cloth, 3s. 6d. Jarrold 

5272 James, Charles— The yoke of freedom : a tale of home. 6 + 336 pp. 

Or. 8vo, 1896, doth, 68. B. Bkitlby 

5273 James, Bey. E. Boucher— Letters archaeological and historical 

relating to the Isle of Wight 2 vols. Vol. I., 684 pp. Vol II., 
713 pp. , Portrait. Cr. 8ro, 1896, cloth, 24b. net. H. Frowde 

5274 Jameson, E. — No. 11, Chesteiton street : a story for mother's meetings. 

120 pp. Cr. Svo, 1896, cloth, Is. S.P.C.K. 

5275 Jamutowsky, Dr. Von, and Beale, Dr. E. Cliflford— The private 

sanatoria for consumptives, and the treatment adopted within 
them : with a detailed description of the principal German and Swiss 
sanatoria. Translation. 48 pp. Boy. 8vo, 1896, cloth, Is. 6d. net. 

Bbbman Pub. Co. 
5276* Jelf; Ernest Arthur— Eileen's journey : history in fairyland. 14+ 390 pp. 
Frontispiece by Mrs. Adrian Hope, and numerous other illnstrationp. 
Dy. 8vo, 1896, doth, lOs. 6d. Johf Murray 

AltiiojQi^ tlds 18 a fairy tale in f6rm, in snbetanoe it is, as the author remarks, 
" an attempt to gather together from put hiflt<^ and legend in Tarious ages of 
the world, a number of the bert stones i^lddi children ought to know.^ The 
principle of selecUon wluoh has governed the writer is that which underlies all 
seareh after beauty and goodness. The whole forms an adaptation of old-world 
stories to the purpose of one fairy tale whidi shi^ embody these ideas. 

5277 Jemingham, Hon. Lady— The Jeminffham letters, 1780-1843: being 

excerpts from the correspondence and diaries of the Hon. Lady Jeming- 
ham and of her daughter, Lady Bedingfield. Edited, with notes, hy 
Egerton Castle. 2 vols. Vol. I., 1 + 55 + 383 pp. Vol. II., 1 + 6 
+ 444 pp. Illustrated, with genealogical tables. Cr. 8vo, 1896, cloth, 
24s. R. Be:ntlet 

5278 Jerome, Jerome K., ed.—Tht Idler : Xmas, '96. 168 pp. lUustrated 

and frontispiece. Dy. Svo, 1896, picture cover. Is. Chatto & Windus 

5279 Jewett, Sarah Ome—Tbe country of the pointed firs. 213 pp. Sm. 

cr. Svo, 1S96, cloth, 5s. Fisher Unwin 

• These hooks can be inspected hf the public, free, at the Publisher^ Permanent 
Book yxhibitidn, 10, Bloomshnr^ Street, Zondtm, W.C. 
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52&> Jordan, William Leighton— The standard of value. 7th edition. 
216 pp. Or. 8vo, 1896, cloth, 6s. Longmans 

5281 Juloc— Boarding-house reminiscences ; or, the pleasure of living with 

others. 168 pp. Illus. Or. 8vo, 1896, cloth, 2s. 6d. Fisher Unwin 

5282 Jusserand. J. J.— The romance of a king's life. 109 pp. Fcp. 8vo, 

1896, cloth, 6s. Fisher Unwin 

5283 Justinian— A translation of the Digest XVIIL I. (De contrahenda 

emptione) and XIX. I. (De actionibus empti venditi). By James 
Williams. 56 pp. Or. 8vo, 1896, paper. Is. 6cl. net. 

B. H. Blackwbll. (Oxford) 

5284 Kaplan, A, O.— Bab/S souvenir. 3rd edition. Illus. 4to, 1896, cloth, 

10s. 6d. Dean 

5285 Keanr, Anni^, and E.— T4ie little Wanderlin, and other fairy tales. 

8 + 350 pp. (Juvenile Books.) Globe 8vo, 1896, cloth, 2s. 6d. 

Macmillan 2 

5286 Keen, Dr. William W., and White, Dr. J. WiUiam-A text-book of . . 1 

surgenr by thirteen associates. 2nd revised edition. 2 vols. 1,248 
Illus. 500 woodcuts, 37 half-tone and coloured plates. Imp. 8vc, 
^6, cloth, 42s. Rebman Pub. Oo. ' 

5287 Kelly— Directory of Liverpool, Birkenhead and neighbourhood. 

1897. 11th edition. 1,600 pp. Imp. 8 vo, 1896, cloth, 16s. Kellt A; Co 

5288 Kemble, E. W. — Kemble's coons: a series of half-tone reproductions 

from the artist's original wash drawings of coloured children and 
southern scenes. [No text]. 64 pp. Oblong 4to, 1896, half cloth, 5s. 
net. John Lanb 

5285^* Kent, John— Records and reminiscences of Goodwood and the 
Dukes of Richmond. 6 + 232 pp. Roy. 8vo, 1896, cloth, 14s. 

S. Low 
The reminiscenoefl are in the main personal, hut there are many portions of the 
work which deal with interesting local history of Goodwood and the neighhour- 
hood. K«nt writes of hin own experiencef. 

5290 Ker, William Lee— Mother Lodge, Kilwinning. 193 pp. Cr. 8vo, 

1896, cloth, 3s. 6d. A. Gardiner 

5291 Key. T., and Elphinstone, Sir H. W. -A compendium of precedents 

in conveyancing. 5th edition. 2 vols. Roy. 8vo, 1896, cloth, £3 10s. 

Sweet & Maxwell 

5292 Kilpatric)C| Rev. T. B.— Christian character: a study m New 

Testament morality. 124 pp. (Bible class primers.) 18rao, 1896, 
paper, 6d., cloth, 8d. T. & T. Clark (Edinburgh) 

5293 Kimpton pocket medical lexicon : being a dictionary of words and terms 

used in medicine and surgery. 4th edition. 280 pp. 32mo, 1896, 
2s. 6d. net. Hirschpeld 

5294 Kinealy, J. H.— Charts for low-pressure steam heating for the use of 

engineers, architects, etc. 5 pp. 4to, 1896, mounted on folding card, 
46. 6d. E. A; P. N. Spon 

5295 King, E. Augusta— Italian highways. 435 pp. Frontispiece. Cr. 

8vo, 1896, cloth, 7b. 6d. R. Bentlbt 

5296 Kingsley, Charles— A handy volume edition of Charles Kingsley's 

novels and poems. Containing — ^Yeast, 1 vol. ; Two Years Ago, 2 
vols. ; Water Babies, 1 vol. ; Hereward the Wake, 1 vol. ; Heroes, 1 
vol. ; Alton Locke, 1 vol. ; Poems, 1 vol. ; Hypatia, 1 vol. ; Westward 
Ho ! 2 vols. 11 vols., in box, 1896, cloth, 21s. Macmiblan 

• These books can he inspecttd hq the pvh'io, f'ee, at the PuhUiihers' Fcwanent 
Look Jixhibition, 10, Bloomsbury ibtreeif London, IV. C, 
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5297* Knowledg^e ; an illustrated magazine of science, literature, and art. Vol. 
XIX., January to December, 1896. 12^-288 pp. Med. 4to, 1896, (doth, 
8s. 6d. Knowledge Offick 

AmoDg the articles contained in this yolorne, the following should be 
mentioned:—** The Spectroscopy of Argon," by Br. T. L. Alger; " Extended 
Nebulosity of Antares," by Prof. Barnard; "English Coins,** by G. F. Hill; 
" Our Fur Producers," by B. Lydekker ; " Geography as a Science in iEUigUuid/' 
by H. B. MiaU; "Greek Vaws," by H. B. Walters; "Nebula."^ by Isaac 
Boberts; "Waves," by Vaughan Cornish; "Plant Distribution," by W. B. 
Hemsley ; and other articles by Prof. Ostwald, Mr. E. W. Mannder^ Mr. W< H. 
S. Monok, Prof. Glazebrook, etc. 

5298 L., H. L.— Thoughtful hours ; poems. 4tli edition, enlarged. 246 pp. 

16mo, 1896, cloth, 28. T. Nelson 

5299 Lambert, C. W.— The martyr missionary of Thibaw: a brief record 

of the life and missionary labours of Charles William Lalnli^ni in Upptr 
Burmah. 144 pp. lUus. Or. 8vo, 1896, cloth, Is. 6d. 

S. W. Pabtoidgb 

5300 Lancaster, W. J.— Theodoric the Gfoth in Italy: the Newdigate 

Poem, 1896. 22 pp. Imp. 16mo, 1896, paper. Is. 6(1. 

B. 11. Blackwbll (Oxford) 

5301 Larking, Col. Cuthbert— Of the deepest dye : novel. 1896, cloth, 68. 

HuBST & Blagkett 

5302* Lawson, E. Kerr- A catalogue of the paintings in the Museo del 
Prado at Madrid. 344 pp. Cr. 8yo, 1896, doth, 3s. net; paper, 
2s. 6d. net. Heinehakn 

Short biographical notices of the painters are given, and sixes of the piotoies. 
Note is also made of the collections to which the pictures belonged* 

5303* Lee, Rawdon B.— A history and description of the modem dogs of 
Great Britain and Ireland : the terriers. New edition. 16+458 pp. 
Illustrated by Arthur Wardle. Dy. 8vo, 1896, cloth, 10s. 6d. net. 

a Cox 

This Yolume deals only with terriers and their Tarieties. The author deals 
minutely with all the points that haye cropped up in his long experience of this 
particular dog, with the yiew of confining the animal to his right sphere, and 
treating him accordingly. 

5304 Lee, Sydney, «d.— Dictionary of national biography. Vol. XLVIII. 

(Beilly to Bobins.) 6+443 pp. Boy. 8yo, cloth, 15b. net; haU mocoooo, 
20s. net. Smith, Elder 

5305 Le Fanu, Joseph Sheridan— Poems : edited, with an introduction, by 

Alfred Perceval (Jraves. 162 pp. Fcp. 8vo, 1896, doth, 5s. 6d. 

* Downey 

5306 Le Sage, Alain R^n^-;Gil Bias de Santillane. Translated by H. Van 

Lann, with introdnction and life of Le Sage. 4 vols. 1,039 pp. Fcp. 
8vo, 1896, cloth, 10s. net. GiBBiNOiJ 

5307 Lewis, G. Pitt, and White, C. Arnold— The yearly county court 

practice for 1897. 2 vols. Vol. I., 687 pp. ; Vol. II., 492 pp. 8?o, 
1896, cloth, 25s. Butteeworth 

5308 Lewis, H. L., and Porter, W- H.— The law relating to motor cars. 

68 pp. Post 8vo, cloth, 3s. Buttebworth 

5309* Lilbum, Adam— The borderer: a novel. 8 + 385 pp. Cr. 8vo, 1896, 
cloth, 6s. Smith, Bldm 

5310 Lindsay, W. M.— An introduction to Latin textual emendations- 

based on the text of Plautus. 12 + 134 pp. Globe 8vo, 1896, olotb, 
3's. 6d. Macmilla>' 

5311 Lippmann, G.— Colour photography. 6 pp. (Proceedings of the Eoyal 

Institution.) 8vo, 1896, paper. Is. RoYiJi Institution 

* These hooks can be ins^cted by the public, freCy at the Publisher^ Pennaneni 
Book Exhibitiofi, 10, Bhotnsbury Street, London, W.C. 
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S3I3!* Llyy^Books Xkn. Ohapters 1-51 : edited by John Thompson and P. G. 
PlaiBiowe. (University tutorial series.) 4 + 128 + 32 + 63 pp. Or. 
8vo, 1896, cloth, introduction, text and notes, vocabulary and transla- 
tions in 1 vol., 46. 6d., introduction, text and notes only, 2s. 6d., vocabu- 
lary interleaved and text papers only. Is. 6d. W. B. Olive 
Ttmmd for ezamination purpoBee, containing, in addition to the text and 
traiKfllalion, a biographioal and historical introduction, full notes, yocabulary, and 
test papers. 

S3X3 IxKddiart, Gordon C— Through their spectacles. 259 pp. nius. 
Or. 8vo, 1896, cloth, 28. 6d. Jarrold 

S3I4 Lodge, Edmund— Peerage atid baronetage for 1897. ^^^ edition. 
Boy. 8yo, 1896, cloth, Sla. 6d. Huest & Blackett 

53x5 X^ndon post office directory for 1807. 98tli edition. 3,300 pp. Imp. 

8vo^ K97, cloth, 32s. Kbllt & Co. 

S3Z6 London, University of— Matricnlation English language papers : the last 

thirty-fix papers set at the matricnlaiaon ezamination of the University 

of London, with model answers to the paper of June, 1896. 4 + 82 pp. 

(University tutorial series.) Cr. 8vo, 1896, paper, Is. W. B. Olive 

53x7 Lorimer, J. Campbell— Supplement to death duties. 62 pp. Dy.8vo, d 
1896, 2s. ed. net. W. Geebn (Edinburgh) 

53x8 Lough^Thomas— England's wealth and Ireland's poverty. 3rd edition. 

Coloured diagrams. Dy. 8vo, 1896, paper, Is. Downey 

53x9 Lowry, H. D.— Makebelieve. Illustrated by Charles Robinson. 177 pp. 

Cr. 8vo, 1896, cloth, 5s. net. John Lane 

5320 Lysy Christian— The Dunthorpes of Westleigh : a novel. 334 pp. Or. 
8vo, 1896, cloth extra, 6s. Downey 

S32X Lytton, E, G., Baron Bulwer Lytton— Leila, Calderon, Pausanias. 

Knebworth edition. 472 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

G. Boutledqe 

5322 M,» M. A.— A great forgiveness : or, the story of Gladys. 80 pp. Sm. 

post 8vo, 1896, cloth, 6d. g.P.C.K. 

53^3 McCall's racing chronicle, 1896. Annual edition. 720 pp. Sq. 16mo 

1896, cloth, limp. Is. 6d. E. Sbai^b 

5324 Macaulay, Thomas Babington, Lord— Life and works. Edinburgh 

edition. 10 vols. VoL 111., History of England. 12 + 658 pp. 8vo, 
1896, cloth, 6s. Longmans 

53% MacColl, Malcolm— The Sultan and the powers. 16+308 pp. 8vo, 
1896, cloth, 10s. 6d. Lonomans 

5326 MacDermott Martini m/.— Songs and ballads of young Ireland. 
387 pp. Portraits. Fcp. 8vo, 1896, cloth, 2s. 6d. Downey 

5327* Macdonald, Rev. J. Middleton— The baba log : a tale of child life in 
India. 4+110 pp. Illus. Dy. 8vo, 1896, doth, 3s. 6d. D. Ndtt 

5328 McLintock, R.— Heine as novelist and dramatist : being a selection 

from his longer works, in EDglish. 16+238 pp. Portrait. Cr. 8vo, 
1896, cloth, 7s. 6d. Jaggard (Liverpool) 

5329 McCrie, Rev. C G.— The Free Church of Scotland : her ancestry, her 

claims, and her couflicts. 117 pp. (Bible class primers.) 18mo, 1896, 
paprtr, 6d. ; cloth, 8d. T. & T. Clark (Edinburgh) 

5330 MacSorley, Catharine Mary— Aunt Dorothy's tea-table : story. 128 

pp. Cr. 8vo, 1896, cloth. Is. S.P.C.K. 

5331 MaginniSy J.— The Atlantic ferry: its ships, men, and working. 2nd 

edition. 208 pp. lUus. Cr. 8vo, 1896, fancy boards, 2s. 6d. net, 

Jaggabd (Liverpool) 

• Thes$ books can be inspected by the public^ free, at the PtibliA^-rH Vermanent 
Book Exhibition, 10, Bloomsbury Street, London, WX, ; 
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5332 Marindin, Geoi:g:e Eden— The letters of Lord Blachford.' 45Q pp. 

Portraits. 8vo, 1896, cloth, 16s. ' ' 3^ttN MMay 

5333 MaAs, John George— Life and letters of Frederick Walker, A.R.A. 

16+328 pp. lUus. 4to. 1896, cloth. Sis. 6d. net. Macmillan 

5334 Marlowe, Christopher— Edward the Second. Edited with preface, notes, 

and glossary by A. W. Verity, M.A. 144-134 pp. Frontispiece. 
(Temple dramatists.) 5^ x 4 in., 1896, cloth, Is. net ; paste grain, Is. 6d. 
net. J. M. Dent 

5335 Marryat, Captain— Japhet in search of a father. Edited by R. B. 

Johnson. 8+420 pp. II Ins. Or. 8vo, 1896, Ss. 6d. net. J. ft. Dent 

5336 Marryat, Captain— Monsieur Violet. Edited by R. Brimley JohnBon. 

lUnstrated by W. Downing. 12+426 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 
net. J.iM. Dint 

5337 Marryat, Captain— The pirate and three cutters. 232 pp. Illns. Cr. 

8vo, 1896, cloth, 3s. 6d. Q. JBloufMimE 

5338 Marryat, Captain— The privateersman. Edited by R. Brimley Johnson. 

Illustrated by W. Downing. 8+328 pp. Cr. 8vo, 1896, cloth, 38. 6d. 
net. J. M. Dent 

5339 Marryat, Captain— Snarley-yow ; or, the dog fiend. Edited; by R. B. 

Johnson. 8+422 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net. J. M. Dent 

5340 Marson, Rev. C, L.— Turnpike tales. With cover designs by Bditli 

Calvert. 160 pp. Cr. 8vo, 1896, cloth, 3s. 6d. net. Elkin Mathews 

5341 Martin, Mrs. Herbert— Out of the workhouse : novel. 8+338 pp. 

jOr. 8vo, 1896, cloth, 6s. R. Bbntlbt 

. 5342 Martin, T. C— The. utilisation of Niagara. 11 pp. (Proceedings of 

the Royal Institution.) 8vo, 1896, paper. Is. Rotal Institution 

. 5343 Maylard, A. E.— The surgery of the alimentary canal, ^vo, 18^6 

cloth, 25s. J: & A. Chubchill 

5344 Majrville : an Anglo-French pleasaunce : its attractions and aims. 

lUnstrated by Phil May. 60 pp. Sm. 4to, 1896, cloth, 2s. 6cl, 

Pismsfc UnwJn 

5345 Meade, L. T.— Andrew Sargeant's wedding. 2nd edition. 130 pp. 

Illns. Cr. 8vo, 1896, cloth. Is. 6d. JieEBOtD 

5346 M^liot, M. A.— English-French and French-English explanatory 

dictionary of terms relating to finance, stock exchange transactions, 
joint stock companies, and gold mines. 246 pp. Dy. 12mo, 1896, 
cloth, 5s. net. Effingham Wilson 

5347 Menzies, A. J. P.— On trustees. 2 vols. Vol I., 376 pp. Vol. H., 568 pp. 

Dy. 8vo, 1896, SOs. net. W. Grbbf (Edinburgh) 

5348 Menzies, Prof. Allan, «ci.— Recently discovered MSS., oomprf^ 

The Grospel of Peter, The Diatessaron of Taiian, The Apocalypse of 
Peter, The Visio Panli, The Apocalypses of the Virgin and Sedrach,The 
Testament of Abraham, The Acts of Xanthippe and Polyxena, The 
Narrative of Zosimns, The Apology of Aristidee, The Bpistlea pi 
Clement (complete text), Origen's Commentary on John, Books I.-X., 
and Commentary on Matthew, Books I., II., and X.-XIV. 533 pp. 
(Anti-nicene Christian Library — additional volnme.) 4to, 1896, 
12s. 6d. net. T. & T. Clabk (Edinbur^) 

5349* Merriman, Henry Seton, Pseud,, and Tallentyre, S. G.-The money- 
spinner and other character notes. 10 -h 242 pp. 12 illnstratioos 
by Arthur Rackham. Cr. 8vo, 1896, clotli, 6s. Smith, Eld«r 

5350 Middleton, George, and Mills, Thomas R.— The student's com- 
panion to Latin. 14 + 384 pp. Cr. 8vo, 1896, cloth, 6s. Macmillah 

• These hooJcfi can he inspect fd by the jpu diCy free^ at the tuUisher^ P$rmftne»i 
Booh Exhibition^ 10, JBloomsbufy Street, London, WSj* , 
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53SZ* Miller. Hurh— My schools and schoolmasters ; or, the story of my 
eaucadon. 9+299 pp. Or. 8vo, 1896, lK)ard8, 6d. ' 

NiMMO, Hat, «fe Mitcbell (Edinbnrgli) 

A oheap, popular rtprint from tho gterootype. plates of preYious edition. 

5352 Miller, William— God ; or, natural selection. 12 + 216 pp. 8v^b, 

1896, cloth, 3s. 6d. Mabshall Bros. 

5353 Milne, George GrlnneU— Life of Lieut-Admiral De Rujrter. 

12+258 pp. IlluB. Demy 8vo, buckram, lOs. 6d. Kboan Paul 

5354 Sloane, Milligan William, e<2.— Life of James McCosh: a record 

chiefly autobiographical. 287 pp. Portraits. Post 8vo, 1896, cloth, 
9«* T. * T. Olabk (Edinburgh) 

5355 Modem readers' Bible.— The Kings. Edited hj Richard G. Maulton. 

With introduotioxi and notee. li+274 pp. Pott 8to, 1896, clotii, 
28. 6d. Macmillan 

5356 Modem readers* Bible— Geneste, Exodus, Judges, Biblical idyfe, 

Solomon's song, Ruth, Esther, Tobit Edited by Richard O. 
Monlton. 4 yob. Vol. i., 18+170 pp. Vol. II., 10+314 pp. Vol. 
III., 12+260 pp. Vol. IV., 36+252 pp. Pott 8vo^ 1896, cloth, 2s. 6d. ^ 
each. Macmillan g 

5357 Montagu, Charles— Hans van Douder: a Boer story. 190 np. Fcp. ^ 

8vo, 1896, cloth, ^, 6d A. Oonstabie 

5358 Montefiore, Sir Francis— The Princesse de Lamballe : a sketch. 

210 pp. Portoaila and iUnitratioiiB. Gr. 4to, 1896, cloth, 12s. 6&. [ 

R. Benilet 

5359 Moody, D. L.— Notes from my Bible. 192 pp. 8vo, 1896. cloth, 

2s. 6d., cloth gilt^ 3s. 6d. Moe«ak & Gtefl^r 

5360 Moigan, Rey. M. P.— Sketches of Lindisfame. 66 pp. Long 12mo, 

1896, paper, 6d. Art & Book Go 

5361 Moriey,Charte6--Half'-holiday»a*tteZoo. mpp. nius. 4to, l«ffi, 

picture boards, Is. G. Routledoe 

5362 Morley, Geoigc— In mstic livery. 8 + 198 pp. (Odd toIs.) Pott 8vo. 

1896, doth. Is. 6d, net. J. M. BwfrT 

5363* Morning watch, the. Vol. IX. 1896. Or. 8vo, 1896, boards, Is. 

J. Mo'Kblyiv ^Oreetieoft) 

5364 Morton, W. Kinnibuigh— Manual of Scot* s law. 512 pp. Dy. 8vo, 

1896, cloth, 12e. net. W. Gbbki (EdtnbnrgA) 

5365 Mothers in council. Edited by Chai*iotte M. Tonge. Annual volume. 

256 pp. Dj. 8¥o, 1896y oloth, Ss. Oabditer, Dab^n ^<2b. 

5366 Muir, Miss— Gloomy winter^s noo awa': a tale. 4 + 194 pp. Post 

8vo, 1896, cloth, 2s. Art & Book Co. 

5367* Muir, Matthew Mark Pattison— The storyof tixechemicalelfemcnl^. 
189 pp. (Library of useful Btories.) Fcp^ 8vo, 1897, cloth. Is. 

G. Nbwnes 

Mr. Muir has ayoided tecfanioal detafli, b«i^ hM, at the same time, atte&pted "- 
a popular expotition of tho oldef guidiiig oooofptious of ohemittry, and to ibow 
bow they fiod oomtan^ appHoatign in the ooe^l7•9Qes cff every-day iilU* ^ 

5368 Mulhall, Michael Geoige — Industries and wealth of nations. 

14 + 452 pp. Cr. 8vo, 1896, cloth, 8s. 6d. Longmans 

5369 Murray, Dr. David— An ardueological survey of the' Voi^ 

Kingdom : the preservation and protection of our ancient monuments. 
114 pp. Dy. 8vo, 1896, bucbam, 28. Maglbiwsb (Gla^gp^) 

5370 Murrajfk David Christie— The bishop's amazement : a novel. 225 pp. 

Gr. 8vo, 1896, oloth extra, 8s. 6d. BwvfY 

* These books can be imspemlM^hf ike-p^Mte^ freSy^Hn^'the 'FMiA)a^ ' Permanent 
Book Exhibition, 10, BUxmsbury Street, London, W,C. 
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537^ Murray^ John— Marine oiganisms and the conditions of their 
environment. 3 pp. (Proceedings of tlie Eoyal Institution.) 8yo, 
1896, paper, Is. Botal Institution 

5372 Murray. William— Rough notes on remedies. 2nd edition. 104 pp. 

Or. 8vo, 1896, cloth, 3s. 6d. H. K. Lewis 

5373 Murrell, William— What to do in the case of poisoning. 8th edition. 

290 pp. Roy. 32mo, 1896, cloth, 3s. 6d. H. K. Lewis 

5374 National temperance league annual 220 pp. Illns. 8vo, 1896, doth, 

Is. and Is. 6d. National Tempbeance League Publications Depot 

5375 National temperance union tales and sketches. 284 pp. nius. 1896, 

cloth, 2s. NaTJ^AX* TtBMPEBANOE LeAGUB PUBLICATIONS DbPOT 

5376 Nesbit, E.— As happy as a king. 16 pp. Illus. Oblong 4to, 1896, 

boajTds, Is. Marcus Wabd 

5377 Net cast in many watery. Aau^ne^ Vol. 208 pp. Dy. 8vo, 1896, cloth, 

2s. Bembose 

5378* Neukomm, Edmond— Tamers of the sea : the northmen in America 
from the 10th to the 15th century. From the French, by Mrs. Cashel 
Hoey. 19+280 pp. Illus. Cr. 8to, 1897, cloth, 6s. S. Low 

, y 5379 Neville, J. W.— The photographic colourist. 60 pp. Illus. (Nut- 

^ shell series.) 12mo, 1896, cloth, 6d. Iliffe 

5380 Newton, Alfred, and others— A dictionary of birds. 4 parts. Illus. 

Part 4. Dy. 8vo, 1896, boards, 7s. 6d. net ; complete vol., 1,088 pp., 
cloth, 80s. net. A. & 0. Black 

5381 Norway, G.— A dangerous conspirator. 333 pp. Illus. Cr. 8vo, 1896, 

cloth, 68. Jabbold 

5382 O'Leary, John— Recoltectiotfia'OC Fenians and Fenianism. 2 toIs. 

Vol. I., 266 pp. ; Vol. II., 248 pp. Portraits. Dy. 8vo, 1896, art linen 
extra, iils. Downbt 

5383 O'SuUivan, Vincent—Poems. 67 pp. Sq. cr. 8vo, 1896, paper, 5s. net. 

Elkin Mathews 

5384 Oger, Victor— French poetry for the young. 12+86 pp. (Primary 

series.) Fcp. 8vo, 1896, dpth. Is. 6d. Macmillah 

5385 Oliphant, Mrs.— A history of Scotland for the young. 307 + 8 pp. 

Frontispiece. Cr. 8vo, 1896, cloth, 5s. Fishee Unwin 

5386 Oliver, William Dudley— Crags and craters : rambles in the Island of 

Reunion. 14 + 216 pp. , lUustpated and map. Cr. 8vo, 1896, cloth, 68. 

LONGICAHS 

5387 Ortolan, Joseph }^ p — The history of Roman law. Translated from 

the text rf OrtoUtn by Pritchard and Nasmith. 2nd edition. Edited 
'I by J. Cutter. Dy. 8vo, 1896, cloth, 15s. Buttbbwobth 

5388 Osbom, Sam.— Ambulance lectures on home nursing and hy^ene. 

3rd edition. 176 pp. Illus. Fcp. 8vo, 1896, cloth, 28. H. K. Lewis 

5389 Oudinot, Marshal, Due de Reggio— Memoirs. Edited by Gaston Stiller 

and translated by A. Teixeita de Mattos. 8 + 480 pp. Illus. Dy. 8to, 
1896, cloth, 17s. net. H. Hbnbt 

5390 Ouida, Pseud, (Louise de la Ram*)— Le selve. 194+22 pp. Dy. 12mo, 

1896, cloth, 2s. 6d. Fishkb Uhwin 

5391 Oxford (sheet) almanack, 1897. With large plate. 4s. 6d. 

^ ' ' Clabbndon Pbbss 

5392 Oxford magazine. More echoes from the. Reprints of seven years. 

158 pp. Dy. 8vo, 1896, parchment bade, 6b. H. Fbowdb 

• These books can be inspected by the public, free, at the Fuhlishert? Permanent 
Book Exhibition, 10, Bloomsbury Street, London, W.C. 
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5^3 Oxford University calendar for 1897. ^** PP- Or. 8vo, 1896, cloth, 6s. 

Olabbndon Pbbss 

( 

5394* Page, John Lloyd Warden— The coasts of Devon and Lundy island: 

their towns, villages, scejierT, antiqnities, and legends. 20+^:^ pp* 
Map and illns. Copy Svo, 1895, cloth, 7s. 6d. H. Cox 

Mr. Page's yolume does not pretend to be a guidebook, although it might be 
used in place of one. Its right description may be gathered if it b9 oidled "a 
gosBifong guide to the coasts of Devon/' As he ezplams by his prdlaoe " my 
* true intent is all for your deli^^t.' " 

5395 Palg^rave, R. H. Inglis, «d.— Dictionary of political economy. Vol. 
11., F— M. 164-848 pp. Med. 8vo, 1896, cloth, 21s. net. Macmillait 

5396* Palingenius Stellatus, Marcellus, pseud, (Pietro Angelo Manzelli)— The 
zodiac of life. 20+299 pp. Dy. 8vo, 1896, cloth, 21s. net^ privately 
printed. • ' Q*. BedWat 

A prose translation of an alchemioo-mystioal poem, which a person called Palin- 
genius (his real name was Pietro Angelo ManselH) wrote some time in the six- 
teenth century. The present translator also claims for the work a i^uable 
picture of the manners of the period to which it belongs. q 

5397 Panton, Mrs.— The way they should go : hints to young parents. 

247 pp. Cr. Svo, 1896, cloth, 3s. 6d. Downey 

5398 Parliament house book, 1896-7. 1,300 pp. Dy. 8vo, 1896, 6s. net. 

W. Gbibn (B4inbm^) 

5399 Pathway of health and happiness, The, in six lettera froott a clergyman 

of the Church of England to young men of all classes. New ecUtion. 
128 pp. Boy. 32mo, 1896, cloth. Is. net. J€iB§( Hqdoes 

5400 Pelican record, The. (Terminally.) G.G. College magazine. 32 pp. 

Med. 8vo, 1896s paper, 2s. net. B. H. BLA,OKWBiit i(Oxtoc[) 

540X» Pellatt, T.— The witch-finder: a novel. 6 + 194 pp. Or. 8vo, 1896, 
cloth, 3s. 6d. BuVtRy Eu^b 

5402 Pemberton, Max— A gentleman's gentleman: heing certain pages 

from the life and strange adventures of Sir Nicholas Steele, BaH;., as 
related by his valet, Hildebrand Bigor. New and cheaper edition. 8+ 
344 pp. Frontispiece. Cr. 8vo, 1896, cloth, 3s. 6d. A. D. Innes 

5403 Pembroke and Montgomery, Geoige, 13th Earl of— Political letters 

and speeches. 2nd edition. 16+474 pp. Portrait. Dy. 8vo, 1896, 
cloth, 78. 6d. Bu : Bianx^T 

5404 Pennsylvania University, Departnlent of history— European history. 

Translations and reprints from original sources. Vol. III., in six parts 
or separately. Dy. 8vo, 1896, paper, 6s. P. 8. Kino 

5405 Phillips, J. Arthur— A treatise on ore deposits. 2nd edifciori, revised 

and enlarged. 16+944 pp. Dy. 8vo, 189o, cloth, 28s. Macmillan 

5406 Phillips, Stephen— Christ in Hades, and other poems. 3r4 editjcm. 

32 pp. (Garland series.) Fcp. 8vo, 1896, paper. Is. net. 

£lkin Mathfws 

5407 Pledge, E. M.— The Farrell dishonour. 245 pp. Cr. 8vq» 1896, doiji, 

3s. 6d. Jabbocd 

5408 Plunkett, Horace, and others— Report of the recess committee on 

the establishment of a department of agriculture and influstri^s 
for Ireland. 418 pp. 8vo, 1896, paper, Is. net. Fisher UNWtN 

5409 Pitt, F. W., ed, — Incidents in India, and memories of the mutiaiy, with 

some records of Alexander's Horse and the 1st Bengal Cavalry. 6 + 
151 pp. Cr. 8vo, 1896, cloth, 4s. 6d. ' ' Kegan Paul 

* 2%ef0 hooks can be inspected by the public, free^ at the Publisher^ Fermanent 
Book SxhiMion, 10, Bloomsbury Street^ London, W,C, 
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5410 Pontoppidan, Heqrik— Th? m-qmi?^ land. T^^^di^ted (rom *he 

.^ '"'- " mttisli by Mrs. fedgar lAic^d. 10 + 286 pp. IIIub. Or. 8vo, 1896, 
Sfi. 6d. net. J. M. Dbnt 

Sill* Popowski, Joseph— England and the triple alliance- Translated by G. 
:. r Q. Bagster. Roy. Siro, 1896, paper. Is. S. Low 

This pamphlet shows the ohanges which haye oooorred in ike politioal 
situations of Eogland during the last thirty years, and exhibits the relation of 
England to the central powers of Europe. The author is a member of the 
Austrian Parliament. 

54X2 Pott, Rev. Francis— An introduction to the principles and practice 
of chanting in free rhythm, and true antipbony as embodied in the 
" free-rbjtbm psalter ** (of which it is tbe preface, pnblisbed 8eparat0ly). 
: . ' 44 pp. lUus. Fop. 12mo, 1896, paper, 6d. Hbnby Fbowdb 

5413 Powell, Esther— Vox humana : poems. 38 pp. Or. 8vo, 1896, clotb, 28. 
^ Jabrold 

' S414* l^pwell, G. H.— Animal episodes and studies in sensation : stories. 
269 pp. Copy 8vo, 1896, buckram, 3s. 6d. net. G. Redwat 

A series of eight stories, the general charaoter of which the title of the 
volume sufficiently indicates. Three of the stories originally appeared in 
Mctomtllan'g Magazine, two in Temple Bar, and one in the St James's Gazette, 

5415 Pringle, J. J.— A pictorial atlas of skin diseases and ^yphiUtic 

/ affections in photo-litho chromes from models in the museum 

/ of the St. Louis hospital, Paris. Translation. Part YI., 25 + 30 pp. 

Imp., 4to, 1896, paper, 10s. 6d. net. Rebman Pub. Co. 

5415 Pritchard. W, H, A.— Commercial map of Johannesbui:^ and 
suburbs. 5 sbeets, 75 x 84 ins., 1896, mounted in case, £5. 

E. Stanford 

5417 Pryce, D. Hugh— Goddesses three: a norel. 2 vols. Vol I., 6 +322 pp. 
Vol. II., 4+316 pp. Cr. 8vo, 1896, cloth, 12s. R. Bbnt^y 

\ i54z8 Purves, James— Scottish licensing laws. 319 pp. Cr. 8vo, 1896, 
78. 6d. net. W. Gbbbn (Edinbuigb) 

5419 Railway Congress, International— Monthly bnlletin. Vol. X. Jan.-Dec. 
1896. Illns. Cr. 4to, 1896, paper, 25s. Monthly parts, each, 2s. 6d. 

P. S. King 

5423 Ramsay^ Prof. G. G.— Latin prose composition adapted for the 
leavmg certificate and university examinations. Vol. I. Exercises 
with the notes syntax, etc. ^h edition, revised. 320 pp. (Classical 
series.) Or. 8vo. 1896, cloth, 4s. 6d. Clarendon Press 

. 5421 Ranbeck, F. A.— Saints of the Order of St. Benedict. Translated from 

tbe Latin by Very. Rey. J. A. Morrell. In 12 parts, each containing ooe 

month of the calendar. Part III. March. Illns. Or. 8vo, 1896, paper, 

3s. 6d. net. John Hodges 

[ 5422 Ravenscroft, B. C.— Chrysanthemum culture for amatenrs aad 

I professionals. 2nd edition, 116 pp. Illns. Cr. 8yo, 1896, paper. Is. 

' L. Upcott Gui 

5423 Register of intentions for mass. Arranged by Father Francis of Aflflisi, 

of the Order of Premontre, for 575 entries. Post 8vo, 1896, cloth, 6d. 

net. Cloth leather back, 9d. net. Art & Book Co. 

542 J Reichel, Oswald J.— A complete manual of canon law. Vol. H. 

Church discipline. 356 pp. Dy. 870, 1896, cloth, 12s. 

John Hodoks 

5425 Reynolds, Ernest Septimus— Hygiene for beginners. 14 + 236 pp. 

Illns. Globe 8vo, cloth, 1896, 2s. 6d. Macmillak 

5423 Roberts, Morley, and Montesole, Max— The Circassian : a novel. 

279 pp. Or. 8vo, 1896, cloth, 3s. 6d. Dowkit 

• l^ese books can be inspected by the puOiic, free, at the Publishers* Permanent 
Book Exhibition, 10^ Bloomsbwry Street, London, W.C, 
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5427 Robinson, A. Eraser— Eady years ^f sMi^riaoble U>es;R letk^P- 

' ' * ' Illus. Fcp. 8vo, 1896, clot^ extra, 1b. T. Nelson 

5428* I^odway, James— The story of forest and stream. (Library of naeful 
stories.) 202 pp. Illus. Fcp. 8vo, 1897, cloth. Is. &. Nbwnbs 

This ifl in reality a oompanion volume to Mr^ Grant Allen's " Story of the 
Plants/' which belongs to the same series of popular soienoe handbooks. Mr. 
Bodway has applied his experiences of forest s.nd stream life to show the 
relation which these bear to mankind and to animal life generally. 

5429 Roel, Bingley— Chorister Jim. 152 pp. lUns. Cr. 8vo, 1896, clotli, 

Is. 6d. Jabbold . 

5430 Ross of Bladensburg, Lt.-Col.— A history of the Coldstream Guards 

from l8i5to 1885. 24 + 411 + 80 pp. Illns. Or. 4to, lb96, £2 28. 
net. A. D. ImiBS 

, 5431 Ross, F. W. Forbes— Intestinal intoxication in infants. 150 pp. 

Dy. 8vo, 1896, cloth. Rbbmak Pub. Co. 

5432 Round, Rey. D.— Reflections on the origin, history, and destiny of the 

earth and Satan ; and on the new heavens and the new earth. 
144 J)p. Or. 8vo, 1896, 2b. S. W. Pabtridtjb 

5433 Rowland, Sydney— Archives of clinical skiagraphy. Part III., pages x 

8 to 10. 6 collotype plates. 4to, 1896, paper, 4s. net. Rebman Pub. Co. | 

5434 Jlowley, Ada Mary— After long waiting. 248 pp.^ Illus. Cr. 8vo, 1896, 

cloth, 28. 6d. , Jarrolb 

5435 Royal portfolio of pictures and diagrams: Plant life. 1st series. 

7 sheets. (Roj^al school series.) Size of sheets, 34 ins. by 30^ ins., 1896, 
158. T. Nelson 

5436 Royal science readers, i, 2, jl Teacher's hand)>ook to. 80 pp. (Roj«l 

school serifes ) Po8t8vo, 1896, cloth. Is. 6d. T. Nelson 

5437* Ruskin, John— Fors clavigera:. letters to the workmen and labonrers ^of 
Great Britain. New emtion. Yol. IV. containing letters LXXIIl.— 
XCVI. 6 + 530 pp. Illus. Cr. 8vo, 1896, cloth, 6s. Gbobqe Allen 
The last volume of this cheaper issue. 

5438 Russell, Adeline, Duchess of Bedford— The world of light : extracts from 

early Greek liturgies. 45 pp. Sm. 4to, 1896, paper. Is. Skbpfington 

5439 Russell, Bertrand— German social democracy : six lectures, with to 

appendix on social democracy and the woman question in Germany, by 

Alys Russell. 218 pp. Cr. 8vo, 1896, oloih, 3s. 6d. Longmans 

5440* Russell, Herbert— The longshoreman : a story. 4 + 284 pp. Illus. 

Cr. 8vo, 1896, cloth, 6s. 6. Lfjw 

5441* Rye, Walter— Records and record searching : a guide to the genealogist 

and topographer. 2ijd edition. 8 + 253 pp. Med. 8vo, 1897, cloth. 

Geoboe Allbn 

The author in this second edition has added an index wihich he calls " an 
omnium gatherum of references and cross references, not only to the book itself, 
but of entries contained in various other works on the Beeords, and of any odd 
references I have come across." Some of the chapter headings will give a better 
idea of its contents : — How to compile a pedigree ; How to write the history of a 
parish ; Grimioal proceedings * Land transfers ; State papers ; Monastic reeords ; 
Parish registers; Fiscal records; Collections; Wilis; Manorial records; The 
Becord Office. 

5442 St Mark's Gospel. (Books of the Bible,) 56 pp. Fcp. 8vo, 1896, paper 

label, Is. net, cloth gilt, Is. 6d. net, leather, 28. 6d. net. A. Constable 

5443 Salaman, Malcolm C— Woman through a man's eyeglass- Illustrated 

by Dudley Hardy. Cheap edition. 8 + 238 pp. Cr. 8vo, 1896, cloth, 2s. 

Heinemajtn 

• The»9 books can be inspected by the public, free, at the Publisher^ Pertnaneui 
Book Exhibition, 10, Bloomtbury Street, London^ W*C. 
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5444 SaadNps, Predeiidr— Art ot Lftrge paper edition limited to 60 copies. 
Illns. FoHo, 1896, cloth, 21b. net. Another edition limited to 200 
copies. lUns. Sm. folio, doth, 5b. net. A. Gonstabli 

5445* Savoy, The : an illnstrated monthly, edited by Arthur Symons. VoIb. I.-IH, 
Jannarr to October, 1896. Vol. I., 196 pp. Vol. IE., 103 + 100 4- 92 pp. 
Vol. m., 100 + 96 + 101 pp. Sup. roy. 8vo, 1896, cloth, 2l8. net. 
The first two numbers published as quarterly. L. Smithess 

Amonff the most importont ftrtioles nuiy be mentioned: — ^"On going to 
Chupoh/^by G. B. Shaw: "IJndep the Hill," a story by A. Bewrdd^ ; « &moeni- 
ing Jude the ObBoure,^* hv H. Ellis; "The Leiron of Mmais," by Arthur 
Symons; '» William Blake,*^ by W. B. Teats; "Priedrioh Nietzsohe," by H. 
Ellis ; and " The Simplifioation of life,'* by Edward Carpenter. 

5446 Schaubek's postage stamp album. 94 pp. lUns. Sm. fol, 1896, doth, 

3s. 6d. J/LGGAED (Liverpool) 

5447 Scott, E.— Dancing. 76 pp. (Nntshell series.) 12mo, 1896, oloth, 6d. 

iLim 

5448 Scott, Sir Walter— Waverley novels. Standard edition. Vol. XV. 

Heart of Midlothian. 634 pp. Photogravure frontispiece. Cr. 8vo, 
1896, cloth, 28. 6d., leather, 3s. 6d. A. & C. Black 

5449* Scott, Sir Walter— Lady of the lake : with introduction, notes, and 
appendices, hj Bev. A. E. Woodward. (BeU's English classics.) 
18 + 390 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Gt. Bell 

Compiled for the use of younger students of English grammar and literature. 
The editor has treated this English classic as it has heen customary to treat Iiatin 
and Greek authors. The notes are on the same page as the text. 

5450 Seaman, Owen— The battle of the hSLjs. 86 pp. Fcp. 8vo, 1896, cloth, 

3s. 6d. net. John L/lkb 

5451 Selmbin, OS8il>— The closing door. Translated bv Marie Dorothea 

Gnmey. 6 + 198 pp. (Odd vols.) Pott 8vo, 1896, oloth. Is. 6d. net. 

J. M. Dbft 

5452 Senf, G. — Postage stamp albuniy with indicated space for every known 

specimen up to date. 1,200 pp. 30,000 engravings. 4to, 1896, fancy 
boards, 12s. 6d. Jaggabd (Liverpool) 

5453 Sergeant, Adeline— The failure of Sibyl Fletcher : novel. 270 pp. 

Cr. 8vo, 1896, cloth, 6s. Heiotmank 

5454 Sejrmour, Mrs. Corbet—Maisonette. 194 pp. Ulns. Cr. 8vo, 1896, 

cloth, 2s. Jabbold 

5455* Shakespeare, William— Comedies, histories, tragedies, and poems. 
(The Stratford-on-Avon edition.) 12 vols. Vol. XII., Periclee and 
Poems. 4 + 327 pp. Pep. 8vo, 1896, cloth. Is. 6d. G. Nbwkbs 

The '^Poema" inolade ''Venus snd Adonii/' ''The Bape of Lucmoe,'* 
"Sonnets," *'A Lover's Complaint," '*The Paspionate Pilgrim," "Sonnetato 
Sundry Notes of Muno," and " The Phconix and the Turtle." 

5456 Shakespeare, William— Cymbeline. (Ariel edition.) 225 T»p. Ontinel 

illustrations. 16nio, 1896, cloth. Is. G. Routledoi 

5457 Shelley, Mary WoUstonecraft— Frankenstein : or, the modem Prome- 

theus. 18 + 268 pp. Or. 8vo, 1896, cloth, 3s. 6d. Gibbinos 

5458 Shipton, Helen— World's gam : a story. 124 pp. Cr. 8vo, 1896, cloth, 

Ig. S.P.C.K. 

5459 Sinigaglia, Leone—Climbing reminiscences of the Dolomites. 

Translated hy Mary Alice Vialls. 224 pp. Ulus. Dy. 8vo, 1896, cloth, 

2l8. net. * FiSHBB Uhwdt 

54C0 Simpson, Richard— Edmund Campion. New ard revised edition. 

537 pp. Dy. 8vo, 1896, cloth, 12s. net. John Hodom 

• These books can be inspected by the public, free, at the Fublisher^ Permameui 
Book Sxhibition, 10, Sloomsbwy Street, London, W.C. 
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5461 Sinh Jee, H. H. Sir Bha£:vat— A short history o£ Acyap meAictA 

science. 280 pp. Dy. 8vo, 1896, cloth, lOs. 6d. Macmillam 

5462 Skinner, Charlotte— The Master's gifts to women. 112 pp. Fcp, : 

8vo, 1896, cloth, Is. S. W. Pabteidgi 

5463 Skrine, J. Huntley— A goodly heritage : sermons. 103 pp. Or. 8vo, 

1896, cloth, 28. 6d. A. Constabui 

5464 Skrine, J. Huntley— Songs of the maid : poems. lU pp. Gr. 8to, 

1896, cloth, 6s. A. Govstabx.! 

5465 Slater— Directory of Manchester, Salford, and suburbs. 1897. 

2,000 pp. Imp. 8vo, 1896, cloth, 26s. Kbllt * Ga . 

5466 Smith, Constance— The backslider: a story of to-day. 2 vols. Vol. 

I., 1 + 6 + 286 pp. Vol. II., 1 + 6 -f 299 pp. Or. 8vo, 1896, cloth, Us. 

E. Bbntlet 

5467 Smith, E. J. Moore— Notes on the Gospel of St Luke for jnnior 

classes set for the Oxford local examinations. 1897. 60 pp. Maps 
and illustrations. Ex. fcp., 1896, paper, Is. 6d. Glabbndon Prbss 

5468 Smith, J. Bamett— Life of Queen Victoria. New edition. 620 pp. 

nins. Gr. 8vo, 1896, cloth, 3s. 6d. Q. Boutledge 

5469 Smith, Wood— Wonderland ; or, curiosities of nature and art. 288 pp. o 

Illus. Sm. 4to, 1896, cloth gilt, 3s. 6d. T. NiLSW 

5470 Smyly, Judge— The annual county courts practice. 1897. 2 

vols. (Lawyer's annual library.) Dy. 8vo, 1896, cloth, 25s. 

SwEBT & Maxwell 

S47Z Snell, E. Hugh— Compressed air illness, or so-called caisson 

disease. 252 pp. Ulus. Dy. 8vo, 1896, cloth, 10s. 6d. H. K. Lewis 

5472 Soldene, Emily— Young Mrs. Staples : a story. 290 pp. Gr. 8vo, 1896, 

cloth, 3s. 6d. Dot^NiT 

5473 Southey, Robert— The life of Horatio, Lord Nelson. 12+366 pp. 

Frontispiece. (Temple classics.) Pott. 8yo, 1896, cloth. Is., leather, 2r. 

J. M. Dent 

5474 Spalding, Thomas Alfred— Federation and empire. 6+340 pp. Dj. 

8vo, 1896, huckram, 10s. 6d. net. H. Hjnry 

5(75 Spence, Catherine Stafford- Earl Rdgnvald and his forbears: or, 

fHmpses of life in early Norse times in Orkney and Shetland. 249 pp. 
'cp. 8vo, 1896, cloth, Ss. 6d. net. Pishee U^WIN 

5476* Spencer, Herbert— The principles of sociology. Vol. HI. (A system 
of synthetic philosophy, vol. 8.) 8+635 pp. Dy. 8vo, 1896, cloth, 168. 

Williams & Noroate 
The last ioatalment of Mr. Spenoer's ezpotition of hit " S^thetic Phibsoijhy." 
The Yolume is divided into thme purts— ecoleeitstical institutioDB, profesnonal 
institutions, and industrial institutions. Of these parts the first has ahreadj 
appeared as a separate book, the second in the shape of reyiew-articles ; the third 
is new. 

5477 Spenser, Edmund— Faerie queene. Parts III. and IV. Edited hy Prof. 

Hales. lUastrated hy Fairfax Mnckley. 84 pp. Sm. cr. 4to, 1896. 

paper, 2s. 6d. net, each part. J. M. Dent 

5478* Spenser, Edmund— Faerie queene. Book VI. Cantos IX.— XII. 

Edited by Thomas J. Wise. Part XVIII. With five full-page, and 

other illustrations, hy Walter Crane. 70 pp. 4to, 1896, paper, 10s. 6d. 

each part. George Allen 

This p«rt oompletei the edition, and includes Cantos IX.— XIl. Mr. Crane 

has supplied five full-page illustrations, three oanto headings, and two tailpieces. 

5479 Splaine, Rev. J. S., compiler— Priest's census book for 874 names. 
Cloth, fop. 870, 1896, 9d. net ; for 1,400 names, cloth, leather back. Is. 6d. 
net. Abt & Book Go. 

• Tiew hoQk$ can h^ tntpected hy the public, fl'ce, at the TMuhar^ Permanemt 
Book Erhihition, 10, Bloomtbw^ Street, London, W.C, 
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^4^ > S|MHn6* engineer's and contracWs diary and year-book, iSg?. 106 pp. 

Dy. 4to, 1896, oloth, 3s. 6d. B. & F. K Spon 

54& Spurgeon, C. H.— A carillon of bells to ring out the old truths of free 
' grace and dying love. 132 pp. Long 32mo, 1896, cloth. Is. 6d. 

Passmorb <fc Alabastbb. 

5482 Spui^eon, C. H.— Words of advice for seekers. 160 pp. 8vo, 1896, 

cloth, 28. Passmorb & Alabaster 

5483 Sqttire, Charles, and Maclean, Frank— To central Africa on an 

flreberg. 188 pp. Illu&. Or. 8vo, 1896, cloth, 38. 6d. Jarrold 

5484 Staiiford, Edward— Map of Western Australia goldfields. 1 sheet. 

30x22 inches, 1896, 38. E. Stanford 

5485 Sfcebbih^, Grace— Why not? or, climbing the ladder. 215 pp. Illus. 

Or. 8vo, 1896, cloth, 28. 6d. Jarbold 

5486 Steele, Sii* Robert— Selections from cdntributions to theTatler. With 

an introduction and notes by L. E. Steele. 16 + 124 pp. (English 
classics.) Globe 8vo, 1896, cloth, 2s. MACMUiLAjr 

5487 Stevens, F; H. — Mensuration for beginners, with the rudiments of 

geometrical drawing. With answers. 10+136 pp. Globe 8vo, 1896, 
cloth. Is. 6d. Macmillan 

5488* Steinliausen, H. — Our art exhibitions : a chapter from Herzenserleich- 
terungen. (German essays for English thinkers, edited by K. A. 
Lentzner.) 16 pp. Dy. 8vo, 1896, paper. Is. Williams & Norgate 
The author argues ixL fayour of doing away with art exhibitions altogether. 
They oannot serve any permanent pubUo benefit, since the public have no time 
for the requisite oontemplation, without whioh exhibitions are useless. Further- 
more, it degrades the painter, who should never work without knowing " the 
why or wherefore." 

5489* Strand magazine. The : an illustrated monthly. Edited by George 
Newnes. Yol. XII., ^uly— December, 1896. 804 pp. Roy. 8vo, 1896, 
cloth. G. Newnes 

Among the more important of the oontents of this volume are : - " The 
adventures of a man of scienoe/' by L. T. Meade and G. Halifax ; " An African 
miUionaire," by Grant Allen; ** Rodney Stone,'* by A. tyonan Doyle; "Illus- 
trated interviews ; " " Curiosities ; " '* Idols ; " and " From behind the Speaker's 
chair/ by BL W. Lucy. 

5490* Strand musical magazine. The : a musical monthly. Edited by E. 
Hatzfeld. Vol. IV., July— December, 1896. 428 pp. Med. 4to, 1896, 
cloth, 6s. 6d. G. Nbwnis 

Contains biogtaphioal sketches of Bizet, Haydn, Moiart, Mr, A. H. Behrend 
Mr. Hugo Gotlitz, Mr. Sidney Jones, and Mr. Charles Salaman. There are 
thirty-nine original songs, twenty-two pianoforte solos, eight pieoes of danoe 
music, six for violin and pianoforte, four for mandoline and pianoforte, and one 
pianoforte duet. 

S491* Strange, Edward F.— Japanese illustration : a history of the arts of 
wood-cutting and colour-printing in Japan. (Connoisseur series.) 
20 + 155 pp. Illus Dy. 8vo, 1897, cloth, 12s. 6d. net. G. Bell 

An exposition of J*ipanese art to illustrate its peculiarities, and the influence it 
hu exercised on Engljb art. There are eight coloured plates, and over 180 
prooess blocks. 

5492* Styart, C. E.— Th^ old faith or the new— which ? Teachings from the 
Epintle to the Hebreiis 266 pp. Cr. 8vo, 1896, cloth, 3s. 6d. 

E. Marlborough 
Practically this volume amounts to an exegetical commentary on the Epistle to 
the Hebrsws. 

5493 Stuart, Esm6— Harum scarum. 2nd edition. 283 pp. Illus. Cr. 8vo, 

1896, cloth 3s. 6d. Jarbold 

5494 Stubbs, Dr. William— The constitutional history of England in its 

origin and development* 3 vols- Vol. III. 6th edition. 652 pp. 
Cr. 8vo, 1896, cloth, 12e. Clarendon Phess 

• These books can bg intpecUd by the pu die, free, at the PublUher^ Fermanent 
Book Exhibition, 10, Bloomtbury Street, London, W.O, 
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549$ Sweet, Menfy— An Anglo-Saxon pHmer, with gramm$t notes and 

glossary. 8tli edition. 125 pp. Ex. fop. 8vo, 1896, clotli, 28. 6d. 

Clarendon Pii^s -^ 
5496 Swift, Benjamin— Nancy Ndon. 2nd edition. 290 pp. Cr. 8vo, 189fe, " 
cloth, 68. FiSHEB XJkwin 

5498 Swift, Jonathan— Gulliver's travels. 24 + 406 pp. FrontiBpiooe."" 

(Temple classic8.) Pott 8vo, 1896, leather, 2s. net ; cloth, Is. 6d* , 

J.M. De^t ^ 

5499 S]rmons, G. J., compiler—The distribution of rain over th6 British 

Isles during the year 1895. 237 pp. Illus. Dy. 8vo, 1896,,eloUx, , 
lOs. B. StAkroRi) ^' 



5500 T, fE. A.— Peter the peacemaker : • story. 122 pp. Gpi 8ro,.18r)ft ^ 

cloth, Is. S.P.C.K. 

5501 Tangye, H. Lincoln— In new South Africa: travels in theTransYwil 

and Rhodesia. 8+431 pp. Illus. Dy. 8vo, 1896, doth, 10b. 6d. 

H. Cox 
Intended to give a true aooount of the yarious fields which South Afrioa 
affords for the speculator, emigrant, and traveller. The illustrations are from ^ 

photographs taken hy the author himself. g 

5502 Temple, Crona— About the feathered folk. (Quiet hour seri s.) ^ 

122 pp. Or. 12mo, 1896, cloth. Is. . S.P.C.K. 

5503 Temple, Crona— Kirsty's prince : a story of Holyrood. (Quiet hour 

series.) 120 pp. Cr. 12mo, 1896, cloth. Is. S.P.C.K. 

5504 Tennsrson, Alfred, Baron — Poems. Miniature edition. 12 vols, in l»ox. 

2 is. Magmili^an 

5505 Thackeray, William Affakepeace— Christmas boohs: Mrs. Perkius^^ - 

ball. Our street, Dr. JBirch and his young friends, Bebecoa and Bowena, 
The Eackleburys on the Ehine, The rose and the ring. 6+325 pp. 
Or. 8to, 1897, cloth, 2s. 6d. G. Niwxbs 

5506 Thayer, W. M.— Women who win ; or, making: thkigs happen. " 

420 pp. Illus. Cr. 8vo, 1896, cloth, 3s. 6d. T. Nelson 

5507 Thorn, Ismay ^ Happy go lucky : a children's story. 8 + 184 pp. Dlus. 

Or. 8vo, 18 6, cloth, 28. A. D. Ik.vbs 

5508 Thorp, Geoi^e E.— Twenty lessons on the development of the voice 

for singers, speakers, and teachers. 55 pp. (Modem met hdd ^ 
series. No. 13.) 8yo, 1896, limp cloth. Is. Robkbt Cocks 

5509 TibuUus and Propertius: Selections from. With introduction and 

notes hy Professor G. Or. Bamsay. 2nd edition, revised. 450 pp.' Or. ' 
8vo, 1896, cloth, 6s. Claeendon Pebsb 

SSro Tftchener, Edward Bradford— An outline of psychology. 12+328 pp. 

Ex. cr. 8to, 1896, cloth, 6fl. 6d. net. MaCmIlla^ ■- 

5511* Traill, Mrs. Catharine Parr— Cot and cradle stories: edited by Maiy 
Agnes Fitzgibbon. 239 pp. Portrait. Cr. 8vo, 1896, cloth, 5s. S. Low 

55x2 Trumbull, H. Clay— The threshold covenant: or the beginning of 
religious rites. 335 pp. Dy. 8vo, 1896, cloth, 6s. 6d. 

T. & T. Clark (Edinburgh) 

5513 Tucker, Bev. I^. W.— Under his banner: papers on the misirfonary - 

work of modem times. 7th edition with appendix. 424 + 104 p] 
Cr. 8vo, 1896, cloth, 5s. S.P.C." 

5514 Turberville, William— Life's quest: 186 pp. Sm. cr. 8vo, cloth, 6fl. 

Keoan Paul 

5515 Twain, Marie, Pseud. (Samuel Langhome Clemens)— Toih SaWyef^ 

detective, etc. 8 + 248 pp. With a portrait of the author. Or. 8vo, 
1896, cloth, 3s. 6d. Chatto & Windus 

* These hooJfs etm he itispected hy the puhlie, free, at the PuUieheri Permaneni 

B99h Xmhihition, 10, Blomiehnry Street, London, W,C, C^' ^ 
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55x6 Tweedale, Violet— And they two: a novel 359 pp. Or. 8vo, 1897, 
Iv a::):(*>th,8B. 6d. net. G. Rbdwat 

5517 Ugly man, The, by the author of " House of tears." 325 pp. Or. 8vo, 
. cloth extra, 3s. 6d. Downey 

55x8 Van Dyke, Henry— The poetry of Tennyson. 5th edition. 378 pp. 
Or. 8vo, 1896, cloth, 5s. 6d. net. Elkin Mathews 

55x9 V^ghan, Rowland, his booke, published 1610. New edition with 

preface by Ellen Beatrice Wood. 154 pp. Or. 8vo, 1897, paper, 5s. nei 

-*^' John Hod«bs 

5520 Vichery, Dr. Alice— The most common of [the diseases of children 
52* pp. Or. 8vo, 1896, paper, Is. H. Rbnshaw 

5531 Villaii, Prof. Pasquale— Life and times of Girolamo Savonarola. 

Translated by Linda Villari. 2nd popular edition. 792 pp. Illus. Dy. 
8vo, 1896, cloth, 7s. 6d. Fisher Unwin 

5522* English, Vincent John, comp^Zer— Navigation for yachtsmen : a con- 
' cise treatise on navigation and nautical astronomy, illustrating the most 
modern methods, and specially designed for the use of yachtsmen. 
16+342 pp. Illustrations and charts. Dy. 8vo, 1896, cloth, 15s. net. 

H. Cox 

This work is not a oolleotion of role-of-thumb f onnule ; it is an exposition of 

the prinoiples whioh lie at the foundation of all the formulsB used in practioal 

' uaTigalien. At the same time, the author has subordinated the theoretical part 

to the practical methods. The introductory chapters deal with those elementary 

prinoiples of plane trigonometry whioh are necessary for navigation oakuktioni. 

5513 Wallis, H. W.— Pictures from Greek vases: the white Athenian 

Leky thi ; being a series of twelve plates in colour copied from typical 
specimens of the vases. 24 pp. Obi. la. cr. folio, 1896, cloth, £2 2s. 
n^t. J. M. DiKT 

5524.* Walter, von 4er Vogelweide— Selected poems done into English 

verse, with an introduction and six illustrations by Walter Allison 
Phillips. Sq. roy. 8vo, 1896, doth, gilt, 10s. 6d. net. Smith, Bldb» 

A translation, in the metres of the original, of selections fron the poems of 
. the greatest of the Minnesingers. 

5535 Walton. Izaak, and Cotton, Charles— The compleat angler. Edited 

by Richard Le G^allienne ; illustrated by Edmund H. New. Parts X 
and XI. 32 pp. each. Fcp. 4to, 1896, paper, Is. each net. Johk LkSfM 
5526 Ward, C. S.— North Devon and North Cornwall. 7th edition. 160 
pp. 20 maps and plans. (Thorough guides.) 12mo, 1896, cloth, 3s. 6d. 
net. DULAV 

5527* Warriner, John, e(2.— National portrait gallery of British musicians: 

with an introduction by Joseph Bennett. 12 + 75 pp. Portraita. Obi 
4to, 1896, cloth, 148. S. Low 

The biographies are arranged in alphabetical order, and there are in all 521 
I>ortraits reproduced in half-tone process. Praotioallj the volume forms a dic- 
tionary of national biography of musicians. Mr. Bennett's introduction is 
of the nature of a cr^iicai essay on the preeent state of musical art in England. 

5528 W^^'^'Sto^i Robert— Agricultural science : its place in a universiiy 
education. 46 pp. Dy. 8vo, 1896, paper, Is. H. Feowpi 

5525) Watson, Alfred E. T., ed.—The red deer. (Fur and feathers series.) 
10 + 320 pp. Illustrated by J. Charlton and A. Thorbum. Cr. 8vo, 
1896, cloth, 5s. - L0NOMAH8 

5530 Watsop, Mrs. Heron^Dorothy Day. 84 pp. Pocket 8vo, 1896, paper, 
Is. Oliphant, Avdbbsok, Ai Febbibb 

* These booki can be imtpecied hy the public^ free, at the Fuhlishere* PermaneiU 
Book Hxhibitum, 10, Bloomebury Street, London. W.Q. 
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5531 • Watson, Rosamund Marriott— The art of the house. 12+185 pp. 

lllas. (Connoisseur series.) Dj. 8vo, 1897, cloth, 63. net. G. Bell 

Originally these essays on furnishing and house-deoorating appeared in the 
Pall Mall Gazette, under the heading of " Wares of Autolyous.'* The illustra- 
tions are from the loan collection at Bethnal Green, the South Kensington 
Museum, and elsewhere. 

5532 Watson, William— The year of shame. With an introduction by the 

Bishop of Hereford. 75 pp. Fcp. 8vo, 1896, cloth, 2d. 6d. net. 

John Lane 

5533 Watts, Dr. Isaac - Divine and moral songs. Illustrated by Mrs. 

Arthur Oaskin. 60 pp. 16mo, 1896, boards, Ss. 6d. net. 

Elktn Mathews 

5534* Way, T. R.— Reliques of old London, drawn in lithography. With 

an introd action and descriptions by Henry B. Wheatley. 4+110 pp. 

Illus. Med. 4to, 1896, cloth, £1 Is. net. G. Bell 

Mr. Way has reproduced in Utbography twenty-five drawings representing 
sites of London which have already disappeared or which are soon likely to be 
demolished. Mr. Wheatley's descriptions are in the main historical. ^ 

5535 Webb, W. Trego— Four children in prose and verse. 64 pp. S 

Fcp. 8vo, 1896, cloth, Is. 6d. net. Macmillan 

5536 Webster, John— The duchess of Malfi. Edited, with a preface and 

glossary, etc., by C. Vangban. 18 + 154 pp. Frontispiece. (Temple 
dramatists.) 6^x4 ins. Cloth, Is. net; 1m. 6d. net* J. M. Dent 

5537* Wedmore, Frederick— Fine prints. (Collector series.) 256 pp. 
Illns. Dy. 8vo, 1897, cloth, 7s. 6d. net. G. Rbdway 

Mr. Wedmore's introd ucttion is a short essay on the adyantages and charms of 
print-oollectiDg, and contains general bints. The scope of the work is best indi- 
cated by giving the chapter headings: — (1) The Task of the Collector; (2) 
Claude, Vandyke, Ostade, Hollar; (3) Rembrandt; (4) French revival of 
etching ; (5) Whistler and Haden ; (6) Later Eaglish Etchers ; (7) Diirer : the 
Little Masters ; (8) Italian line engravers ; (9) French eighteenth century prints ; 
(10) Turner prints; (11) Mezzotints; (12) Lithographs. A bibliography is 
appended. 

5538* Weekley, Ernest— A higher French reader. (University tutorial 
series.) 12+190 pp. Cr. 8vo, 1896, cloth, 3s. 6d. W. B. Clivb 

Primarily this volume has been compiled for the use of students preparing for 
the more advanced London University examinations, and the Mediaeval and 
Modern Languages Tripos at Cambridge. 

5539 Weeks, William — Exercises in Euclid : first course. 80 pp. interleaved. 

Fcp. 8vo, 1896, cloth. Is. 9d. Macmillan 

5540 Wein, Dr. Ernst, and Frew, William— Tables for the quantitative 

estimation of the sugrars. 128 pp. Illns. Cr. 8vo, 1896, cloth, 68. 

E. & h\ N. Spon 

5541 Welch, Charles— Modem history of the city of London : a record of 

municipal and social profi^ress from 1760 to the present day. 12 -f 494 
pp. Illus. Roy. 4to, 1896, cloth, 42s. net. Blades, East & Blades 

5542* Weston, Jessie L.— The rose-tree of Hildesheim and other poems. 
73 pp. Cr. 8vo, 1896, buckram, 28. 6d. D. Nutt 

A volume of original verse, oonsifiting of : " The Bose-Tree of Hildesheim," 
"Knights of King Arthur's Court," "Songs," and "Easter Eve." 

5543 White, Mary— The book of a hundred games. 186 pp. Or. 8vo, 

1896, stiff boards, 2s. 6d. L. Upcott Gill 

5544 Whishaw, Fred— Sons of freedom ; or, the fugitives from Siberia. 

266 pp. Illus. Post 8vo, 1896, cloth, 2s. 6d. T. Nelson 

5545 Whitla, Dr. William— A dictionary of treatment ; or, therapeutic index, 

medical and surgical. 3rd edition. 1,000 pp. Cr. 8vo, 1896, cloth, 
16s. H. Renshaw 

• These hooks can he inspected by the public^ free, at the Puhlishers* Permanent 
Pooh Swhibition, 10, Bloomshury Street, London, W,C, 
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554^ Wilkinson, Herbert, ecl.-^ Stories of the Cxsars from Suetonius. Being 

selections from the lives of Jnlins and Angustns. Witli notes, exercises, 
and vocabalarj. 8 + 132 pp. (Elementary classics.) Pott 8vo, 1896, 
clotli, Is. 6d. Magmillan 

5547 Wills, C. J., and Burchett, Godfrey— The yoke of Steel. 1896, cloth, 

6d. Hurst & Blackett 

5548 Wilson, Dr. James C, and Eshner, Dr. Augustus A.— A text-book of 

applied therapeutics by forty-two associates. 2 vols. 1,326 pp. 
Imp. 8vo, 1896, cloth, 42s. Bebman Pub. Co. 

5549 Winckler, Hugo— The Tell-El-Amama letters. Transliteration, 

English translation and vocabnlary. 42 + 415 + 50 pp. 8yo, 1896, 
paper, 20s. net ; cloth, 21s. net. Luzac 

5550 Winter, William -Gray days and gold in England and Scotland. 

326 pp. lllus. Cr. 8vo, 1896, cloth, 10s. 6d. Magmillan 

5551 Woakes, Drs. Eduard and Claud— On deafness, giddiness, and 

noises in the head. 4th edition. 220 pp. By, 870, 1896, cloth, 
10s. 6d. H. K. ,Lewi8 

5552 Wood, Andrew— The Hebrew monarchy : a commentary containing a 

harmony of the parallel texts and extracts from the prophetical hooks. 

y Edited with introduction hy Rev. R. Payne Smith. 776 pp. Sm. 4to, 

^ 1896, cloth, 21s. Eyre & Spottiswoode 

5553 Wood, Mrs. Henry— Anne Hereford : a novel. 45th thousand. 6 4- 

452 pp. Cr. 8vo, 1896, cloth, 2s. ; cloth gilt, 2s. 6d. R. Bbntley 

5554 Wood, Mrs. Henry— Dene Hollow : a novel. 45th thousand. 6 4- 

466 pp. Cr. 8vo, 1896, cloth, 2s. ; cloth gUt, 2s. 6d. R. Bbntley 

5555 Wood, Mrs. Henry— Edina : a novel. 33rd thousaod. 6 + 455 pp. 

Cr. 8vo, 1896, cloth, 2s. ; cloth gilt, 2s. 6d. R. Bbntley 

5556 Wood, Mrs. Henry— The house of Halliwell : a novel. 1+ 10 +454 pp. 

15th thousand. Cr. 8vo, 1896, cloth, 2s. 6d. and 2s. R. Bbntley 

5557 Wood, Mrs. Henry— A life's secret : a story. 48th thousand. 6 +442 pp. 

Cr. 8vo, 1896, cloth, 2s. ; cloth gilt, 28. 6d. R. Bbntley 

5558 Wood, Margaret L.— Aeromancy, and other poems. 40 pp. (Garland 

series.) Fcp. 8vo, 1896, paper, Is. Elkin Mathews 

5559* Woodmeald, J. E.— Lady Lohengrin : a novel. 311 pp. Cr. 8vo, 1896, 
cloth, 6s. Unicorn Press 

A WagneriaD romanoe. A study of Homburg life in the holiday season. 

5560 Wordsworth, William — ^The prelude: or, growth of a poet's mind. 

8+264 pp. Frontispiece. (Temple classics.) Pott 870, 1896, cloth, 
I Is. 6d. net ; leather, 2s. net. J. M. Dent 

5561 Worth, R. M.— Tourist's guide to Derbyshire. 2nd edition. 135+ 

8 pp. Map. Fcp. 8vo, 1896, cloth, 2s. E. Stanford 

^ 5562 Wright, S. T.— Fruit culture for amateurs, with chapters on insect 

and other fruit pests, by W. D. Drary. 252 pp. lUus. Cr. 8vo, 1896, 

cloth, 3s. 6d. L. Upcott Gill 

5563 Wright, T. W.— Elements of mechanics, including kinematics, kinetics, 

and statics. 372 pp. lllus. Cr. 8vo, 1896, cloth, 10s. 6d. 

E. & P. N. Spon 

5564 Wright, Dr. William, cd.— Illustrated Bible treasury. 724 pp. 

lllus. and atlas. Cr. 8vo, 1896, cloth, 7s. 6d. T. Nelson 

5565 Yearsley, Macleod— Injuries and diseases of the ear : heing various 

papers on otology. 56 pp. Cr. 8vo, 1896, cloth. Kbbman Pub. Co. 

5566 Young, Rev. Egerton R.— Three boys in the wild north land. 12 + 

312 pp. lllus. Cr. 8vo, 1896, cloth, 58. Ward & Downey 

• These hooks can J' inspected hy the public, fr^, at the FfUflishen^ Fermanmt 
Book Eehibition, 10, Bloonuhury Sirttt, London, W.C. 
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5567 Zangwill, I. -Without prejudice: essays. 384 pp. Or. 8vo, 1896, 

cloth, 68. Fisher Unwin 

5568 Ziegler, Prof. Erast— A text-book of special patholOjg:ical anatomv. 

Translated and edited from the eighth Glerman edition by Oswald 
MacA^listerand Henry W. Oattell. Sections I. to VIII. 20 + 576 pp. 
Subject index, 31 pp. Dy. 8vo, 1896, I7s. net. Macmillan 



INFORMATION RECEIVED ON GOING TO PRESS. 

5569 Behenna, Kathleen— The history of a soul : poem. 104 pp. Dy. 8vo, 

1896, artistic cloth, Ss. net. 1)igbt, Long 

5570 Catholic diary for 1897; ^^^ Saints' days, etc., and Catholic almanack- 

four days to each page. Dy. 8yo, 1896, cloth, Is. net ; cloth boards, 

Is. 6d. net. Aet & Book Co. . 

5571 Church door almanac ; in twelve sheets, mounted to hang, with red border. g 

Fcp. fol., 1896, Is. net. Art <fc Book Co. \ 

5572 Debrett's diary for 1897. 2|ins. x 2jins. 1896, gilt leather. Is. Dean 

5573 Fenwick, G. L.— A history of the ancient city of Chester from the 

earliest times. Large paper edition. 586 pp. Roy. 4to, 1896, cloth. 
52s. 6d., 31s. 6d. net. Simpkin 

5574- Osgood, Irene— The chant of a lonely soul and litanies to Tanit. 
Illustrated by Reginald Machell. Limited edition, 250 copies. Dy. 
* 4to, 1896, padded cloth, perfumed, 2l8. net; 12 vellum copies in port- 

folio, £3 3s. Gay & Bird 

5575 Gale, J. R. C, and Cadett, J.— First aid in photography. 62 pp, 

Cr. 8vo, 1896, cloth, Is. 6d. net. Simpkin 

557^ Harvey, R.— The Shannon and its lakes : or, a short history of that 

noble stream from its source to Limerick. 206 pp. Cr. 8yo, 1896, cloth, 

3s. 6d. Simpkin 

5577 Haes, H.— Tales of Astonishus. 64 pp. Cr. 8yo, 1896, cloth, Is. 4d. 

Hoddbr Bros. 

5578 Knight, Francis A.— In a west country. Edition de luxe. 278 pp. 

Roy. 16mo, 1896, white vellum, 21s. net. Simpkin 

5579 Luigi— Vamba : an historical drama. 60 pp 4to, 1896, cloth, 3s. net. 

Simpkin 

5580 Musters, L. Chatworth— The foxhunter's birthday book : being chip- 

and shavings of hunting lore from published and unpublished sources. 
2G4 pp. 16mo, 1896, cloth, 38. net; morocco, 7s. ' d. net Simpkin 

5581 Paper mills directory of England, Scotland and Ireland for 1897. 

37th annual edition. 62 pp. 8vo, 1896, boards, 28. 6d. net. Simpkin 

5582 Powell, H.— Lyrics of the white city (Winchester). 82 pp. 12mo, 

1896, cloth, 28. 6d. net. Simpkin 

5583 Pritt, F. E.— An angler's basket. 162 pp. Cr. 870, 1896, cloth, 6s. 

Simpkin 

5584 Review of Reviews. Vol. XIV. July-Dec, 1896. 570 pp. lUus. Cr. 

4to, cloth, 5s. " Rbview op Reviews " Office 

5585 Selous, F. C— Sunshine and storm in Rhodesia. 320 pp. Dy. 870, 

1896, cloth, iOs. 6d. net. Rowland Ward 

5586 Sharp, Peter— Flax, tow, and jute spinning. 3i*d edition. 234 pp. 

lllus. Cr. 8vo, 1896, cloth, 5s. Simpkin 

* These books can be inspected by the public, free, at the Fublis? ers* Permanent 
Book Exhibition, 10, Bloomsbury Street, London, W.C. 
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5587 Simmel, Quinton.— The wUl that wins : novel 184 pp. Or. Svo, 1896, 

cloth, 3s. 6d. DiGBY, Long 

5588 Stead, W. T. — ^The history of the mystery. Review of Reviews 

annnal for 1897. 134 pp. Or. 4to, 1896, Is. 

"Review of Reviews" Office 

5589 Studio, The. Winter number. Ulns. 11 J x 8 in. 1896, paper, Is. 

Studio Office 

5590 Studio, The.— Vol. VIII. 258 pp. Ulns. llj ins. x 8 ins. 1896, 10s. 6d. 

Studio Office 

5591 Surgery.— Parti IV. 64 pp. (Catechism series.) Cr. 8vo, 1896, paper, Is. 

E. & S. Livingstone (Edbburgh) 

5592 Tait, James.— Home trade guide and seamanship. 164 pp. Cr. 

8vo, 1896, cloth, 28. 6d. Simpkin 

5593 Toxicology. — 48 pp. (Catechism series.) Cr. 8vo, 1896, paper, Is. 

E. <fc S. Livingstone (Edinburgh) 

5594 Urwick, Rev. W. — Nonconformity in Worcester. 260 pp. Imp. 

16mo, 1896, cloth, 7s. 6d. Simpkin 

5595 Wainwright, Samuel.— Loose leaves from a minister*s manuscripts: 

meditative musing-?. 168 pp. Cr. 8vo, 1896, cloth, 3s. 6d. Simpkin 

5596 Whittaker's Windsor peerage, 1897: 840 pp. Cr. 8vo, 1896, cloth, 

10s. 6d. Whittakeb & Ca 



Errata in New Book List, No. 11, 1896. 

4283 Bartholow, Dr. Roberts— A practical treatise on materia medica 
and therapeutics. 9th edition. 20 + 866 pp. La. 870, 1896, cloth, 
2l8. H. K. Lewis 

4315 Brock, Rev. William— A young Congo missionary: memorials of 
Sidney Roberts Webb. 104 pp. Illus. Cr. 8vo, 1896, cloth. Is. 6d. 

H. R. Allen son 

4360 Cleland, Dr. John, and Mackay, Dr. John Yule— Human anatomy, 
general and descriptive: for the use of students. 20 + 834 pp. 
IJlas. Med. 8vo, 1896, cloth, 28s. net. Maclehosb (Grlasgow) 

4375 Co-operative congress, proceedings of the first international, held ia 
London, August, 1895, with reports on co-operation in various countries. 
432 pp. Portraits. Dy. 8vo, 1896, cloth, 10s. P. S. King 

4660 MacCunn, John— Ethics of citizenship. 3rd edition. 12 + 146 pp. 
Cr. 8vo, 1896, cloth, 2s. 6d. Maclehose (Glasgow) 

4664 McKechnie, William Sharp— The State and the individusU : an intro- 
duction to political science, with special reference to socialistic and 
individualistic theories. 16 + 452 pp. Dy. 8vo, 1896, cloth, 10s. 6d. net. 

Maclehose (Glasgow) 

4847 Saint Sulpice : method of, for the organizing of catechisms. Translated 
from the French. 370 pp. Cr. 8vo, 1896, cloth, 5s. 

Griffith, Parran, Browne A Co. 



• These books can he inspected hy the public, free, at the Publishers* Permanent 
Booh Exhibition, 10, Bloomsbury Street, London, W.C. 
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Subject and Title Index. 

The figuru refer to the numbers of the hooks in the Catalogue. 



ABO Catalogue of 'the world's poitage Btampa, 
enyelopes, etc. — 361 

Abbe Birotteau— 2621 

Abbot, The— 3265, 2537 

Abenteur der neujahrsnacht, Das — ^1388 

Abeiystwith— 3248 

Abdominal surgery — ^2991 

Abigail Templeton ; or brave efforts — 5593 

Abo' th' Yate : sketches and other short stories 
—3806 

About the feathered folk— 6502 

About Paris— 3119 

Abrabam Lincoln : a poem — 4237 

Abraham, Testament of — 5348 

Absurd ABO. The-4389 

Abyssinia — 1859 

Academy architecture 1895 — ^152 

Account book for the year 1897, Housekeeper's— 
4913 

Acoustics— 790, 4222 

Across the Channel — 4065 

Across Greenland's ice-fields — 5154 

Across Sibeaiar-4209 

Across an Ulster Bog— 2022 

Across the Zodiac— 4752 

Actors-^«)30, 4220 

Acts— 46 

Acts of Xanl^ippe and Polyx€(na--5348 

Ada: love at Jerusalem — 2002 

Adam Johnstone's son — ^1473 

Adam to Achan : Bible characters — 4989 

Adams, John Couch: scientific papers — 4228 

Addresses— 3520 ; to Students of the Boya^ 
Academy— 4640 ; (m Yedanta philosophy— 
2251, 2&2, 2253 

Admiral Guinea: play — ^1088 

Admirals, British— -4529 

Admiralty— 1076 

Adolph : how he found the beautiful lady— 4927 

Ado^on of Public Libraries Acts in England sad 
Wales— 2389 

Adyaita : The imitation of Sankar»— 447 

Advent, The— 2500 

Adventure of the wooden horse and Sancho Paaza 
in Baratoaria— ^101 

Adventure series, Vol. 19 — 3416 

Adventures in criticism — ^2673 

Adventures of Don Lavington — ^1978; of John 
Jewitt— 1517; of Martm Hewitt— 4063; of 
Mr. Verdant Greeur— 16; of Roger L'Estrange 
-4013 

Advertiser's " A B 0"— 367 

Advice to a son— 4746 

Aeromancy and other poems — 5558 

-fiithetics— 699 

Affinities of atoms. Cosmopolitan Beview of the 
Universal Law of — ^2455 

Africa, East— 1912. 2777; Geological sketch map 
of— 2571; Mid, Naturalist in— 453; Mungo 
Park's travels— 1227 ; South— 179, 183, 273, 
427, 1183, 2581, 2966, 3190, 3233. 3240, 3282, 
3308, 4345, 4641; Bechuana of— 1936; Direc- 
tory— 1310; English and Dutch in— 2273; 
Map of Johannesburg— 5416 ; Map of Mata- 
beleland— 5185 ; Political laws of the Be- 
pubUo— 2099; Bhodesiar-^585, 5501; Traas- 
vaal— 5501 ; and Orange Free StateT-2141 



African market manuals — ^2821 ; missions — 4901 

Afrikander, The— 1458 

After death— 166 

After-glow: poems and sermons — ^2122 

After long waiting— 4743, 5434 

Against killing customs — ^2761 

Against the mdnc system — ^2220 

Agassiz, Louis, Life, letters and works-^1169 

Agaves of the United States— 2484 

Ago of reason. Vol. 2—1688 

Ages ago, the ancestry of animals— 4344 

Agency, digest of the law of — ^925 

Agglutinants — ^2224 

Agitated Japan— 2522 

Agnes Grey — ^932 

Agra — 466 

Agricultural chemistry and geology — 955; law — 

2033 ; rates act— 5253 ; science— 5528 
Agriculture— 1330, 2096, 3017, 4667 ; and trad^— 

3252 ; Beport dm the establishment of a 

depaitment of, for Ireland — 5408 
Aide-de-camp of Napoleon : memoirs — ^1291 
Aids to medicine — 3ll6 
Ailments, everyday — 3160; pi dogs — 4901; of 

poultry— 42iB4 
Airy, Sir George Biddell : autobiography — 3759 
Alabama, two years on the — ^753 
Alario at Bome and other poems — ^2615 
Alchemy— 3727, 4231 

Aldershot, school of instruction. Guide — ^1737 
Alembic Club reprints, No. 12 — ^1976 
Aleph the Chaldean— 3387 
Alethear-2364 
Alexander the Great, Invasion of India by — 4028 ; 

life and exploits— 370, 942 
Alexander's horse and the first Bengal cavalry — 

5409 
Alexandrian erotic fragment and other Greek 
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papyri — ^1065 
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Algebrar-1881 

Alhambra, The— 5270 

Alice of the Inn — 4143 

Alice's toys and treasures — 70 

Alida Cralg-4621 

Alimentary canal. Surgery of— 4686, 5343 

Alison's ambition — 34% 

All about bi(rvcling — ^2797 ; income tax and house 

duty— 1983 
All fellows : seven legends of lower redemption — 

4569 
All one : papers on Christian unity — 4763 
Allegory — 4460 

Allotments and small holdings — 1063 
Alloys-4312 

All's well that ends well — ^2556 
Almanacks— 736, 3935; Catholic— 5570 ; Church 

door— ^71 ; Edinburgh^^68 ; Leicester^ 

767; Bural— 379; Scottish Church— 743 
Aimer, CSiristian Fuhrerbuch, facsimile — 428 
Alpha and Omega — 2120 
Alphabets— 1323 
Alpine climbing — ^2686 
Alps, Pk>ra of the— 1858 ; Glaciers of the— 1352 ; 

Japanese — 4979 ; Sport in the— 2404 
Alterations of personality — 3794 
Alternating and interrupted electric currents — 

1524; maobinery— 4599 
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Subject and Title Index— ronUnued. 



Altogether lovely — 5074 

Alton Locke— 5296 

Alum inium — ^705 

Amalgams — 4312 

Amaryllis at the fair — ^2058 

Amateur gardening — 4881 

Amazing marriage. An — ^2117, 2118 

Ambassador of the vanquished — 1430 

Amber — 4533 

Ambulance lectures on home nursing and hygiene — 
5388 

America— 3623, 4471; Central— 3120 ; Buccaneers 
of — 2365; Kemble's coons — 5288; Northmen 
in — 5378 ; Picturesque — ^2645 ; Prehistoric — 
2497; South— 675; United States— 474, 1415, 
1436 

American — actors of to-day — 4030 ; authors' homes 
—4646 ; Biography— 4070 ; Character— 27 ; 
Charities— 3025 : Church history— 1753 ; Civil 
war— 1373. 4174; Discourses— 886 ; Grajpe 
growing — 2432 ; Hardware store — 3331 : His- 
tory— 4433. 4535; Orations— 4241 ; Sacred 
songs — 5250 ; Steam and hot water practice 
-^06 ; Theatres— 1864 ; Writers of to-day— 
271 ; Year book of medicine and surgery — 
2770 

American heiress. The — 4407 

American Monte Ciisto, An — 5232 

Ammon and Gilead — 4095 

Among — ^the bracken — ^2158 ; British birds — 4638 ; 
Pagodas and fair ladies — 3924; the freaks — 
875 ; the Menabe — 4151 ; the untrodden ways 
—4480 ; the water lilies— 917 

Amphibians, The development of the Mullerian 
duct of— 2270 

Analysis, Commercial organic — 3052 

Analytic psychology — 2230 

Analytical concordance to the Bible — 871 

Anal3rtical statics — 4125 

Anatomy— 994. 1937, 1961, 2178, 3744, 3951, 4183, 
4184, 5568; Comparative— 1140 ; Equine— 
1614; Eye— 3239, 4808; Human— 4360; 
Splanchnology — ^215; Veterinary — 1325, 3075 

Anatomy of melancholy — ^2322 

Anatoiny of a railroad report, The — 867 

Ancestry of animals — 4344 

Ancient history— 1629, 4244 

Ancient Mariner, Rime of the — 4117 

Ancient monuments, Preservation of — 5369 

Ancient religion and modern thought — ^2452 

And a little child shall lead themr— 285 

And they two — 5516 

Anderson, Mary: memories — 880 

Andes, over the, from the Argentina to Chili — 
5126 

Andrew Sargeant's wedding — 5345 

Andrewes, Lancelot, and his private devotions — 
289 

Andria— 4212 

'Anecdota Oxoniensia — 511 

Andecdotes — 2905; of animals and birds — 4189; 
of horses — 3400 

Angels, Tales of the— 2380 ; The vision of— 2434 

Angis neurosis — ^2992 

Angler, The compleat— 3018, 3020; Complete— 
1359 

Angler's basket. An— 5683 

Anglia Sacra: mai>— 5243 

Anglican— movement— 941 ; ordeffl— 1624, 4295 



Angling— 3729, 4200, 4971, 6525; days— 1480; 
poems— 4329 

Anglo-American war of 1900 — ^1061 

Anglo-Saxon primer — 5495 

Ammal and vegetable fats and oils, fixed and 
volatile — 4313 

Animal episodes and studies in sensation — 5414 

Animal — ^life readers— 47, 48, 49, 50; magnetism 
1540; sagacity— 3874 ; symbolism in eccle- 
siastical architecture — 1973 

Animals— 1829, 4344, 4914; and birds— 4189; of 
the Bible^-5022; Art anatomy of— 4183; at 
work and play — ^2671 ; domestic — ^235 ; Friend- 
ship of — 1905, 2343 ; in the wrong places— 
1904 ; on strike— 47 ; story book— 4632 

Anna Karenina — 1342 

Annals of the American Academy of political and 
social science, Vol. VIII. — 5020 

Annals of botany. No. 37—892, 3059, 3362, 6032; 
of Garelochside— 2860 

Anne Hereford — 5553 

Anne of Geierstein — 3262 

Annuaire Francaise des Mines d*Or Transvaal Sad- 
Afrique— 2611 

Annuals— Civil Service, 1896—1917; Art, 4271; 
Art Journal — 4258; Dog owners— 4705; 
Christian progress — 5068 ; Colonial Office lilt 
— 1928; Daxton*s leading strings — 5138; 
Digest — 1181; Form at a glance— 5188; 
Labour--5163 ; medical— 1178 ; Naval— 1878 ; 
The pageant — 4866 ; practice — 4153 ; Register 
—1830; Review of reviews— 5588 ; Statutes 
of practical utilitv — ^585; Temperance — 5374; 
War Office list— 2257 

Annuities to the blind — 144 

Anthrologiee, Angling — 4329; Nptial— 4346 

Anthony and Cleopatra — ^2978 

Anthony Blake's experiment — 5023 

Anthropology— 4050, 6251 

Antichrist, l5ie— 2915 ; legend— 2063 

Antigua, Island of — 2923 

Antimachus of Oolophon and the position of 
women in Greek poetry — ^2631 

Antiphony — 6312 

Antiquaiy— 2528 ,' 

Antiquities of Athens, Handbook to— 2320 

Antonina:' or, the fall of Rome — 5116 

Antrim, Rhyolites of the county of — ^2351 

Aphenisa — ^2341 

Apocalypse of Bonich, and of St. Peter — 4552; of 
the V irgin and Sedrach— 5348 

Apocrypha Sinaitica — ^1050 

Apollonius of Perga: treatise on conic sectioni— 
2412 

Apology of Aristides — 5348 

Apostles* creed. The— 1008 

Apostolic gospel — ^21 

Appassionata : a musician's story— 3552 

Apperson, Minnie M. (Mrs. S. H. Phillips)— 16tt 

Apples of gold — ^706 

Aquaria — 3359 

Aquarium, The — ^2236 

Arabiar-4244 

Arabian nights entertainments-^10 

Arabic granmiai>— 244, 520, 2282 

Ararat, Transcaucasia and — 5079 

Arcadia, Life in— 2720 

Arch of Titus, The, and the spoils of Jerusalem-* 
3184 
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Arohaeology— 483, 3650, 4113, 4683, 4665, 5273, 
5369 

Archangel, Father— 500 

Archbishop Wake and the woject of union, 1717 
to 1720—1157 

Arches, Oblique and skew — 3063 

Architect's compendium, 1896—2792 ; and build^'s 
price book — 872 

Architects of fate — 181 

Architecture — academy — 152 ; animal symbolism in 
ecclesiastical — ^1973; castles of England — 
4665 ; catalogue of Avery library — 964 ; cathe- 
dral cities — ^347 ; cottages and country build- 
ings — 5135 ; cyclopaedia of Italian — 593 ; eccle- 
siastical of Scotland— 607, 4662; European — 
4167; for general readers — ^773; history of 
1525—2023; London churches of 17th and 
18th centuries — 1863 ; modem opera houses 
and theatres — ^2963; of the renaissance in 
Italy — 4246; painting sculpture and— 699; 
parish church of Wimd — 3983 ; suggestions 
in aj'chitectural design — ^2672 

Archives of clinical skiagraphy — 5433, 1722 

Arctic discovery. Handbook of — 1062 

Arctic night. The— 3630 

Arditi, Luigi: reminiscences — 3354 

Are Anglican orders valid — 1624 ; Are these things 
so — 313 

Argentine, The-^126 

Argon and helium — 3237 

Aristophanes — ^725; the birds— 3355; Plutus — 
1396, 1396; Ranae— 2292 

Arithmetic— 2983, 2988, 2582; Graphic— 455; 
Visual— 861, 862 

Armada, The year after the — 3531 

Armenia— 173, 3375, 3763, 3967, 4221, 4941 

Armenian question — 5079, 5325 — rebellion — 414 

Armorial book, plates — 542 

Armour, Indian and Oriental — 1964 

Arms, lectures on— 4150 

Army, British — 1453 ; Guide to promotion— 690 

Arnold, Matthew (studies in interpretation)— 4576 

Around the camp fire — 4815 

Around the tea table — ^262 

Arranged marriage, An — 2758 

Arriving guest. The: sermons — 4185 

Arrows of song — 3580 

Arsenal of devotion. The — 2933 

Arstra^ca Sophoclea cum Shaksperiana oomparata 

Art— modem painting — ^199, 4683; modem Eng- 
lish — 317 ; painting sculpture and architecture 
as represented in— 699; studio— 1329; 
Houghton's works in black and white— 2429 ; 
hopes and fears for— 2880; pictures ol the 
year 1896—2939; Salon, 1896—3255; nude ia 
—4075; studies in the art and anatomy of 
animals — 4183 ; Walker art gallery, Liverpool 
autumn exhibition — 4192; Gc%hio wood 
caarving — 4387 ; sculptiure — 4672 ; art addresses 
to the students of the Royal Academy— 4640 ; 
Coneggio — 4811 ; catalogue of paintings in the 
Museo del Prado, Madrid— 6302; pictures 
from Greek vases — 5523; annual— 4271; 
etching^l694 ; Elder Pliny, The history of— 
3775; of the house— 5631; Italian— 252; 
joTirnal— 4257, 4258 ; ornamental— 1814 ; 
painting — ^1743; sculpture — 1742; Venetian— 
820; Year's— 863 

Art and humanity in Homer — ^1592 



Art Bible : Old Testament^^5057 

Art of controvery — ^2197 ; of getting on — 1276 ; oi 
preaching — 1037 ; of taking a wife — 180 

Art of Velasquez — 4251 

Articles of Christian instruction in Favorlang — 
Formosan Dutch, and English — 3397 

Artillery— and naval guns— 2087; field— 1707 ; 
Ught-1958 

Artistio and scientific taxidermy and modelling — 
1433 

Artists — ^Painters and their works — ^2436, 3987 ; 
Ford Maddox Brown— 3975 ; John Constable, 
R. A. — 4012 ; Velasquez — 4252 ; MeisscMU^"- 
4513; early English water colour painters — 
4713 ; Correggio — 4811 ; modem French 
ma8ters-^4958 ; Michael Angelo— ^214; Sir 
Anthony Van Dyck— 521 ; Fredwick Walker 
—5333 ; Frederidc Sandys— 6444 

Artists' wives — ^2683 

Aryan medical science — 5461 

As happy as a king — 5376 

As others see us series — 4065 

As you like it— 1296, 2555 

Ascent of woman, The^ — ^2690 

Asenath of the ford^711 

Asceptio surgery — ^1153 

Ashantee— 2649 ; Sport in— 3672 

Asia— 2443 ; South and West^-3993 

Ass, The : his welfare, wants, and woes — ^2342 

Assyriar— 4046 

Avenged on Society — 3335 

Avery architectural library, Catalogue — ^964 

Ayres of Studleigh, The— 2574 

Ayrshire idylls — 4956 ; Village sketches and poems 
—608 

Azimuth tables for the higher declinations — ^2396 

Assyrian and Babylonian Tetters belonging to the 
K. collection of the British Museum, Parts 
III., IV.-5947 

Ajteck's Madonna, and other stories — 377 

Astronomers — 3759 

Astronomy — Telecospic — 476 ; comets — 602 ; 
Satellite evolution — 663 ; Lunar theory — 934 ; 
stars — ^1244, 4553; other sims than ours— 
1246, 3231; Southern skies— 1247, 2175; d 
Milton's "Paradise lost"— 1217; meridian 
circle work— 1620.; Mars — ^2090; azimuth 
tables for the Mgher declinations— 2396 ; 
eclipses — ^2459; general indexes to Vols. 30 
to 52 of the Royal Astronomical Sodety— 
2596; Solar system— 3093; Jupiter, gamet 
spot on— ^236 ; elements of — 3363 ; populaz^-* 
4092 ; Aurora borealis — 4248 ; our own planet 
— 4306 ; Cordoba observations — 4376 ; navigai- 
tion and nautical — 3284; navigation for 
yachtsmen — 5522 

At Aginoourt : White hoods of Paris— 396'! 

At home in the Transvaal — ^1097 

At random : essays and stories — 4263 

At Stratford festival : poem— 2312 

At the ebbing of the tide— 1407 

At the gate of the fold— ^5468 

At the mercy of Tiberius — 3334 

At the sign of the cross keys — ^1474 

Athanasian creed — ^1438 

Atheist's mass, and other stories— 323 

AtheniS, Antiquities of— 2320 ; Making of— 6019 

Athletics— 1591 ; Boxing— 4952; Fencing and 
duelling— 4935 

Atlantic— ^38 
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Atlantic ferry. The— 6330 

Atlas of labour — 4274; Modem Europe, histori- 

oal, part I.— 4130, 5243 
Atmospherio gases — 4800 
Atoms, Affinities of — 2455 
Atomic theoiT, Dalton's — ^222 
Attitude of the church towards some of the social 

problems of town life — 1017 
Aubert, Mademoiselle (Xante Claire)— 2001 
Aucajssin and Nicolete — 3834, 4261 
Audi alteram partem (High Church) — 3963 
Auditors, their duties and responsibilities — 2164 . 
Augustus, Life of — ^2573 
Aunt Dorothy's tea-table— 6330 
Aural surgery — 3428 

Auricular confession and indulgences — ^1141, 2079 
Aurora borealis — 4248 
Austin prize. The — 4264 
Australia— 2172, 3711, 3758, 3829, 3904, 4607; 

Central — 5251; and New Guinear— 3616 ; 

W€«tem--1366 ; Year book— 1641 
Australian bush track — 3954; Gk>ldfields map — 

5484; Idylls and bush rhymes— 4561 ; legen- 
dary tales — 4754; Mining manuel — 2^; 

Writers— 5090 
Austriar-^244 ; Court memoirs — ^1782 
Auchterarder, Walks round— 3728 
Authors and friends— 5176 
Authorship of Deuteronomy, The — ^2138 ; of the 

Kingis Quair — 2644 
Autobiographical reminiscences, with family letters 

and notes oa music (Gounod) — ^2006 ; Sketch 

of Dr. James GroU— 4591 
Autobiographies of boyhood — 3768 
Autobiography of boynood — 1398 
Autobiography of a missionary box — 3327 
Autobiography of a thief and the wandering heir 

—700 
Autobiography of a truth. The— 3576 
Autographs—^, 4658 
Auto-motors— 4454, 4860 ; law of, 5308 

Baba log, The— 5327 

Babel, or the scientific frontier of religion— 749 

Babylon— 4244 

Babylonian magic and sorcery— S067 ; 'Talmud — 

4173 
Baby's souvenir — 5284 
Bachelor's establishment, A — 1844 
Backhouse and Co., bankers, Darlington — ^2162 
Backslider, The : a novel — 5466 
Backwards and forwards — 6223 
Bacon, by Church — 88 ; essays — 3358 
Bacteria, pathogenic — ^2100 
Bacteriology— 300, 3040, 3696, 3870 
Bad child's book of beasts — 4266 
Badminton library— 4760 ; Magazine— 2301, 6028 
Baffling the blockade— 4083 
Bag with holes, A : addresses to children — 3349 
Baillie, Lady Grizel: poems — 3266 
Baird lecture for 1896—4380 
Baking— 1805 
Balar-5313 

Balance of emotion, The — 1358 
Balkans— 3967, 4054 
BaUadists, The— 2741 
Ballads— 4076, 4108, 4404; and songs— 4930, 

4994; of revolt--5183 
Ballinvalley: story— 4224 
Balmoral— 3051 



Baltic, The Falcon on the— 2444 

Bamboo garden — ^1651 

Bampton lectures, 1893—731 

Ban of the Gubbe, The— 4967 

Band of Hope Review, 1896—3778 

Bandy, or hockey on the ice — 264 

Banishment of Jessop Blythe— 622 

Banking— 2092, 216^ 3037, 4442, 6259 

Banks, Sir Joseph: joiunal— 3779 

Banquet of the angels (Sacramental) — ^1704 

Baptism with the Holy Spirit— 4947 

Baptismal, marriage, and burial registers of the 
parish of Bidston, Cheshire — 3257 

Baptist Handbook, 1896—895 

Baptist lake : a tale — 3881 

Baptist Union annual — ^1486 

Bar, New guide to the— 2487 

Barbarous Britishers— 268 

Barbed arrows from the quiver of C. H. Spurgeon 
-4159 

Bar-Hebraeus : laughable stories collected by— 
3820 

Barlaam and Josaphat : English lives of Buddha 
—1119 

Barnard, Frederick A. P,. Memcors of — ^1992 

Baron Munchausen's travels — 4802 
Baronetage— 279, 4411, 4413, Burk's— ^5087 ; Dod't 
—5152; Lodge's— 5314 

Barrack and battlefield-^003 

Barriers burned away — 3245 

Bartholi, Silvio, painter— 907 

Baruch, The apocalypse of — 4362 

Basile the jester — 654 

Basket work— 5177 

Bastardy, Law of— 623 

Bath and Wells cathedral office book— 4976 

Bath, Wells, Glastonbury, etc. Guide to— 5907 

Battle and battlefields in England— 3781 

Battle of Lake Regillus— 1161 

Battle of the bays— 5450 

Battlement and tower : a romance — ^1262 

Battles of the 19th century— 325, 5040 

Battleships— 290 

Batum to Baghdad— 4539 

Bazaars and fancy fairs — ^2898 

Beacon and buoys. Common petroleum as an ilk- 

minant for — ^2597 
Bear, Life of a^-4015 
Bearings and lubrication — 4926 
Beatitudes, The, thoughts of the last nev&a. words 

of our Lord — 137 
Beatrix— 6033 
Beau Austin: play — ^1088 
Beautiful— Britain— 101 ; sewing— 3110 ; white 

devil— 2641 
Bebingtcm, Cheshire, Begisteni of the ancient 

parish of — 3256 
Because of the child : novel — 4227 
Bede, The venerable-4.837 
Bee-keeping— 2674 
Beerbohm, Max, Works— 2629 
Beers, Non-excisable— 685 

Behind— the Arras : a book of the unseen— 5007 ; 
the bow window — 4469; the great wall: 
Chinar-2303, 4275 ; the veU— 47Srf 
Being and doing — 905 
Belfield: a novel— 3487 
Belgium and Germany, Ji(m and steel industries 

of— 1117 
Belial's burdens— 4916 
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Belief — Toiindations of— 891 ; philosophy of— 1594 

Beliiidft-n5162 

Bells and pomegranates — 6077 

Belphegoi>--642 

Benedict, Saint^-4950 

Bengal, English in— 849 ; Lower— 4007 

Ben-Hur : a tale of the Christ— 3318 

Benjamin's sack — 3200 

Benson, Archbishop, Dr. Edward White, in Ire- 

land-^SOSO 
Bent ironwork — ^732 
Bentley, by'Jebb— 88 
Berkshire— 1009 J Bygone— 3439 
Bernard, Abbot of Glaiiraux — 5159 
Bemicia — 1405 

Bertrand dud Guesclin— 24, 25 
Beside the waters of comfort — ^1996 
Best tour in Norway— 5154 
Betrayal of John Fordham— 4453 
Betrothed and the black dwarf— 1289 



Bio-chemical laboratory handbook — 1634 

>hical and critical studies of various writerr 



Beverley (Cathedral Cities)— 4347 

Beyond the dreams of avarice — 909 

Bhakti yoflra^2252 

Bible— 6057 ; .Book of Job— 3989 ; Book of the 
Psalms in orthic shorthand — 4908; Book of 
Ruth-^128 ; Books of the, St. Matthew and 
Psalms— 3791; Cambridge— 44, 45, 46; Cam- 
bridge, Nahum, Habbakuk, and Zephaniah— 
3392; Chronicles, Tobit in Greek— 4170; 
Epistle to the Hebrews — 5492; Genesis for 
youthful readers— 4911 ; the mite — 3210; 
Midget New Testament— 3208 ; New Testa- 
ment— 1720, 2568; Old Testament— 713, 
2518; Old Testam^t history— 228 ; Syno- 
nyms — 4499 ; Psalms and canticles in Greek — 
471; St. Luke-5457; St. Mark— 5081, 5442; 
St. Paul's epistles— 5234 

Bible, Analytical concordance to — 871 ; and the 
ancient MSS. — 1134; Animals and birds of 
the— 5022 ; and the blackboard— 1409 ; Busy- 
man's— 1446; Characters— 3742, 4989; Cml- 
dren of the — ^972; Doctrinal and poetical 
centre — ^2500 ; Double text of Jeremiah — 
4164 ; and the east — ^984 ; Hebrew monarchy : 
a commentary — 5552; for home reading— 
2130 ; Hours with the— 2748, to 2750, 2742 to 
2747; in Spain— 921 ; Lessons of the Holy 
Scriptures — ^201 ; ini the light of to-day — 4396 
191, 5355, 5356; Narrative of— 118 ; Notes 
from my— 5359 ; People's dictionarv of — 3241 ; 
4948 ; Teacher's handbook of — 694 ; and tem- 
Readings from /Genesis — ^205; Study — ^1656, 

Bible, Literary study of — 653 ; modem reader's — 
perance — 4270; Treasury — 5564 

Bible women and nurses, Vol. 12 — 337 

Biblical and patristic criticism — ^1769; histwy — 
1586; Idyls— 5356 

BibUography— 266, 349, 350, 388, 604, 3081, 3395, 
of fencmg and duelling-^935 

Bibliotheca philosophica — ^Vol. I., Part 1 — ^1933 

Bicycles and tricycles— 4867 

Bicycling, All about— 2797; for ladies— 1968 

Bichromate salts in photography— -2627 

Bidston, Cheshire, Baptismal, marriage, and 
burial registers of the parish of — 3267 

Big brother Dick— 3563 

Bifiiards— 1429 

Bills of sale, Law of — 836 

BunetalUsm— 3317, 4495, 5161, 6280 



Biological experimentation — 1716 ; problem of to- 
day— 2793 

Biology— 2111. 4648, 4849 

Bu-ds— British— 643 ; bird life— 1741, 4423 ; Chats 
about — 1788 ; nests and eggs^^7 ; dictionary 
of— 5380; feathered friends— ^936 ; feather- 
land— 1031, 1979; feathery folk— 3508, 5502; 
foreign finches in captivity— 949, 1444, 2323, 
3081 ; game birds and wild fowl— 646, 528 ; in 
nesting haunts— 4638 ; of the Bible— 4022 ; of 
Fame Islands — 3610; beasts and fishes ol 
Norfolk — 1507; catalogue of, in British 
Museum— 288; Gaviae and Tubinares — ^737; 
dogs and aquaria — 3359; nest, eggs, and egg 
collecting — 1125; and poets — ^1442; sea— 
1006; song— 2272 

Birkenhead, Directory— 5287 

Biron, Viscount Elie de Gontaut — 1430 

Birthday (book, A bookworm's — 3801 ; The Kip- 
ling— 4624 ; The fox himters— 5580 

Birthplace and childhood of Napoleon — 544 

Bishop Paddock lectures— 1896— 4681 

Bishop's amazement. The — 5370 

Bishops— in the Tower— 167 ; noted— 4682 

Bismuth, On the relation between the variati(Hi ol 
resistance in, in a steady magnetic field and 
the rotary or transverse effect — 15 

Blachford, Lord, letters — 5331 

Black and blue : stories for boys — 3524 

Black and white work— 2429 

Black diamonds — ^2816 

Black dwarf, The-741, 1289, 2530 

Black gull rock— 4493 

Black Pope, The— 2362 

Black riders. The, and other lines — 4388 

Black spirits and white— 991 

Black Tor, The— 3905 

Black Watch, The : record of an rxicient regiment 
—4472 

Black's Guide td Channel Isles an J Western Nor- 
mandy — ^2635 ; Edinburgh — 1653 ; Glasgow— 
2616; Leamingtcm- 1664 ; Isle of Man — 
2300 ; South Wales— 2128 ; Sussex— 1655 

Blackboard illustrations for object lessons — ^2226 

Blackie, John Stuart— 1767 ; poems— 1795 

Blackie's science handbooks. Standard V. — ^2636,. 
4304 

Blacklock, Thomas : poems — 3266 

Blackwall tunnel under the Thames — 5054 

Blackwood, Stevenson A. — ^1868 

Blair, Robert : poems ; 3266 

Blank page. A: story— 3628 

Bleak House— 435, 1004 

Blessed be drudgerv— 4223 ; Ufe— 2680 

Blessed Sebastian Valfre— 2065 

Blessington^ Lady— 640, 5201 

Blind, Annuities to the — 144 

Bloom of faded years. The — 5156 

Blue true story book, The — 3562 

Boarding house reminiscences — 5281 

Bob Strong's holidays— 3979 

Bobbery pack in India, A— 2441 

Bodleian library, Talmudical fragments in the-^ 
1284 

Body snatching — 3771 

Boer war. The— 4345 

Bogie and Fluff— 3712 
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Bohemia— 1616, 2473; with Du Maurier-4726 
Bohn's standard librarr— 3611, 3612, 3613, 3614 
Bombast, Phillipoius Tneophrastiis of Hohenheim, 

Life of-^^1 
Bombycine moths of America — ^2160 
Bonar, Horatius— 4709 
Bimd of blood, The— 2722 
fionifaoe— 4162 

Bomiy; or, faithful unto death— 4728 
Bonomo, Blessed Joanna Mary, Benedictine nun 

in the monastery of St. Jerome Baflsano, Life 

of— 1420 

Book by Book, Vol.1, Old Testament; Vol. 2, 
New Testament — 347, 348; of bargains — 
4746; of Job-3989; of Kells— 1421; of 100 
games — 6643; of Ruth:— 4128; of scoundrels 
—4210 ; of the Magi— 4281 ; of short stories 
— 3639; of the Psahns in orthic shorthand— 
4908 ; of wonder voyages — 4697 

Book illustration— 1233, 6122 

Book queries— 350, 3072, 6064 

Bookbinding in England and France — 3911 

Bookbindings — 471, 627; foreign— 6184 

Book-keepmg— 2984, 3800 

Bookmaking and backing — ^2488 

Bookmen: members of learned societies in the 
United Kingdom— 920 

Bookplates— 642, 684, 1144, 4634 

Book prices ciurent— 349 

Books and their makers — 1710 ; their history and 
art>-^538 

Bookselling: Part 2-^09 

Bookworm s birthday book, A — 3801 

Border— essays— 4969 ; tales. New 1011, 3131 

Borderer, The--5309 

Bom soldier, A— 1378 

Borneo, Siam, Cambodia — 1163 

Borrow, George, in East Africa — 4439 

Boston machinist, The — ^2385 

Boswell's life of Johnson — 1623 

Bothie, The and other poems — 3848 

Botany— Agaves of U.S.A.— 2484 ; Annals of— 
892, 3059, 3362, 5332; British ferns— 2074 ; 
Botanical Magazine— ^247 ; botanical micro- 
technique— ^14 ; botany for beginners — 3461 ; 
Compendium of general — 1806 ; Contributions 
to knowledge of seedlings — 699 ; Dlatomacece 
— 6239 ; ElementaiT— 6&0 ; Favorite flowers 
3696; Ferns — 698; Flora of British 
Indiar-1666, 6248; Flora capensis— 1500, 
3448 ; Flora of the Alps— 1868 ; Horn expe- 
dition — 6261 ; Icones orchidearum Astro- Afri- 
canarum — 3377 ; Lisula floras — ^2423 ; Juglan- 
dacesB of U.S.A.— 2686 ; Lingulate wolfias of 
U.S.A.— 2683; manual— 2776; Missouri bo- 
tanical gardens— 2478 ; New ferns of 1892- J— 
322 ; O^ioglossaceee^ — 6067 ; our country's 
flowers— 2766; Pittonia, botanical jMipers— 
2010, 2400; Plant breeding— 321 ; Structural 
—1734; Ten New Enrfand blossoms— 3321 ; 
True grasses— 4625 ; Wayside and woodland 
blossoms— 1316, 2995; Wild flowere— 2076, 
3168 

Botticelli's drawings for Dante's Divina Ck)m- 
media — ^2314 

Boulogne-sur-Mer and its environs — 3207 

Boundaries and fences, Law — 6266 

Bouquet of brevities, A — 888 

Bournemouth and vicinity. Guide — ^2908 

Bourne's insurance directoiy — 740 



Bouvard and Pecuchet — 3909 

Box of nails for busy Christian workers, A— 1962 

Boxing— 4962 

Boy aB over, A— 6027 

Boy's hock of heroes— 1229 

Boyar of the terrible. A— 4980 

Boyhood, Autobiographies of — 1398, 3768 

Boyle lecture, May 1892—6016 ; for 1895—2486 

Bracebridge Hall; or, the Humoiuists — 4692 

Braes o' BaJquhidder — 1836 

Brain circulation — ^2796 

Braithwaite, Martha, memcHr of — 4446 

Brampton farm account book — 3061 

Branded— 367 

Brave deeds, ballads of — 4108 

Brave lady. A— 2366 

Bread and biscuit bakers' and sugar boilers' assis- 
tant— 1805 

Breakers ahead — ^1148 

Breathing and breath control — 808 

Breezes from John o' Groats : poems — ^2096 

Brenda's experiments — 505 

Brewing of non-excisable beers — 686, 5640 

Brewster, David--4709 

Bridal March, The and One day— 3795 

Bride elect, A— 1965 

Bride of Lammermoor — ^2200, 2633 

Bride's experiment, A — 617 

Briefs for debate on current political economic 
wad social topics — 4319 

Bright — sunset, A — 562 ; to-morrow A — 814 

Briseis— 1867 

Britain, Beautiful— 901 

Britain's glory: a popular account of the royal 
navy— 3494 

British-— admirals — 4629 ; army — 1453 ; birds— 
643, 1741, 1788, 2132, 2134, 4638 ; birdsnests 
—647 ; butterflies— 644 ; colonies — 1535 : Col- 
umbia-— 332 ; dairying — 4870 ; dogs — 3877 ; 
empire— 2961, 3540, 3575 ; ferns— 2074 ; fleet 
— 3644 ; game birds — 646 ; history— 1728 ; im- 
• perial customs union — 3930 ; India, flora of— 
6248; islands, hymenoptera, acnleaba of— 
1282; rainfall for 1895—5479; mosses— 5440; 
moths — 646, 1360, 2133 ; music — 426 ; musi- 
cians-^6527; navy — 4702; seabirds — 1006; 
ships, registration — 3921 

British museum, catalogue of birds in the— 228, 
737 ; English bookbindings in the— 471 ; fac- 
similes of royal, historical, and literary auto- 
graphs in the depadanent of MSS— 363; 
foreign book bindings in the — 6184 ; guide to 
department of MSS.— 364 ; K collection of 
Assyrian and Babylonian letters — 3947 

British workmen for 1896—5072 

Brittany for Britons— 2210 

Broads (of Nwfolk and Suffolk)— 4421 

Broken ring. The— 4944 

Brook, The, and other poems — 3295 

Brother Lawrence — 4885 

Brown, Ford Maddox: life and works — 3975 

Brown, Dr. John and his sisters Isaibellai and Jios 
—609 

Brown ambassador, The — ^101 

Browne, Sir Thomas, Hydriotaphia and thi 
garden of Cyrus — 1064 

Browning and the Christian faith — 334 

Browning, Robert: poems— 3816, 4326, 5077.6078 

Brownings for the young. The — ^1133 

Brush work— 866 
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\ Boocaneers of America, history of— 2365 
; Budapertr-^274 

Buddha, English Uves of— 1119; ffosp©! of— 961; 
legends and miracles of— 2366 

Buddhism— 1944, 5080, 5172 

Buddhist, pniymf^ wheel, The-4877 

Bi]ffer State, Through th»— 1163 

Ba|!»-274, 4443 

Builders', architects', o(mtractors', and engineera' 
price book 11896-^90, 579, 3Z/6 

Birilding-H365, 2386, 5135; oon8tniction-5667. 

Building and land socieUes, including the law of 
oo-operatiye building societies. Law and prac- 
tice of— 3433 

Buflding worldr~2646 

fihiildinn— 996 

Bulb cuKure— 6158 

Bokaria, Servia, and Montenegro — 4054 

Bu%, fag, and hero; or in playground and 
sohoolroom — 4037 

Bulow, Hans Von : early correspondence— 5085 

Bunyan, By Froiide— 88 

Buonarroti, Michael Anffelo — 5214 

Burden of a woman, The: novel— 692 

Burdett's official iintelligeiice-^71 

Burial grounds, London — ^2422 ; premature — 
619; service— 2925 

Burke's chum: a story of Thistleton schoolr— 
3931 

Burke's peerage— 372, 5087 

Bunnar— In the shadows of the pagoda— 5130; 
Upper, missions — 5299 

Bunnan: his life and notions — 867 

Bums and Highland Mary— 2900; and tiie land 
of-1902 

Bums, Robert— 2551; excise officer and poet — 
4878 ; m memwy of — 1143 ; life and works — 
395, 1910, 3406; and other tongues— 561; 
poetical works, centenary edition-^821 ; Ox- 
ford edition — 3822; two addressee at Glas- 
gow and Dumfries— 4124 

Boms, William C— 4709 

Burton, Gaptam Sir Eichard F., True life of— 
4909 

Buiy, Prof., Europe: map— 4103 

Bush rhymes — 4551 

Buss, Frances M., Leaves from notebooks of — 
3825 

Bustan, Flowers from the — ^2463 

Busy man's bible and how to study it — ^1446 

But for a moment— 2957 

Butler, Dr. 8amuel, Studies subsidiary to the 
works of— 3151 ; life and letters — 3827 

Butterffies — British— 644 ; Lepidoptera^2068 ; 
Lepidoptera of the British Islands — ^2304, 
3369, 4280 ; Lepidoptera indica— 2874, 4719 

Bntterscotia ; or, a cheap trip to fairy land — 4756 

By l^e deep sear— 3694 

By meadow and stream— 950, 951, 952 

^ oak and thorn— 2321 

By ocean, prairie, and peak — 1872 

By order of the Czar— 3505 

By tangled paths : stray leaves from nature's by- 
ways— 360 

By a winding path— 1831 

By your leaves, gentlemen I a poem — 336 

Bygone Berkshire— 3439 

BjroQ, Lord : poetical works, Oxford ediition— 
3829; works— 5091 



C Major of life. The— 4308 

OaBsar, GalUc War, Book H.— 2331, 2334; Book 
m.— 2335, 2338; Book VI.— 1447 

CsMars, Stories of the— 5546 

Cairo to the Soudan frontier — 3011 

Caisson disease-^5471 

Caloulatioor— 4468 

Calculations in cottcMi weaving — ^1105 

Calculus— 1848 ; Differential— 4285, 4519; for en*> 
gineering students — ^1537; Integral — ^2601 

Calderon the courtier — 5321 

Caleb and Beokey— 4089 

Calendars, College of Preceptors — 1462; Dublin 
Univ. — 5981; Durham — 446; Glasgow Univ. 
—^203 ; Indian — ^2552 ; J ubilee for women of 
the British Empire— 6057 ; Oxford Univ.— 
5393 ; Peterborough— 681 ; Sarum— 736 ; 
School— 1288; Sportsman s— 379 ; Winchester 
-652 

Calico printing — 3259 

Callaway, Henry : Bishop of Kaffraria— 1410 

Calverlev, Charles Stuart: literary reminiscences, 
with memoir — 4340 

Cambridge Bible for schools and colleges : Nahum, 
Habakkuk, and Zephaniah — 3592 

Cambridge natural history, Vol. 2 — 5227 

Cambridge University, Advanced study and re- 
search in the— ^579 ; Examination papers. 
Vol. XXV. — 3393; Library catalogue ot the 
Persian MSS. in— 366 

Cambridgeshire, Norfolk and Suffolk, Directory 

Cameos from English History — 4225 

Cameos : stories— 3417 

Camera Qub, evening talks at the — 4228 

Cameron, Richard — ^55 

Cameronian apostle, John Macmillan of Balmaghie 
—2951 

Camoens: sonnets — ^2738 

Campaigning in South Africa and ^gypt — ^1183 

Camping in the Canadian Kockies — 4993 

Campion, Edmund — 5460 

Camps, quarters, and casual places — 3912 

Canadar-4673, 4993 ; History, 1808-16—151 ; RaU- 
way laws of — ^1818 ; Rocky Mountains— 4993 

Canals-3164 

Cancer, objects and limits of operations for — 3094 

Cane — ^basket work — 5177 ; weaving — 1685 

Canny countryside, A — 1669 

Canon law— 702, 5424 

Canterbury poets — 3848 

Canterbury Tales— 4354 ; the Knighte's— 970 

Cape and South Africa official handbook — 1678; 
Cape Colony farming industries — 3017 

Capful o' nails. A— 4737 

Capital— 1171 ; and wages— 2576 

Capri, The Island of— 3488 

Captain on the bridge: Bible studies and ad' 
dresses — 4613 

Captaincy : Tactical examination problems for pro- 
motions : Solutions — 3146 

Carbuncle clue. A— 2802 

Card tricks and conjuring — 4554 

Cardiff— Free Libraries— 2620 ; Illustrated banc* 
book— 2619 

Career of Candida, The— 4756 

Car^, William, Life story pf— 2707 

Caribbees, Cruising among th4 — ^256 ' 

Caricatures of twenty-five gentlemen — 5046 . ^ 
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OBrrilloo of bells, A, to ring out Hxe old truths of 
free grace and dying love — 5481 

Oarkton, William, life of— 665 

Garlyle— Hiomas— 614 ; doctrines— ^831 

GarmecL : translated from the French— 4695 

CSamation culture for amateurs — 2505 

Oaroline Matilda of Deimiaj^— 1196, 2562 

Oarors gift— 3835 

Oarpentiy— 4272 

Oarriages without horses shall go— 4860 

OaiTisf ord tablete— 2271 

Oagrter, Qeorge : Life and recollections — 3920 

Gaiter^s practical gardener — 330 

Cartoonfi— 4496, 4828, 4977 

Gartrefi Cvmru— 2705 

Carving— 4387, 4829 

Oasa Braccio— 3865 

Gasa Guidi windows: poem — 4324 

Oafle book of patiente : cottage hospital register — 
4378 

Case of John Bull in Egypt, Venezuela, and the 
TransyaaJ— 3604 

CJase of Wagner— 2915 

GasselVs complete pocket ^uide to Europe — ^1765 

Castaway of the barrier, A — ^1516 

Castes and sects : Hindu— 3067 

Castle builders, The— 4226 

Castle dangerous — 4136 

Castles of England, The— 4665 

Cat— The— 3401 ; and bird stories— 4914 

Catalina: art student — 4048 

Catalogue— of the autumn exhibition of pictures at 
the Walker Art Gallery, Liverpool— 4198 ; of 
birds in the British Museum — ^228, 737; of 
modem works on science and technology-^ 
3086 ;' of the paintings in the Museo del Prado, 
Madrid--5302 ; of the Persian MSS in the 
Cambridge University Library — 366; of the 
printed books in the library of the Dean and 
Chapter of York— 5011 ; of Whistler's litho- 
gra^s— 5027 

Cataract in the Madras Presidency, Soul^em India 
—3633 

Catechising— 4847 

Catechism, Controversial — 3995; Method of St. 
Sulpice— 1581 ; popular— 1239 

Cathedral cities, York, Lincoln, Beverley— 4347 

Cathedral pilgrimage, A — 3130 

Catherine of Siena, Dialogue of the seraphic Virgin 
—1780 

Catholic — controversy — 5082 ; diary and almanack 
—5570 ; doctrine and discipline — 344; poor 
religious rights of — ^2472 

Catholicar-412 

Catholicism— 4891 

Cattle — ^1746; fairs, miarkets, auctions, official 
handbook— 1800 

OfttuUi veronensis liber — ^2152 

Causes of the corruption of the traditional text 
of the Holy Gospels— 4336 

Cavalry— 2474 ; outposts— 2895 

Gave dwellers — 4050 

Caxtons, The— 1158 

Cecal Dreeme— 1380 

Celebrated crimes — 3892 

Cellini, Benvenuto, Life of — ^781 

Celtic race, Poetry of the— 4114 

Cements, pastes, glues, and gums — 2224 

Osmeteries— 2422 

Central Italy and Home— 5029 



Cfflituiy Magazine, 1896—1464; V(^. m.— 3404 

Century of charades. A— 5065 

Century of Louis XIV.— 4310 

Cerebral circulation — ^2796 

Certiorari— 2346 

Cesar Birotteau— 5034 

Cest Dauoasi et de Nicolete — 3834 

Cetywayo and his white neighbours — ^2406 

Ceylon and south seas— 3980 

ChaJdea— 4244 

Chalmers, Frederick : a sketch — ^965 

Chahners, Thomas— 4709, 5059 

Chamberlain, Joseph, Life of — 1121 

Chambers* encyclopaedia. Vols. HI., IV., V» — 391, 
392, 393 ; VI. to IX.-^089 to 3092 

Changeling of Brandlesome— 4213 

Channel Islands— 2643, 2635 

Chant of a lonely soul, and litanies to Tanit: 
poems — 5574 

Chanting in rhythm— 5412 

Chapman's magazine of fiction. Vol m. — ^1935; 
Vol. IV.--3424 

Character — as seen in body and parentage — ^2061 ; 
English national — 3111 ; ite elements and de- 
velopment — ^2805 

Characters of the Old Testament — ^2756 

Charades— 3065, 4988 

Charities, Metropolitan, classified directory— ^543 

Charlatan, The— 32 

Charlemont, Anne, Countess of — 5201 

Charles— I., The picture gallerv of— 206 ; Charles 
XTT. and the collapse of the Swedish Empiro 
—7 

Charm, The: and other drawing room plays— 
4298 

Charter of the Church, The— 1525 

Chartreuse de Panne, La — 5053 

Charts, Arithmetic— 455 ; for low pressure steam 
heating— 6294 

Chase, The: poem— 4893 

Chats about British birds— 1788 

Chatterbox, 1896—4353 

Chaucer to Marlowe, Vol. I., English literature— 
1594 

Chaucer : minor poems — 3840 ; riches of — ^2662 

Chaurapanchasika : an Indian love lament— 4254 

Cheese and cheese-making — 4017 

Chemical — apparatus — 240 ; dynamics — 3622 ; 
manufacturers' directory — ^971 ; notes and 
equations — 3148 

Oiemistrv — ^Argon and helium — 3237; atmos- 
pheric gases — 4800 ; bio-chemical laboratory— 
1634 ; Dalton's atomic theory — ^222 ; diction- 
ary of chemical solubilities — ^1464; chemical 
lectiu^ experiments — 4740 ; chemical elements, 
classification — 3206; electro chemistry — 4008 
elementary — 1208, 3097 ; inorganic — 1120 
junior course — 4611 ; in daily life — ^1461 
organic — 3147; organic analysis, commerdal 
— 3052 ; single salt analysis — ^2076 ; sulphuric 
acid and alkali — ^2091; quantitative analysis 
— 3849; volumetric analysis — 3702; water 
. analysis — 1360 ; young chemists — ^1530 ; a^- 
cultural— 955 ; mining— 4364, 5030, 6^5, 
5367 ; inorganic — 810 

Chemiste: Kelly's directOTy— 2064 

Chess — ^1100 ; ending, king and queen again king 
and rook — 461 ; openings, ancient and modera, 
4483 

Chest, Surgery of the— 2931, 4749 
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<Jhester--3313, 5573 

<3ulbuiy folkjB— 6108 

<<hild, The: its spiritual nature— 2834; of the 
mews — 4923 ; set in the midst : poem^-51Q5 ; 
the wise man and the devil — 4620; world: 
poems— 4116, 4861. 

Childhood, The Republic of, Vol. I.— 3328 

Children — ^The — 4700; 'Care of, im sickness or 
health— 4629; Diseases of-^5227, '5520; 
Education of, at Rome— 3844 ; Father Fumiss 
and his wwk for — 1150 ; Qoepel pictures and 
stories for— 4987; How to sti^— 3732; 
Hygiene and medical treatment — ^224; Ner- 
▼ous diseases of— 227; of the Bible— 972, 
976; of Melbv HaU— 4663; Paradise of, 
£lindergarten-^-3029 ; Mental and physical 
conditions of — 401 ; Eights of — 6222 

•Children's friend, 1896—3841; houi>-4286; na- 
tural history — 4684; plays— 4839; preacher — 
4571; recitations — 4239, 4410; sermons — 
4571, 4605; study, Vol.IIL, IV.— 4374, 4630; 
treasuiy of pictures and stories— ^842 ; verses 
4487 

Oiili, over the Andes from the Argentine to— 5126 

•Chiltem Hundreds, The— 4479 

-Chimaera montrosa, Cranial nerves of — 3852 

Chin-Chin-wa— 5224 

China — 3594; John Chinaman — 2350; missions — 
2303, 4275 ; ^Everyday life in— 4973 

<2hine8e games with dice and dominoes — 69 

Chitral— 3373 

Chitty*s Statutes of practical utility — 586 

Choir stalls and their carving — 4769 

Cholelithiasis— 3379 

Cholera controversy. History of the — ^145 

•Chorda tympani, Morphology of the— 3852 

Chorister. Jim— 5429 

Chosen EngUsh— 1504 

Christ Churoh, Newgate Street, Registers of 1538 
to 1754—162; sermons— 4132, %48 

'Christ in Hades and other poems — 5406 

Christ in man— 1448, 5093 

Christ— Life of — ^169, 3476 ; as represented in art— 
3461 ; and words— 2751, 27^ ; The Redeemer 
—3927 ; revelation of the— 1627 

Christendom — ^Poems on England's reunion with 
—359 ; reunion of— 449 ; suggestions for pro- 
motion of amity- 787 

Christian— at Mass, The— 2289 ; character— 5292 ; 
choir— 3258 ; doctrine— 125, 4267, 2716 ; doc- 
trine <rf immortality — ^2964; ethic8--^291, 
4785; evidence — ^119; faitii— 534; heresies — 
3517; inheritance— 3509 ; life— 4206 ; perfec- 
tion^-3938 ; progress — 5068 ; reimicm— 1002, 
3596; state— 3170; unity— 2561, 4763; 
workers— 124; world pulpit, Vol. 48—974; 
year: sermon sketches— 3668 

Christian instructions in Favorlang-Formosan, 
Dutch and EngUsh— 3397 

Christian and Leah and other ghetto stories — ^153 

Cbristian with two wives, A — ^1095' 

Christianity— 5480 ; and churohmanship — ^92; in 
common speech — 1263 ; and history— r2784 ; 
and patriotism— 1343 ; in Scotlana-^1670 ; 
reasonable and true— 3095 

Christian's mistake — 990 

Christian's path and portion — 1735; road book- 



Christina's stoiy— 3435 
Christoias books— 5505 



Christoj^ier Marlowe and Belphegor— 642 
Christ's full salvation: thirteen addresses — 3490 
Christ's Hospital: recollections — ^2818 
Chronicle of Villari for Dante students— 4991 
Chronicles, The Bo(^ of— 2069; and Tobit in 

Greek— 4170 
Chronicles of the royal borough of Woodstock — 

1843 
Chronograms — 526 
Chrysanthemum culture — 5422 
Chiysostom, John, office and liturgy of — 5231 
Chrystal, the newest of women— 4365 
Oiung Ti-kung ; his life and adventures : a novel 

—4807 
Chiun worth having, A — 3860 
Church— Attitude of the, towards some of the social 

Sroblems of town life — ^1017 ; catechism and 
octrine— 481 ; Catholic and the Bible— 2862 ; 
Charter of the— 1525; Congress, 1896—4366; 
councils, Nicea— 1654; difficulties — ^2048; dis- 
cipline— -^24 ; door almanack — 5571 ; glean- 
ings— 307 ; history— 167, 415, 624, 1428, 1533, 
1921, 1986, 2734, 4458, 5142, 5192, 5228, 
5329 ; American — 1753 ; Moravian — 565 ; Scot- 
tish— 655, 1796, 2667 ; Holy Catholic— 250 ; in 
relation to sceptics — ^119 ; and labour — ^1309 

Church of England— 2144 ; and the Church of 
Rome, points at issue between — ^2663; daily 
services— 1929 ; handy book of— 1478 ; official 
year book — 375 ; and the teaching of Bishop 
Colenso— 417 

Church of St. Peter Mancroft, Norwich, Kotes on 
—1566 

Church — ^ref<Min — 910 ; services — 4921 

CSiurch, True, and where to find it — 402 

Church, Where is the true— 3518 

Ohuroh work— 557 ; in London— 6049 

Churches— 1863, 3196 ; unicm of— 380 

Church's disci^ine concerning marriage and 
divorce — 3492 

Cicero, Pro auentio— 404, 405, 406, 407 ; Speech 
on behalf of Milo— 5106 

Circassian, The— 5426 

Ciroular tablet— 578 

Circulation of organic matter. The — ^2941 

Cirrhotic liver— &73 

Cities, Great Work in— 557 

Citizenship, Ethics of— 4660 

CSty, The— 1901 ; aty diary— 6107 

City of Chester— 5573 

City of gold— 620 

Civil Service— annual, 1896—1917 ; essay writer— 
138, 139 ; indexing and j)r»cis writing — 1118 ; 
reader— 140 ; series 2983 to 2988 

Civilisaticm in Scotland, History of — 2850 

Civilisation, Modem — ^995 

Claire: or a hundred years ago — 3815 

aara 'Hopgood— 1727 

Clarke, Lady— 6201 

Clarke, Mary Cowden: autobiography— 3409, 
5109 

Class room conversations in • French — 4299 

Class teaching— 3078, 3161; and managemenir-* 
1544 

Class time table— 3139 ; work register — 1815 

Classes and masses — ^2851 

Classical boc^s, Chiide to the choice of — 4687 

Classification of the chemical elements — 3206 

Claude Gkirtoa : a story of Dunburgh Unly^rtity 
—3956 » 
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Claudius : a sketch (from the first oeatury— 1664 

deanng system and clearing houset~5ld59 

Cleekim inn, The— 1950 

Oleg Kelly, arab of the city— 993 

Clement, Epistles of— ^348 

Clergy, Letters to the— 2184 ; List— 408 

Clergyman's ready reference (^ary and calendar for 

1897—4361 
Clerk, Sir John: poem— 3266 
Clerk of the works vade mecmn — 2798 
Climatio health resorts, Dictionaiy of — ^1425 
Climbing reminiscences of the Dolomites — 5459 
Clinical diagnosis — ^2511, 4145 ; lectures on mental 

disease — ^977; skiagraphy— 5433 ; Sooiefy of 

Londcoi, transactions, Vol. 29 — 4363 
Cliniques, Boyal Lifimuuy— 2810 
Clinist in the Old Testament— 2065 
Clive, Lord— 2460 
Closing door. The — 5451 
Clothing and washing, Materials for — ^2944 
Cloud — of witaess. The — 1052 : upon the sanctuary 

—3460 
Clouffh, Arthur Hugh (studies in interpretation) — 

Clubs, English— 582 

Cluster of quiet thoughts, A— 2073 

Coal mines— 4334 

Coal, &tory of a piece of— 2854 

Cl^asts of Devon and Lundy Isle — 5394 

Cobbler of Kirkiebrae, The— 3056 

Cobden, Richard, and the jubilee of free trade — 

4438 ; Life of— 1189, 3212 
Coca and cocaine — 2855 
Cochrane, Mary: two royal lives — 3720 
Cock lane and common sense^— 155 
Cocoa; all about it— 527 
Code of signals^Litemational — ^2019 
Codicis Lewisiani rescript! evangeliorum sacrorum 

Syriacorum— 3071 
Co-education of the sexes. The — 2026 
Cofiant, Cadwaladr Owen— 2929 
Coil and current ; or, the triumphs of electricity 

—4484 
Coin collector— 122, 2027 
Coin's financial school — 4542 
Coker-1529 

Colchester and neighbourhood — 3193 
Coldstream Guards, A history of— 5430 
Colenso, Bishop and the Church of England— 417 
Coleridge, Lamb, and Leigh Hunt: recollections 

of Christ's Hospital— &18 
Coleridge, Samuel Taylor — ^2655 
Collect^ mathematical papers, Vol. X. — ^2659 
Collects, epistles, and gospels for Sundays and 

festivals, Brief notes on — 3109 
College girls— 2764 
College histories of art — 4672 
College of Preceptors calendar, 1896 — ^1462 
Collegians, The— 2781 
Colliery working and management — 4334 
Colloquialisms — 1224 
Colonial dames and good wives— 3135 
Colonial days in New York — 4441 
Colonial office list, 1896—1928 
Colonial tramp in Australia and New Guinea — 

3616 
Colonies and dependencies, British— 1535, 2465 
Colour— 2298 

Colotir of life. The, and other essays— 2867 
ColooiT photography-^5311, 5379 



Colour prinUng — 5491 

Colt from the heathen— 5114 

Columbia, BriUsh-^2 

Cohmibiif, Christopher: Ufe— 3511 

Comedies of oourtsMp— 133, 5249 

Comedies of Oliver Goldsmith — 4505 

Comedy of English protestantism, The— 1638 

Comedy of errors— 2553 

Comedv of masks, A — 3446 

Comenius, John Amos, Great didatic of — ^1582 

Comets, (Remarkable — 602 

Coming individualism. The — 2018 

Coining of the Lord— 2500 

Commentary-^*-of Cornelius a Lapide — 652 ; on 2St. 

Luke's gospel— 4776 
Commerce— S255, 2626, 3258, 4608 ; Romance of— 

4085 
Commercial correspondence, French-English — 441 ;. 

German-English— 632 ; Italian-English— 619, 

4039; Spanish-English— 730 
Commarcial geography — 3577 ; map of JcAannes- 

bm-g — 5416 ; organisation of factories — 4644 
Common chords — 5271 
Conmion law — 3810; cases — ^2046 
Common Sense, The gospel of — 1493 
Conmion thoughts on serious subjects — 4666 
Commonplace man. The, and the kingdom of 

heaven — 3752 
Conmiunicant's prayer book — 981 
Conmiunion, Holy— 2593, 2584 ; Life of— 1879 ; of 

saints — 1255; service of the Greek Qiurch— 

4516 
Companies — ^Practice and forms in winding up and 

reconstruction — 1506; Secretaries of public— 

1883 
Companionage — 4411, 4413 
Company forms — ^2213 

Comparative anatomy — ^1140 ; politics — 3142 
Compass, Deviation of the — ^1180 
Compendium — of alchemical processes— 4231 ; of 

geography and travel, Vol. XL, Asia — 3993 
Compensation, Law of — ^1432 
Complete Angler— 3018, 3020 ; Pt. 4, 5—3729, 4200 

4971, 5525, 1359 
Composition books — 1672, 1673 : and essay writing 

—2986 
Composition of expired air and its effects upon 

animal life — 3793 
Compounding — ^744 
Qompressed air illness — 5471 
Computation rules and logarilAms — 533 
Concord and Appledore, Sketches from — ^253 
Concordance to the Bible — 871 ; to the Septuagint, 

Pt. 5—1552 
Condition of working women — ^1873. 2316 
Conditions of our Lord's life upon the earth — 4681 
Confectionery — 1805 

Confession— 1141, 1206 ; and absolution— 2079 
Confessions of an opium 'eater — ^1003, 5147 
Confidences of an amateur gardener— 4881 
Confirmation— 1104, 1148, 4983. 5256. 5257, fiBSB" 
Congenital dislocation of the hip — 3380 
Congo missionary, Sidney Roberts Webb— 4315 
Congressional currency — 106 
Conic sections — ^2412 
Conjuring^l861, 3789. 4654 
Connolsseior series — 5491, 5531 
Conscience and law— 549 
Constable, John, R.A., life and letters— 4018' 
Coostantine— 2428 
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0(Mistaatinople— 4406 

CoDJstajit's memoirs of Ni^leon — ^986 

Gonstitutioiii, English — 1838; law and custom of 
the, Pt. n.— 1393; Vol. lU., history--5494 

Gonstitutional year book — ^1466 

Ckmstruction of healthy dwellings houses, hospi- 
tals, barracks, fusylums, etc.— 6198 

Gonsmnptives, Private sanatoria for — 5275 

Contract, English law of— 1518 

Contractor's compendiimi, 1896—2975 

Contracts, Treatise on the law of— 2661 

Controversial catechism^ — 3995 

Ccmtroversies of the day — 1833, 2296 

CcHitroversy, Art of — ^2197 

Conventions — ^1558 

CcAversational French in graduated steps — 3332 

Conversations between youth and age — 1295; in 
French— 4299 

Conversion of Armenia to the Ghrlstian faith — 
4941 

Conversion of the heptarchy — 1885 

Conveyancing — 58, 5291 

Cook, Captain: voyages— 3779, 3857 

Cookery — ^Art of cooking in home and hospital — 
3538, 4598 ; Book of sauces— 4104 ; Gassell's 
dictionanr of— 5100; Book— 2110 ; Dainty 
dishes — o653 ; Fish, flesh and fowl when in 
season — 5075 ; Practice of cookery and pastry 
— ^1376 ; refined and economic cookery — ^2115 ; 
time tables — 3382; Up to date— 2044; 
Yoimger son's cookery book— -2285 

Coolidge, Rev. W. A. B., Swiss confederation map 
—4103 

Coomassie— 78, 251 

Cooper, Charles A. : an editor's retrospect— 5117 

Co-op^ative congress, Report of the mrst interna- 
tional, 1895—4375 

Coplanar forces, Equilibrium of — 4055 

Coptic apocryphal gospels — ^1717 

Copy books, MacmiUan's official — 177 

Copyhold enfranchisement and the Copyhold Act, 
1894—2372 

Copyholds, Law of — ^2202 

Copying manuscripts — ^2669 

Copyrighlr— 2176 ; law— 4367 

Coran. See Koran. 

Cordoba observatory, Transactions — 4376 

Coriolanus — 238 

Com trade invoice clerk — ^708 

Cornelius a Lapide, Great commentary of — 652 

Cornelius Nepos — 411 

Cornish maid. A— 2418 

Cwnwall— 5063, 5526 

Coronation, Reminiscences of the time of the— 
1260 

Correggio. Antonio Allegri, his life and friends 
and his time— 4811 

Correspondence, French - English — 441, German- 
English — 632 ; English commercial — 4039 ; 
Italian - English — 619; mercantile — 4288 ; 
Spanish-English- 730 

Correspondent, Polyglot — 3971 

Corrosion of metallic structures — ^2914 

Oortes, Hernando: life-—3512 

Corwen — 3313 

Cosmic ethics — ^2238 

Cosmopolitan review of the universal law of the 
affinities of atoms— 2455 

C68mopoli8, Vol. I., No. 1—671, 1219 ; Vol. n.— 
3620 



Cosmos and microcosm — ^2253 

Costing, profit, and discount, Hosier's and draper's. 

pocket guide to — 4023 
Cot and cradle stories — 5511 
Cottage gardening — 413 
Cottage hospitals — 34 ; case book — 4378 
Cottages and country buildings — 996, 5135 
Cotton spinning — 1333; answers to examinations- 

— 1476; weaving — 1105 
Coutt's, F. B. Money : poems — 4379 
Coimcil of Trent— 2730 ; Lectures on— 478 
Counterpoint — 5067 
Countess Helena, The — 3353 
Country parson. The — 3366 
Countries of the world — 31 
Country flowers — 2766 
Country of Horace and Virgil, The— 1419 
Country of the pointed firs— 5279 
Country stories — ^1470 
County companion, Berkshire— 1009 ; Derbyshire- 

—1010; Devonshire— 1952 ; Hampshire— 437 ; 

Lancashire — 438 
County court appeals, etc. — ^2346 ; equity— ^2240 ;, 

practice— 243, 5307, 5470 
County families of the United Kingdom— 830 
Course of true love never did run smooth — ^218 
Court intrigue, A — 3709 
Court memoirs — ^1792 
Court of England under George IV. — 487 
Court of Marie Antoinette, memoirs — 381 
Courtship — 4514 

Courtship of Morrice Buckler — ^1172 
Courtships of Queen Elizabeth— 1571, 5263 
Cousins, The— h66 

Covenants and the Covenanters — 571 
Coverley papers from the " Spectator " — 3122 
Cowper s shorter poems — ^2262 
Crags and craters— 5386 
Granbrook— 3595 
Cranial nerve in man, fifth — ^2369 
Graven, Mrs. Augustus, Memoir of— 913 
Crawford, Robert: poems — 3266 
Creation— 1585 ; Story of the^2229 
Credit, Giving and getting— 2395 
Creed— Athanasian— 1438 ; apostles— 1008 
Creed of PhilHp Glynn— 929 
Creed or conscience — 421 
Creeds, The: four addresses — 339 
Oricketr— Annals— 2506, 2507 ; scores— 1772 to 1854' 

—2411 ; scoring book— 1832 ; songs— 2392 
Crime, Youthful eccentricity a preciursor of— 853 
Crimes, Celebrated— 3892 
Crimes and misdeamours — 1726 
Criminal law — 5230 
Criminals, Famous— 2723 
Critical Kit-Kats— 1536 

Criticisms, Adventures in— 2673 ; essays on— 688 
Croll, Dr. James, autobiographical sketch of, with- 

memoir of his life and work — 4591 
aroque1>-4547 
Crops, Food of— 302 
Cross in the land of the Trident : India from ft*. 

missionary point of view — 3060 
Cross in ritual architecture and art, The — 3721 
Crossing the rainbow bridge — 4883 
Crowd, The— 2447 
Crown of gold, A— 4537 
Crown of straw, A— 1790 
Crowned with fennel— 2174 
Crowned with the immortals — 1479 
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Crowning folly : facts on temperance— 2225 

Chidfonn mark, The— 1318 

Omising among the Caribbees — ^256 

Crying f ot the light— 1266 

Crystal city under the sea— 4654 

CiTstallography — ^2603 

Cuban expedition, A — 2638 

Cuellar, Gaptain, Letter on the Spanish Armada 
to His Majesty King PhiUp H.— 4398 

Cults of the Oreek States— 2381 

Culturgeschichtliohe noveUen — 710 

Cuneiform— 2067 

Cup of trembling, The— 2387 

Curiosities of impecuniosity — ^761 

Curious ohurdi gleanings— -307 

Currd darlinif, A— 1696 

Curran, Saran — 5201 

Currency — 4495, 5161 ; congressional — 106 ; Ques- 
tion, Sketch of the— 1477 

Currents from the main — 1085 

Curse of the FeyriUs— 679 

Curse of machinery, The— 3888 

Curres on railways and taramways. Handbook for 
laying out— o75 

Customs— 2848 ; Old Ei^lishr-4420 

Customs imion, A British imperial — 3930; ques- 
tion— 4820 ; year book--535, 536 

Cutting in England : history — ^1051 

Cyanide processes — 850 

Cycle of Cathay, A ; or, China, south and north — 
3594 

Cycling— 1091, 1413, 1677, 1875, 1946, 1968 

Cycling and shooting knickerbocker stockings — 

Cydists* — ^guide to Yorkshire — ^2316 ; route map of 
England and Wales— 2681 ; year book— 1770 

Cyclopaedia of architecture in Italy, Greece, and 
the Levant — 593 

Cymbeline-3665, 5456 

C^thia-^%96 

C^mthia's holiday— 3378 

C^rus : a tale of the ten thousand— 3701 

Czar Nicholas 11. of Russia, travels in the East 
when Cesarewitch, 1890-91—4078 

Daddy Darwin's dovecot — 1974 

Daddy Samuel's darling— 4044 

Daily life of a religious — 5157 

Daily life of women: devotions— 4142 

** Daily News" jubilee, 1896—1160 

Daily readings— 4432 
' Daily sendees of the Church of England, Com- 

panion to the — 1929 

Dainty dishes — 3653 

Dairy — farming — 4870; milk, its dangers and 
/ remedies — 580; work — 3466 

' Dairyman's daily delivery check book— 4643 

Dairyman's, pig-breeder's, and poultry-keeper's 
yearbook, 1896—2682 

Dale folk— 4806 

Dalton's atomic theory — ^222 

Dampier, William, Life and adventures of— 2365 

Dancer in Yellow, The— 1213, 2920 

Dancing — 5447 

Dangerous cons^Mrator, A — 5381 

Dante Alighieri — ^The chronicle of Villari for stu- 
dents of — 4991; Divine comedy— 5137; 
studies in. first series — 3606 

Dante, Petrarch, Camoens, sonnets rendered into 
English verse— 2738 

Danton and other verse — ^3786 



Daphnis and Chloe : a pastoral— 4018 

Darius of Dingo Dingo— 4658 

Dartmoor, Ancient and roval forest of — ^721 

Dancasi et de Nicolete, Cest— 3834 

Daudet, Alphonse, recollecti(»is of a literary maa 

—5139 
Daughter of the Fen, A— 3784, 5042 
Daughter of the tenements — 1344 
Daunt, W. J. O'Neill— 1485, 2684 
Davies, Rev. D. Charles— 2935 
Davis, Thomas, A short life of— 1957 
Dawn of civilisation — 625 
Day-books— 3042 
Day-dreams: poems — 111 
Days of Bruce— 301, 3047 
Debates— 4319 
Debrett's baronetage, knightage, and companion. 

age — 4411; peerage— 4412 ; peerage, baionet- 

age, knightage, and oompanionage— 4413 
Deacon Brodie : play— 1088, 4549 
Dead, Order for the burial of the — 2925 
Dead prior : tales— 3891 
Dead Shot, The— 998 
Deaf mutism — 597 
Deafness, giddiness, and noises in the head, On~ 

5551 
Deal with the Devil, A— 3227 
Death, After— 166 
Death and judgment, Intermediate state between 

—170 
Death duties. Supplement to— ^17 
Death duty tables— 1679 
Death, Life after and the future of the kingdom 

of Gk>d-4400 
Death of Aenone, and other poems — 3706 
Death of Lord Nelson, The— 1851 
Decameron — 1418 

Deccan, History of the. Vol. I.— 2011 
Decline and fall of the Roman Empire, Vol. L— 

1047, 3479 
DecOTative art--525, 1814, 2007, 2258 ; illusta-ation 

of books— 5122 
De Quincey, Thomas: autobiography— -3883 ; 

works. Vol. II., Vol. III.--5147 
De Ruyter, Lieut. -Admiral, Life — 5353 
Deductive logic — 5191 
Deer forests of Scotland— 2402 
Defective house sanitation and disease — 5118 
Defence of Guenevere and other poems — 2890 
Deformities — 3309 

Delagoa Bay, the key to South Africa— 179 
Delia, by Samuel Daniel — 3113 
Demeter and other poems — 3302 
Democracy — 5439: and liberty — ^1142; problem! 

of modern— 4600 
Demography— 401. 3732 
Demonology— 2420, 2592, 3767 
Demostiienes: De corona— 1949; select private 

orations, Pt. 11., 3882 
Dene Hollow— 5554 

Denis : a studv in black and white — ^1981 
Dentistiy— 2276, 3929 

Denys d Auvrillac : novel on PrMich life — 4655 
Derbyshire— 1010 ; Tourist's guide to— 5561 
Dermatological Society of Great Britain and Ire- 
land, Transactions of, 1795-6, Vol. H.— 3699 
Design— 1084 

Desk prompter and address book — 3817 
Desperate remedies — ^1076 
Detail book for use of Her Majesty's ship*— 308 
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Deuteronomy— The authcmihip of— -2138; modem 
reader's Bible— 3211 

Devil in Great Britain and America, The— 3767 

Devil tree of El Dorado, The— 4260 

Devil worship in France— 2592 

Devil's case, The-:^^38 

Devil's ford, and other stories — 3502 

Devon and Cornwall court guide and country blue- 
book— 2691 

Devonshire— 1962; Coasts of— 6394; North— 
5526; The way about— 2589 

Devonshire— stories— 4540 ; Wills— 2605 

Devotion to the heart of .J68us-^1481 

Devotional addresses— 4764, 4765; papers— 4467 

Devotions in hcmour of St. Anthony of Padua — 
2852 

Diagramettes : photo-zineograph reductions from 
large dia^ams — 4628 

Diagnosis, Clmical— 4145 

Dialect— 1224, 1277, 1306 

Dialect dictionary, English— 3339 

Dialogue of ^e seraphio virgin Catherine of Siena 
—1790 

Dialogues— 4968 

Diamond En rii sh diotioBary— 4327 

Diamonds— 777 

Diana, by Henry Constable— 3113 

Diaries, Catholic— 5570 ; churchman's— 4361, City 
5107; Debrett's — 5572; engineer's and con- 
tractor's— 5480 ; memoniter--^34 

Diary of a citizen of Paris during the " Terror *' — 

Diary of a resurrectionist--3771 

Diary of Samuel Pepys— 842 ; Vol. Vm.— 2498 

Diatessaron of Tatian-^5348 

Diatomaceae, Treatise on thd— 5239 

Dick, a story for boys and girls— 4803 

Dickens, Charles, In jail with— 3013 

Dictation tests, Spaced— 1919 

Dictionaries, Birds— 5380; Burke's peerage — 
5087 ; Cassell's cookery— 5100— Crane's uni- 
versal— 2677 ; Diamond English— 4327 ; Eng- 
lish dialect— 3339 ; English, Vol. m.— 3213, 
4068; Vol.IV.— 1668, 4069; English-Spanish 
—329; German • English — ^96; German ety- 
mological — 3561 ; Gku'dening— 904 ; Chemical 
solubilities — ^1464 ; English history — ^2843 ; 
idiomatic phrases— 2^5 ; medical — 5295, 
5545 ; mineral waters, climatic health resorts, 
etc. — ^1425; names of minerals — ^1457; na- 
tional biography. Vol. 46—2828; Vol. 47— 
2829 ; Vol. 48-^5304 ; Kuttall's standard Eng- 
Ush— 3039 ; Oxford English— 197 ; Pearl Eng- 
lislih-3818 ; Peoples of the Bible— 3241 ; Eng- 
lish quotations — ^1940; German-English and 
English-German quotations, smallest — ^2211 ; 
Scottish languim, 976; Spanish-English — 
4194 ; Syriac— 32r78 ; Targumin— 4601 ; terms 
relating to finance, English-French, Prench- 
English— 5346 

Dictionaries, English essay on — 328 

Didactio of John Amos Comenius — ^1582 

Diet charts— 2451 

Dietetics, practical— 805 

Diets fw infants and children — 3691 

Differential calculus— 1020, 4285, 4519 

Digby, Sir Kenehn, Life of— 3885 

Digest— of the law of agency — ^925 ; of the law of 
England— 3436 

Dilapidations— 1625 



Diophantus, The S. of— 4181 

Directories — Bourne's insurance, 1896 r— 740; 
Burke's peerage — 372 ; Catholic — 52 ; chemical 
manufacturers — 971 ; chemists and druggists-^ 
2064 ; City of London— 975 ; clergy list— 408 
county families — 830; English olubs — 582 
Kelly's Cambs., Norfolk, and Suffolk-— 3996 
Lincolnshire — 3997; London medical — ^1129, 
leather trades — ^1583; Liverpool and Birken 
head — 5287 ; London matriculation -^ 592 ; 
London post oiffice— 5315; Manchester, Sal- 
ford:— 5465 ; matriculation— 2471 ; medical— 
187; merchants and shippers — 1127; Metro- 
politan chiyities — 543; paper mills — ^1226, 
5581; science and art tecdmical schools 
and teachers in the United Kingdom— -3567 ; 
South Africa— 1310 ; stationers, printers, and 
booksellers— 1584 ; United Kingdom and Ire- 
land— 265; United Kingdom stock and share 
brokers— 2167 ; West Kiding of Yorkshire— 
4618; Who's who— 845 

Disappearance of George Driffell : novel— 2494 

DiscounJb— 3547 

Discoveries and inventicms of the nineteenth cen- 
tury— 720 

Disease— Angio-neiu:osis — ^2992; bacteriology, in- 
cluding ^stiology and prevention of — 3870; 
Caisson— 6471 ; canoei^-3094 ; children's— 6, 
5520 ; choleric— 145 ; consumption^-5275 ; 
deafness, etc.^-6551; defective house sanita- 
tion and— 5118 ; diet in— €05 ; dog's ailments 
—4901; ear— 2502, 3428, 4277, 5551, 6565; 
eye— 149, 2697, 3633, 3907 ; football impetigo 
—1; gallstones— 2445,1 3379; gout— 859; 
{^ecology— 3737 ; heart, Schott treatment— 
1639; hip— 3380; infectious — ^2763; influenza 
— 3928; intestinal intoxication in infants — 
5431; kidney— 2819; leprosy— 587, 1116; 
liver, enlarged cirrhotic— o473 ; mental— 553, 

- ' 977 } micro-organisms and— ^183 ; nervous, of 
children— 227 ; nose— 606; obesity— 2700 ; 
parasitic of poultry— 4934 ; phthisis— 2949 ; 
rectum — 1825; rectum, anus and contiguous 
textures — ^2736; renal and urinary— fe50; 
rhetunatism— 2464 ; rheumatoid arthritis — 
2625 ; Roman fever^— 4073 ; sequels of— 4434 ; 
skin— 147, 772, 1789; and syphilis— 5415 ; 
stone in the bladder— 3143 ; surgical, of the 
ovaries and fallopian tube— 1773 ; syhpilis and 
venereal — 1573 ; \mo acid as a factor in— 1072 

Dishonourable, The — ^1556 

Dishonoured: a novel— 489 

Disinfection, Methods of— 1090 

Dislocation, congenital of the hip— 3380 ; diagrams 
—950 

Distress, The law of— 1482 

Distribution of wealth, Principles of— 4405 

District visiting — ^203 

Disturbance in the standard of value. The— 2622 

Disturbmg elements — 19 

Dittersdort, Karl von : autobiography— 5150 

Diversi colores : poems — 5252 

Divina Commedia, Sandro Botticelli's drawing for 
—2314 

Divine and moral songs — 5533 

Divine liturgy, The— 168 

Divine right of kings. Theory of the— 1517 

Divorced persons. Marriage of, in Church — ^936 

Doctor Grimshawe's secret : a romance— 1553 

Doctor Izard — 502 
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Doctor Kikolar-3802 

Doctor Bumsey's patient — 3600 

Doctrine and auty : sermons— 3739 

Doctrine and life— 254 

Doctrine of incarnation. The — 2149 

Doctrine of the £ucharist, Review of the — 2593 

Doctrine of the New Jerusalem concerning the 

Lord— 3003 
Documents Illustratiye of English Church history 

—1533 
Documents relating to the provinoe of Moray—- 443 
Doe no yll, or the Brandon family motto— 242 
Dog owners' annual for 1897—4705 
Dog stories from the Spectator— 3290 
Dogma, History of — 5228 
Dogmatic Theology — 1114 
Dogs— 3359; aihnents— 4901 ; British— 3877 ; of 

Great Britain and Ireland, terriers — 2448; 

modem-^5303 ; notable of the year— 3217 
Dolly dialogues — ^1567 
Dolly Madisonr-2765 
Dolomite strongholds — ^2685 
Dolomites — Uimbing experienoes of— 5459; 

through the— 2956 
Domestic economy— 2711 ; readers^^2840 
Domestic life — 4514 
Domestic relations, The law of— ^09 
Domestic sanitation — 1168 
Domestic science readers — ^2485, 4733 
Domesticated animals — ^235 
Domesticity — 638 

Dominican order, The spirit of— 3887 
Dominiques vengeance— 4517 
Don Quixote: adyenture of the wooden horse 

and Sancho Panza in Barataria — 5101 
Dona Perfectar-2391 
Dora Murray's ideal — 3129 
Dorcas Hobday: a novel — 4123 
Dorothy Lucas— 4305, 5530 
Dorsal interosseous muscles of the human hand — 

3169 
Double marriage — ^1713 
Doubtful loss, A— 4339 
Douce family, The— 4609 
Dowager's determination, The — 4862 
Downfall of Napoleon, The— 2523, 4135 
Dr. Birch and his young friends — 5505 
Dr. Cross— 2227 
Dr. de Lion, clairvoyant — ^2070 
Dr. Forenti— 4523 

Dr. Jekyll and Mr. Hyde, etc.— 1319, 2569 
Dr. Koomahdi of Ashantee — ^2131 
Dr. Vermont's fantasy, and other stories — ^1619 
Dragon slayer. The — 4777 
Drains and disease— 5118 
Drama, Sophocles and Shakespeare — 4882 
Dramas of history, The five ereat sceptical— 3621 
Dramas of to-day : stories — ^2154 
Dramatic and later poems — 316 
Dramatic scenes, French— 3612 
Draper's diary and year book, 1896 — 1013 
Draughts, Game of— 257 

Drawing— 434, 1850, 3780, 3962, 4701, 4721, en- 
gineering— 2376 : freehand— 3124 ; geometri- 

cal-^187 
Drawings, A book of fifty— 5043 
Drawing room plays— 4298 
Dream-Charlotte: a study of echoes — ^1963 
Dream of John Ball, A, and a king's lemanr— 2878 
Dreani of Mr. H., the herbalist>-^706 



Dream that stayed, The: novel-^74 

Dress-cutting — <d814; making, 4278 

Drift of fate, Ther-1726 

Drink question. Ethics of temperance as applied 

to the— 3923 
Drinks— 2264; intoxicating— 1782 
Driven by the spirit— 715 
Drugs, Indigenous of India— 3126 
Drypoint— 1694 

Du Bairi, Madame, Memoirs of— 1954, 2688 
Du Maurier, George, In Bohemia with— 4726 
Dublin Parliament house — 490; review — 3889; 

yerses--5240 ; and Wicklow, tours— 2909 
Duchess of Malfi, The^-^5536 
DuelUng— 4935 
Duff, Alexander— 4709 
Duke's ward, Th6-^551, 4610 
Dulcie Everton— 3569 
Dumfries and Galloway— 4688 
Dimdonald, Thomas, tenth Earl of — 98 
Dunsford's Stock Exchange handbook— 444 
Dunthorpe's of Westleigh, The^-5320 
Durham, Road book of — 1354 ; imiversity calendar 

446 
Dust in the balance : short stories— 3185 
Dutch etchers of the 17th century— 3945 
Dutch in South Africar-2273 
Dutch RepubHc, Bise of the— 1659; Vol. H- 

2136, 2897 
Duties and liabilities of trustees — ^1865 
Dwarfs chamber. The— 2803 
Dwell deep— 3447 
Dwelling houses, Erection of— 365 
Dyeing and calico printing— 3259 
Dyer, Caroline and Alice : poems — 4440 
Dykes, Fanny, {>ers(mal memories — ^2373 
Dynamics, Chemical — 3522 
Dynamics, Rigid— 1156 
Dynamo, The— 923 

Eagle wings : Exeter Hall addresses — 659 
Ear, Diseases of the— 2502, 4277; Injiurles and 

diseases of the— 5557, 5565 
Early English printing— 1015 
Early Long Island : a colonial study — 4471 
Early reminiscences, Sir Daniel Lyson's — 2046 
Early years; or, some noble lives — 5427 
Earth— The— 3305, 4306 ; and its story-4548 
Earth and Satan, Reflections on the original his- 
tory and destiny of— 5432 
Earth geist and its worshippers — 831 
Earth knowledge— 2025 
Earth mother. The— 2955 
Earthenware— 3470 

Earthly Paradise— 2879 ; four vols., 2885 to 2806 
Earthwork tables— 1437 
Easiness of salvation, The— 1026 
East and West— 885 ; missions— 2188 
East Anglia— George Borrow in— 4439; Glossary 

of words used in — ^1277; Rising in, 1381— 

I'WO; Broads of, 4421 
East, Future trade in the fa]>-2255 
East India Company, Letters received honn. iti 

servants in the East — 4643 
East London life— 3542; mission8^-2256 
East, Problems of the fa]>-1938 
East, The story of extinct oivilisotions of the— 

4244 
Eastern Africa, Travels in— 1912 
Eastern liturgies — 2086 
Eastern question— 973, 5079, 5325 
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£a«tem waierg, witii the yacht and camera, In 
—3833 

Eastwood Old HaU— 2345 

Easy Greek grammar papers — ^2964 

Ecce puella and other prose imagingings — 4869 

Eccentricity^ youthful— 5B53 

EUxslesiastes and the wisdom ol Solomon (modem 
readers* Bible)--2126 

Ecclesiastical architecture— 4662, 4347 

Ecclesiastical unity— 3i596 

Ecclesiasticus (modem readers' Bible)— 639 

Echoes from the mountains : poems— 4768 

Eclipses, Remarkable— 2459 

Economic histcMry of Virginia— 368 

Economic theory — 3880 - 

Economics and political science— 382 

Economy of temperance-^269 

Eddies: poems— ^95 

Eden lost and won— 73 

Edina-6555 

Edinburgh— 1766 ; almanacks and national reposi- 
tory— 668; Black's guide— 1653; hospital 
reports, Vol. IV.— 2702; Koyal infirmaiy— 



Editorial ethics— 605 

Editor's retrospect, Att— 5117 

Educate our mothers — 4886 

Education— Bill— 2318, 2598 ; eo-education of the 
sexes— 2026; foundations of siiccess-^145 ; 
home education— 1173 ; and modem secular- 
ism— 3913 ; new code tor evening continua- 
tion schools-^236 ; new code, 18%-7— 1555 ; 
of children at Rome— 3844; of the central 
nervous system— 5221; of the imagination — 
3963; religious-458, 2657; secondary— 2550 

Educational Times, Vol. XLVUI., Jan.— Dec., 
1895—2703 

Edward, Lord Hawke, Life of— 378 

Edward II. : play— ^5334 

Effie Hetherington^l435 

Egmont: atmredy — ^1056 

Egyptr-1183, 3011, 4244; and Ohaldear-625 ; 
Mameluke; or slave dynasty of— 656; Sou- 
dan— 3673; Syria and Assyria— 4046 ; under 
the British— 2602 

Egyptian reading book for beginners— 4332 

E^^ptian Struwdpetep— 1502 

Egyptology— 50(Xj 

Eightv years w^ ; or the recollections of an old 
old army doctor— 1534 

Eikon Basilike— 2287 

Eileen's journey — 5276 

Electric— lighting— 2678 ; and power distributicm 
—2114 ; locOTiotive— 4111 ; and magr.etic re- 
search at low temperature— 2719 ; wiring— 
1267 

Electrical Engineers, Journal ol the Institute of 
-.559, 1121, 1124 

Electrical engineering— 246, 765 

Electrical literature— 1220 

Electricity— for everybody— 318 ; pwustical— 4265 ; 
' story of— 2901 ; up to date— 822 ; alternating 
and intermpted currents— 1529 ; and ma- 
chinery— 4599 ; coil and current— 4484 ; cur- 
rent m>m the main — 1885; dynamo— 923; 
electrical undertakhigs— 4489 ; hysteresis— 
5170 ; induction coils and coil making— 4240 ; 
laboratory note-book-^219 : magnetic circuit 
—1497; physical and eled^ical engineering 
laboratory manuals— 3992 ; Ruhmkorff in- 



duction coils— 2918; transformers for single 

and multiphase currents — 4614 
Electricity and magnetism— 99 
Electro-chemistry— 4008 ; metallurgy— 4247 ; phy- 

siology-^7g2 
ElephantTLife of an^-4016 
Elegy in a country churchyard — 3158 
Eleventh commandment, The— 1772 
EU's daughter— 2937 
Elias G. Roebuck, The mystery of-^18 
Elijah the prophet and other sacred poems— 2873 
Elizabeth Charlotte, Duchess d'Orleans— 610 
Elizabeth Glen, M.B.— 3703 
Elizab^, Quean, Courtships of— 1571, 5263 
Elizabethan sonnet cycles— 425 ; Vol. II.— 3113 
EUas's Christmas letter— 4477 
EUerton essay, 1896-^5081 
Elleriion, John— 2040, 3972 
EUiot, Sir Gilbert: poems— 3266 
Elliot, Jean : poems — 3266 
Elocution— 684, 1038, 3467, 4410 
Elsie's journey on inland waters— 1032 
Elster's folly— 1382 
Embarrassments, the figure in the carpet ; Glasses : 

The next time: The way it came— ^1 
Embroidery— 1570 
Emerson and Swedenborg— 269 
Emigrant ship— 724 
Eminent persons : biographies reprinted from the 

"Times"— 5164 
Emmar-.5025 
Emma's marriage — 4109 
Emmanuel : or children of the soil — 2166 
Emoti<ms— 1368 ; fear— 1194 
Emperor's Englishman, The— 4981 
Empire of the Tsars, and the Russians, Vol. III. 

—1853 
Empty tomb and other poems— 697 
Emu's Head, The— 2687 
En route-2045, 3535 
End of relieious controversy. The — 2510 
Encyclopsedias— Chambers', Vols. III., IV., V.— 

391, 392, 393; Vols. VL to IX.— 5089 to 

3092 ; gardening— 733 ; national, of American 

biography— 4070 ; oracle— 1016; Scots law— 

5212 ; of surgery— 6 
Enemies, The— 3103 
Energy of living protoplasm— 4648 
Enfants d'Edouard, Le9— 74 
Engagement, An— 2156 
Engine, locomotive — ^778 
Engineer draughtsmen's work— 2376 
Engineer's and contractor's diary and year book— 

5480 
Engineering— 1437, 1880, 2209, 3164, 3798, 3992, 

4111; electrical— 246, 765; estimates— 1508 ; 

marine — 813 
Engineers, Incorporated association of munidpal 

and county engineers, Proceedings, vol. 

XXn.— 5165 
Engineers, Society of, Transactions, 1895—1509 
England and her churchmen in the middle ages — 

2734 
England and Scotland, Gray days and gold in— 

5530 
England and the Triple Alliance — 5411 
England and Wales— (Cyclist's route map of— 

2681 ; ^logical map sheet — 12, 486 ; relief 

map— 469 
England, Court of, under George IV.— 487 
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£nglaxLd— History of, 1307 to 1689—1175; 1407 
to 1410—296; 1603 to present time— 1605, 
4799; 1603 to 1688—3463; 1662 to 1748— 
4225 ; 1714 to 1770—90 ; 1714 to 1832—3604 ; 
1760 to 1815—2774; children's study— 4374; 
dictionary of— 2843 ; junior text book— 3031 ; 
mcUcal papers onr-^986; Warwick— 3026 ; 
Vol. in.-n503 ; Vol. V., Puritan England— 
3160 ; Vol. VI., Puritan England and the re- 
volution— 1538 ; Vol. VII., revolution and 
modem England— 2009 ; Vol Vin., modem 
Englandr-2399 ; histooy, battles and battle- 
fields— 2781; constitutional-^4005, 4324; Vol. 
n.— 2572; Vol III.— 5494; reformation^-. 
504;; union of England and Scotland— 174 ; 
year after the armada— ^531 

England, History, Essays on— 4024 

England, History, SUmea from B.C. 1 to 55 A.D. 
—1603 (Raleigh history reader)— 4107 

England in Egypt, Venezuela, and the Transraal 
—3604 

England, Lost possessions of-^594 

England of to-day— 2856 

England, Outdoor life in— 469 

England, religious thought in the 19th oentuzy 
-5267 

England's darling: poem— 319 

England's nayy : stories of its ships ^and its 
servi co s 4 663 

£lngland*s responsibility toiraurds Armenia— 173 

England's wealth, Ireland's poverty— 596» 5318 

English and Dutch in South Africa— 2273 

English and Spanish dicticmaiy— 4194 

English art— 4713; modem— 317 

English authors: a handbook of English litera- 
ture from Chaucer to living writers— 4838 

English ballads, 01d-4q76 

English cane weaving — ^1685 

English church and the Romish schism, Th&— 
1966 

English church history — ^1533 

English classics— 3840 

English clubs in all parts of the world — 582 

English composition— 138, 139. 1672, 1673 

English constitution, The— 1838 

English customs, Old— 4420 

English dialect— 1224, 1306; dictionary— 3339 

English dictionary, Vol. III., Dusburdened to Dis- 
observant— 3213, 4068; Vol. IV., Fish to 
Flezuose— 1668, 4069; 3009; diamond— 4327 ; 
pearl— 3818 

English, Errors in the use of— 1099 
^JBngtlBh-epithalmics — 4346 

English essays — 3456 

English fairy tales— 3919 ; and folk tales— 3167 

English-French and French-English nautical terms 
— ^2368 ; terms re lating to Inanoe — 5346 

English gamer, VoL VUI.— 5024 

English granmiar— 1526, 1916, 3394 

English history and literature. Questions on^-696 

English historical plays— 4448 

English humourists of the 18th century— 4931 

English in Bengal, Early annals of— ^ 

English industry and commwce during the early 
and middle ages, Growth of — 3427 

English lakes-890, 1185 

English lanifuage— BO, 3895, 5316; brief history 
of— 3455 

English literary criticisms — 1510 

English literatnre— 1504, 1594, 3006, 3043, his. 



tory of, 1780 to 1895-^728 
English men and actions — ^98 
English minstrelsi^— 3483, 5205 
English national character, The— 3111 
English past and present — ^2587 
English pottery and porcelainr-79 
English prose selections. Vol. V.-^119 
English protestantism — ^1638 
English refwmatdon. The— 2753, 3007 
English roads. Southern— 5244 
English self-taught for the French— 1336 
English-Spanish and Spanish-English dictionary 

-329 
English studie0^1942 
English synonyms— 499 
English verse— 1268 
English wife. An— 4708 
English woman's year-book and directory, 1896 

—1110 
English words explained and exemplified-^143 
Englisohe dohnetsc^er, Det— 3304 
Engraved portraits. Catalogue*— 1058 
Engravings— 5537, :5491 ; intagUor-4809 ; of old 

masters, t^acsimiles — ^1027 
Enid's ugly ducking— 3159 
Enoch Arden and oitber pomns — 793 
Enquire within upon everything— 3457 
Entering on life— 2754 
Entomology— 42, 644, 4970 
Enunciation— -2699 
Eon the good: verse— 4736 
Eothen— 1587 

Epio of the fall of man— 2014 
Epinay, Madame d' : memcHrs— 3896 
Epistle of Clement^-5348 ; of St. James in Greek 

—386 
Epitaphs— 274 
Epithalmics, English-4346 
Epping Forest guide — 3000 
Equal shares— 5005 
Equilibrium of ooplanar forces— 4055 
Equine anatomy — ^1614 
Equity— 2240 

Erasmus and the reformation— 3477 
Eric, or little by little— 3900 
Eric, Price of Lorlonia ; ot, the valley of wishes 

—4606 
Eric's husband— 233 
Escape from the Tower, An— 2112 
Eschatology— 166, 170, 966, 1255, 2189, 4400 
Esmond— 3708 
Esquimaux, An account of (Parry's tiiird voyage) 

-4088 
Essay— on man — 212; writer, civil service— 138; 

companion to the civil service — ^139 ; writing 

-2965 
Essays on English history— 4024 ; on parliamen- 
tary reform — ^1839 
Essex foxhounds — 893 
Estate management— 5134 
Esther (Modem readers' bible)— 5356 
Etching— 1694 ; oi Rembrandt and Dutch etchen 

of the 17th century— 3945 
Etchings from a country parsonage— 2006 
Eternal snows, Towards the— 637 
Ethel's book, or tales of the angels— 2380 
Ethical movement, An — 2207 
EthiiBS— Editorial— 606 ; <rf citizenship-4660 ; 

temperance— 3923 
Ethiopiaur, Sacred dty of the— 1859 
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Ethnology— 148 

EtidcNrhphar-3572 

£tiol(^ symptoms and treatment of gollito o ei 

£tiqa6tte-^218 

Etcm in the forties — 5113 

Etymology— 80, 5143 

Eiusharist— 1469, 1704, 1879, 258*, 2593, 2679 

Endid, books 1 and 2—429, 3458, 4636, 5539; 
riders inr-2980 

Euripides— AlcestiB— 1970 to 1972, 3138, 3897; 
Bachae— 1511 to 1514; Ion-^»62; tragedies 
in English vers&— 3459 

Europe, The countries of — 3201 ; government and 
parties— 4652 ; health resorts — 3568; modem 
—102 ; Historical atlas, Part I.— 4103 ; Part 
n. — 5243; development of— 4246; physical 
sketch map of — 5281; pocket guide to— 
1765 ; satchel fi^de , for— 2191 ; spas and 
mineral waters o^— 2594 ; travel and art study 
in— 3197 

European architecture — 4167; capitals, public 
health in — 581; hi8tOTy-^5404 ; milita^ ad- 
ventures in Hindustan— 1784 to 1803, 3416 

Evangeline— 1607 

Evangelist, Monthly, 1896—4214 

Evans' book of ofiginal fables— 2198 

Evelina HospitaJ, Pharmacopoeia of the— 2159 

Evening continuation schools, 1896-7, New code 
for— 5236 

Evening talks of the Camera Club— 4228 

Evergreen, The— 2394, 5167 

Every boy*s book— 1025 ; of sport and pastime— 
5168 

Every girl's book of sport, occupation, and pas- 
time-^169 

Every inch a sailor — 4902 

Every man's own lawyer — 463 

Everyday— ailments— 4160 ; characters : poems — 



Evidences of Christiani-h'— 6004 

Evil and etvolution — 3898 

Evolution— 43, 440, 703, 2238; Thouj^ts on— 
2379 

Evolution— of bird song--2272 ; of horticulture in 
New England— 756 

Ewing, 'Juliana Horotia and her books, witii a 
selection from her letters— 4450 ; complete 
works— 4451 

Eye— Anatomy and pathology of— 409; anatomi- 
cal model— 3239; disease of th»-149, 2697; 
cataract— 3633 ; the himian-^4808 ; opthal- 
moscopy— 3907 ; refraction of the— 2786 

Eye teaching in the Sunday School— 1748 

Eyes that do not see— 4559 

Ex Libri»— 1144, 4534 

Examinationpapers in advanced arithmetic — ^2983 

ExUed god. The— 248 

Exiles, A romance of life— 709 

Exodus (Modem readers' Bible)— 5356 

Exogamy— 1629 

Expedition of Humphrey Clinks— 758 

Experiences: a chapter of ptolegomenar— 4115 

Experimental physics— 4674 

Experiments upon the contraction of the liquid 
vein issuing from an orifice and upon the dis- 
tribution of velocities within it— 2>785 

Expiation of Wynne Palliser, The— 2869 

Exploits of BrigadieK Gerard— 1012 

Expl(»tition of Au0(a>alia, Vol. II.— 3830 



Extinct civilisations of the East, The story of — 

4244 
Extraction, with notes on the anatomy of th« 

teeth— 2276 
Extreme unoti(Hir--1515 
Fabeln von Leesing — 1147 
Fabiola, or the church of the cataoombi — 3035 
Fables— 1034, 2198 
Face of a soul. The— 1488 

Facsimiles of engravings of the old masters — ^1027 
Factories, The commercial organisation of — 4644 
FactOTS, Law relating to— ^58 
Factory and workshops acts— 2182 
Facts of being. The— 2771 ; of life— 2306 
Faereyinga saga — 4784 
Faerie Queene, Part L— 2221; Part U.— 2993; 

Part IV.— 3677 ; Part V.— 4156 ; Book VI.— 

4157; Books I., H.— 4158; Book VI.— 4896, 

5477, 5478 
Failure of Sibyl Fletcher--^455 
Failure, a timely warning; Success, a prao^cal 

guide— 304 
Fair emigrant, A— 2899 
Fair maid of P^h— 3263 
Faiiy foxes : a Chinese legend — 3194 
Fairy plays for small stages— 1682, 4292 
Fairy stories — 4129 
Fairy tales and folk tales— 3132, 3167, 3342; 

Greek— 574; and stories— 3063 
Faith of Islam, The— 3271 
Faith of our fathers. The— 3480 
Faithful dead, The— 2710 
Faithful unto deathr-4422 
Faithfulness-4223 
Falcon, The, on the Baltic— 2444 
Falconer, William: poems— 3266 
Fallen angels : a disquisilaon upon human exist- 

ence-^4452 
Fallacy of sacramental confession— 1206 
False coin or true : novel— 4715 
Familiae minorum gentium. Vol. IV.— 1923 
Family budgets : income and expenses of twenty- 
eight BriUsh households-*2711 
Family Circle, July-Dec., 1895—1030 
Family friend, The, 1896—3899 
Family life-4514; of Henrioh Hwne— 2789; 

prayers— 1893, 2339 
Famine, The great— 2921 
Famous painters and paintings — ^1742 
Famous Scots— 2651, 4666, 4876, 5069 
Famous sculptors and sculptures — ^1743 
Fanciers' guide ; breeding, keeping, and exhibiting 

birds, dogs, and aquariar--33&9 
Fancy mice— 5460 
Fantasias— 340 
Fantasies— 4738 
Far East— Future trade in the— 2266 ; Problems of 

the— 1938 
Far Eastern question, The— 973 
Farm accounts — 3061 
Farm buildings — 4667 
Farm in the Karoo, The— 3966 
Farm pests— 1218 
Farmer Chubb abroad— 3016 
Farming— 2096 ; industries of Cape Colony— 3017 
Fame Islands : birds— 3610 
Farrell dishonour, The— 6407 
Fatal mistake, A— 2903 
Fatal past. A— 1273 
Father Archangel of Scotland— 600 
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Father Fomiss and his work for ohildrenr— 1160 

Fathers, The: Boniface— 4152 

Faits and oils, vegetable, fixed and volatile— 4313 

Fauna of the Moray basin, A— 935 

Favourite flowers of the garden and greenhouae — 
3695 

Fear— 1194 

Feasts of Autolycus, The— 1232 

Feathered folk, About the— 5502 

Feathered friends, old and new — 3936 

Featherland— 1031, 1979 

Feats on the Fiord— 2469 

Federal confititution in the State of Maasachuiettv, 
Contest over the— 4635 

Federal South Africa, A— 1652 

Federation and empire— 2219, 5474 

Federation, Imperial commerdalr— 2408 

Fellow travellers— 3307 

Feminine conviction, A — 2186 

Fencing— 4935 

Fencing girl, The— 3250 

Fenians and Fenianij»m — 5382 
. Ferguson, Sir Samuel, in the Ireland of his day — 
1033 

Fermentation, Practical studies in — 115 

Fernandez reciter — 5174 

Fem8-^98, 322; British— 2074 

Festival and other hymns — 5110 

Festivals and fasts of the church year, Sennoos 
foi>— 30 

Fever, Roman— 4073 

Fiction, Chapman's magazine of. Vol. III. — ^1956 ; 
Vol. IV.— 3424 

Fidelis— 3390 

Field artillery— 1707 

Fife and Banross — 1165 

Fifth (rf Novembeiv-94 

Fifty drawings, a Book of — 5043 

Fifty-two lesscms on Old Testament oharacten — 
3464 

Fifty-two— stories of the British Navy— 4702 ; of 
pluck and p^l for boys— 4703 ; of pluck and 
romance for girls — 47(54 

Figaro salon, 1896—3160 

Fight with fate, A— 1391 

Figure in the carpet ; The next time ; GlassM ; 
The way it came — ^2811 

Fildes, Luke— 4268 

Fille aux veux d*or, La— 5035 

Finance— Banks and banking — 4442; Killbovlan 
^^ank — 2092; people's banks — 3037; British 
imperial customs union— 3930; Coin's finan- 
cial school — 4542; oust(Mns union question — 
4820; Lombard-streeir— 1840 ;TgibUc— 4100 ; 
Repudiation of state debts — ^29T1 ; stock ex- 
change investments — 3356 

Financial atonement, A— ^B38 

Finding of Lot's wife. The— 2347 

Finding of Wineland the eood— 701 

Fine wheat from many fieuls — 4466 

Finland fairy tales— 4945 

Firdausi in exile and other poems — ^2767 

Fire and sword in the Soudan— 3673 

Fireside poems— 6160 

Fireside sketches of Swedish life— 3776 

First aid in photography— ^75 

First Communion— 2684 

First cniise of three middies — 3652 

First false step. The— 3279 

First fleet family. A— 1854 



Fish cultm-e— 3293 

Fish, flesh, and fowl--5075 

Fisher lass, The— 2634 

Fisherman and his friends : revival sermons — ^1402 

Fisher's ready reckoner — 4468 

Fishery, Making ar-5219 

Fishing— Angling days — 1480; compleat angler— 
1369, 3729, 4200, 4971 ; how to catch trout^ 
2042 ; marketable marine fishes of the British 
islands— 5132 ; in Norfolk watOTS— 3251 

Fitzpatrick, Ladies Anne and Gertrude — 5201 

Five great sceptical dramas of history — 3621 

Five services for public worship — ^2718 

Flamborough village and headland — 3465 

Flame flower and other stories — 4917 

Flaw in the marble. The— 1522 

Flax, tow, and jutei spinning — 5586 

Fletcher, John: historical plays— 4448 

Flight with the swallows. A— 4043 

Flitters, tatters and thd counsellor — ^154 

Flix and flox-^692 

Floating island— 4195 

Flora, British-^5060 ; British Indiar-^248 ; capen- 
sis. Vol. VI., Part H.— 3448, 1500; fossil— 
572 ; of the Alps— 1858 ; of the British XbIsb, 
Part XXI.— 1565 ; insular— 2423 

Florence— 4300 ; legends of— 1596' 

Florentine painters of the renaissance— 908 

IPlorian's fables— 1034 

Flotsam, the study of a life— 2864 

Flower and thorn — 4034 

Flower seller and other poems — 1599 

Flowering plants — 1734 

Flowers— 2995, 3695; from the Bnstan^-2465 ; 
wild— 2075 

Fluent readers. Book V.— 3088; Book VI.— 
3407 

Flying visit to the American continent — 3623 

Folk-lore— Australian legfendary tales — 4754 ; book 
of English fairy tales and— 3919; English 
fairy and other folk tales— 3167 ; Finland niiy 
tales— 4945 ; Irish fairy and folk taJes— 3542 ; 
Isle of Rugen fairy tales — 4253 ; legends of 
Florence— 1596 ; Maori tales and legends— 
4357; Scandinavian folk lore— 4384; Scot- 
tish fury and folk tales— -3132; vovage of 
Bran— 829 

Follow the drum : pictures and stories — 4188 

Folly of Eustace and other stories— 2031 

Pood— 2194, 2942, 2943 ;f of crops— 302 

Fool and his heart. The— 3102 

Fool ol nature. A— 2788 

Fortune-telling— 2868 

Football— 4121 ; impetigo— 1 

Foote, Q. W., secularist view: kinship of Ufe 
(new charter) — 3615 

Footprints of the Son of man — ^169 

Footsteps of fortune-^915 

For Abigail-^530 

For duty's sake — 5155 

For each new daily : devotions — 4432 

For every day : a boudoir book-^2004 

For the honour of the flag— 1724 

For lust of gold— 3220 

For others ; cor, the golden rule— 4682 

For staik love and kindness : a story of FloddsB 
—4661 

For such is lifo— 3521 

Foramina, at base of skull— 95 
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of 



FuraiTiinifera, Index to the genera and speciei 

^—3669 
Fend, John: historical plays — 4448 
Fomgn bodLbindingB in the British Museum — 

6184 



n.— 2519; 



Foreign finches in captivity— 849, 3081; Part IX. 

—1444; PartX.— 23ii3 
Foreign languages made easy — ^2043 
Foreign office hst, 1896— 10& 
Foreign policy of Great Britain— 947 
Foreign statesmen series, Philip Augustus — 2433 
Foreigner, A— 1046 
Forest and stream, The story of-^5428 
Forestwyk ; or, ten years after— 6041 
Forgivenees of sins. The — ^114 
Forgotten gospel. A— 1198 
Forgotten isles, Th&-^964 
Form at a glance, 1896—^188 
Form builcUng : a system of kindergart^i drawing 

—473 ; growth— 1136 
Formosa— 3681 
Formulffi for railway crossings and switches — 

3152 
Fors Clavigera, VoL 1.-^183; Vol. 

VoL ni.— 4834; Vol. lV.-^37 
Fortunate exile, A— ^734 
Fortune's fingers — 4990 
Fortimes of the Fairlies, The-^226 
Fortunes of Nigel, The— 2644, 4865 
Forty days— 661 

Fossil flora of the Yorkshire ooalfieldr-672 
FoQche, Josei^, Memoirs of — ^1852 
Foundations— of belief— 891 ; of sacred study — 87 ; 

of suooees — 6145 
Four children in prose and verse — 6535 
Four gofipels harmonised and translated, Vol. II. 

— 5l2 ; oi the sinaitic palimpsest — ^1697 
Four great philanthropists: Lord Shaftesbury, 

George Peabody, John Howaid, J. F. Ober- 

Four-handed folk— 2477 

Foxhnnter's birthday work — 5680 

Fractures and dislocation, diagrams — ^930 

France — 4727 ; devil worship in— 2692 ; history— 
1453, 1624, 3660; of Henry IV.— 3965; 
liberal catholic movemeoit in — 4498; roads 
and pavements in— 717 ; rustic life in— 4177 ; 
seccmd empiire--4193 ; South— 4638; under 
the ancient regime, map— 6244 

Fraaoesca Halstead— 4841 

Francis Xavier— 611 

Franco-German war: wit^ an ambulance— 726 

Frank Mildmay— 1636 

Frank's first term : a school life— 3769 

Frankenstein ; or, the modem Pr(mi6th€(us-^5467 

Franklin, Admiral Sir John, Life of— 1345 

Fraulein von Scuderi, Das— 1101 

Free ohurch of Scotland— 6329 

Free TVade— 4438 

Freehand drawing copies — 3124 

Freemasonry- 1146, 6127, 5290 

Freight and passenfler post, A general — 4381 

Fr^ch — and English commercial correspcHidence — 
41; book Ist and 2ndr-1674, 6; colloquial- 
isms— 3916; conversation— -3332, 4299; dual 
readers. Parts I., XL— 3376; Grammar— 
1424, 1785, 1876, 1877, 2306, 2382, 3348, 4301, 
5017, 5166; idioms— 3228; lessons— 74; 
nouns— 919 ; tutorial— 287 ; verbs— 1375 ; 
Headers, Book I.— 1989; Book 11.-2728; 



Book in.— 1990; 82, 836, 1404, 2344, 5638 
French art— 4968 
French book plates — 4634 
French dramatic scenes — 3612 
French literature— 74, 2815, 4431; primer of— 
4131 ; matriculation— 4047 ; phrase book— 
2679; plays for schools— 3916 ; po^rfay- 165, 
6384 ^ 

French prisoner. The: a romance — ^1236 
French revolution— 4302, 4342, 4343 
French, Self-taught— 799 
French texts. Modem— 5017 
French wood carvings— 4829 
Freeh fields— 6088 
Fresnel's wave surface— 2313 
Fretwork and marquetry — 433 
Freyda's piano— 3077 
Friend or fortune — 4079 
Friendly Joey, and other stories— 4066 
Friendly leaves— 6193 
Friendly visitcw. The 1896—3917 
Friends, Society of ; verbatim report of the Maa* 

Chester conference of — 616 
Friendship of animals. The— 1906, 2814 
Frivola: essays — ^2814 

Froebel's gifts (Republic of childhood. Vol. I.)— 
'3328; ioccfupations — 42fL6; paper fol4ing~^ 
1086 
Frog, Th&-.2111 
From Batum to Bagdad, via Tiflis, Tabriz, and 

Persian Turkistan — 4639 
From the bells to King Arthur— 1733 
From Cairo to the Soudan frontieiv- 3011 
From coal pit to joyful news mission — ^1364 
From far Formo6a^-3681 
From the granary : sermons— 4962 
From jest to earnest— 3246, 3247 
From kitchen to garret— 3622 
From many lands— 48, 1906 
From North Pole to Equator— 1426 
From Scrooby to Plymouth Rock — 3648 
From the slum to farm colony — ^1884 
From wisdom court— 2866 
Fruit— <julture — 6562 ; growws* year book, 1896— 

1042; ffrowing— 3322 
Fuel and re&aotory materials — 4137 
Fuels, solid, liquid, and gaseous— 2161 
Fuhrerbuch, Aimer's— 428 
FimduB oculi — ^1991 
Fumiss, Fatheov— 1160 
Gkielio grammar — ^1997; language— 2101 
G«ll, Dr. Francois: phrenologist— 3738 
Gallstones — 3379; etiology symptoms and treat* 

ment of— 2446 
Galley slave, Pajssages in the life of a— 4090 
Galloway— 4688 ; rambles in— 3499 
Galway, On a volcanic neck of tertiary age in the 

county of — ^2665 
Game birds— 646, 6208 ;, wild— 1137 
G«Die»-6543; bmiArds— 1429 ; ches»-461, 1100, 
4483; cricket— 2411, 2605, 2607; croquet— 
4547 ; golf— 1603, 1690, 3163 ; lawn tennis— 
3223 ; Olympic— 1691 ; p<*er— 791 ; pyramid* 
and pool— 937 ; rugby football— 4121 ; whist 
—475, 686, 2021 
Gannett, W. C. : blessed be drudgery— 4223 
Garden crops, Special manures for — 507 
Garden of the matchboxes and other stories— 

4866 
Garden of the soul— 2393 
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Garden of time, The-^140 
Gardea oracle--482 
Gard^i soul : devotions — 5102 
GkuxLening — Carter's practical — 330 ; confidences of 
an amateur gardener — 4881; cottage — 413; 
Encyclopaedia of gardening — ^733; new dic- 
tionary of — ^904; nursery book--3772; year 
book— 5200 

Garelochsid&— 2860 

Gaarfield, Presidentr--3192 

G«rgreave mystery, The — 997 

Gaa and oil engine, The— 2664 

Gas and vapour in the air, Detection and mea- 
surement of — 4364 

Gas engineers, Transactions of the institution of 
1895—1993 

Gas engines— 2083, 2489 

Gas manufacture— -541 

Gases of the atmosphere — 4800 ; liquefaction and 
compression of — ^1976 

Gataka, The-^172 

Gathered gleanings ; or words for workers— 4604 

Gathering clouds— -2712 

Gaviae, Terns, gulls, and skuas — ^737 

Gazetteer — of Great Britain and Ireland — 963 ; of 
the world— 967 

Qema — ^Amber — 4333; engraving — 4809 

Gems from the ocean of truth— 4348 

Gems of illustration — 3850 

GendOT of French nouns — 919 

Genealogy— 2799, 4840, 5441 

General freight and passenger post, A — 4381 

Genesis — ^Bible readings from — ^205; for youthful 
readers — 4911 ; modem refuiers' bible — 5356 ; 
notes on the text of— 771 ; unity of the book 
of— 109 

GJenius and degeneration — 3964 

Gentleman vagabond. A, and some others — 3277 

Gentleman's annual. The — 4895 

Gentleman's eentleman, A — ^1231, 5302 

Geographical history of mammals — ^2844 

Geography— A8ia^2443 ; Vol. IE.— 3993 ; use in 
elementary schools— 3099 ; historical atlas 
of modem Europe— 4103 ; Longman's geogra- 
phical series— 1155, 2841, 3575, 3710; man 
and his markets — 3577; Moffat's pupil 
teacher's course— 2930 ; physical — ^263 ; prac- 
tical— 2987; readers. Book V.— 3201 ; Book 
VI.— 2466 ; Book VII.— 388 ; some methods 
of teaching— 5824 

Geological map of Africa south of the Zambesi — 
2671 ; of Matabeleand— 1355 ; survey, Sheet 
Xn.--486 

Geology— agricultural chemistry and— 955; and 
scenery of Sutherland— 935 ; earth and its 
story— 4548; Galway: volcanic rock of ter- 
tiary age in — 2565 ; Horn expedition to Cen- 
tral Australia— 5251 ; Prehistoric manr-4583 

Geometrical drawing— 4721, 5187 

Geometnr — drawing— 3743 ; Euclid's elements pf-^ 
4636 ; for kindergarten students— 2946, 3636 ; 
solid and mensuration— 4937 ; text book of 
geometrical deductions — ^1869, 1870 

Gerald Thurlow— 1887 

G^erman and English commercial correspondence — 
632; dictionary— 96, 2211; chips: idioms— 
200 

German classics— 1101, 1136, 1147, 1285, 1388, 
1389 

German composition and idioms — 548 



German essays for EngUsh thinkers— 3770, 548$ 

German etymological dictionary — 3561 

German grammar— 3735 ; language— 3162, 3165; 
letter writer— 477; primed— 3670; reader and 
writer— 468; self-taught— 800 

German literature— 4859 

German social democracy — 5439 

Germany : history — at the close of middle ages— 
1575; Lazy tours in Spain and elsewhere— 
4727 ; outUne history— 3506, 4630 

Germany, Iron and steel industries in — 1117 

Germany, Made in— 3030 

Ghostly tales— 4732 

Ghosts— 991 

Gibney, Dr. : recollections — ^1534 

Gifford, John: memories and letters — 3637, 479& 

Gifford lectuiw, 1896-6—4481 

Gifts and weirds — ^1234 

Gil Bias de Sautillane— 5306 

Gildas Haven : a story — 523 

Gilead— 4095 

Gillman or Gilman family — 1053 

Ginette's happiness — ^1546 

Girl at Biixelfs, The— 2791 

Girl at the dower-house and afterwards — 3926 

Girl in springtime, A — 4036 

Girl in ten thousand. A— 3597 

Girl of yesterday, A — ^1676 

Girl with the golden eyes. The— 6035 

Girl's kingdom. A— 4138 

Girl's loyalty. A— 3765 

Girl's wanderings in Hungaiy — 4325 

Girlhood of Maria, Josepha Holroyd (Lady Stan- 
ley of Alderley) — 4565 

Girlhood, The welfare of— 129 

Girls and women, Physical exercises and gymnas- 
tics for— 2787 

Girls, College— 2764 

Girls, Stray thoughts tar — ^245 

Give ns this day our daily bread — 4223 

Given to hospitality — 1891 

Giving and getting credit — 2395 

Glaciers— 1352 

Gladstone, W. E., A roll of thoughts from the 
works of-^-3429 ; at Hawardrai with-4812 

Glasgow council of the presWterian alliance report 
— 4789; guide to-— 2616; its mimicipal or- 
ganisation and administration — 4293; memo- 
rial of the faculty of physicians and surgeon* 
— 1498; university cal^idar — 5203 

Glimpse at Cranbrook — 3595 

Glimpses of sunny lands— ^128 

Gloomy winter's noo awa' : a tale — 5366 

Gloria Christi : poems — 63, 4467 

Glues— 2224 

Glycogen, Microsoopio researches on the focmatif^ 
property of — 5123 

Gnosticism — 4099 

Goats, Milch— 1106 

Gobelin grange — ^1014 

God, the idea of— 14^ image of— 1048; a^«a 
for: poems — ^2286; and the people— 3toO; 
and the soul— 4250; man— 86; or, natural 
selection — 5352 

(Jod's garden: Sunday talks with boyt— 1988; 
winepress — 3543 

Gk>desses three— 5417 

Gold: a Dutch Indian Story— 2837 
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CU)ld dust: a collection of golden orumb« for the 

Banctificatlon of daily life— 4501 
'Qold, the land of— 2172 

Ooldfields of Western Australia, Map— 1366, 5484 
<^ld mines, South Africa— 2611 
€k>lden chimes and other poems — 3932 
•Cblden gate, the— 3482 

Oolden penny, June-December, 1896—493 ; Janu- 
ary-June, 1896—2762 
Golden readers, Standard I.— 4502 
4jk>lden thoughts for daily reading— 3646 ; from 

th« imitation of Christ— 4223 
Oolden treasury of songs and lyrics— 4751 
€k>ldsmith, Oliver— 495; comedies— 4503 
-Ctolf— 1603, 1690, 3153 
•Golliwog's bicycle club, the — 4192 
Good friday; addressee — ^1103 
Good governess, and other stories — ^2374 
Good luok-^4689 

Good trade and a living wage — ^2826 
Good wives— 3049 
Goodly heritage— 5463 
Goodwin, Harvey, Bishop of Carlisle — ^217 
Goodwood, Kecords and reminiscences of — 5289 
Gordon, General : the christian soldier and hero — 

2212 ; life of— 3157 ; in China and the Soudan 

—3491 
Gospel according to St. Luke— 4776, 4844, 5467 ; 

St. Mark-4846, 5081; St. Matthew— 1451, 

4846 
Gospel, a forgotten — 1198 
Gospel, the apostolio— 21 
GoBpel book of St. Margaret Queen of Scotland : 

a facsimile-4010 
Gospel for an age of doubt, the — 4957 
Gospd, Hopes of the— 2501 ; in brief— 4186 ; mes- 



Gospel of Buddha— 961 

C^pel of common sense, the — ^1493; of experi- 
ence— -2486 

Gospel of St. Pefcer— 5348 

Oo^»el pictures and stories for children— 4987 ; 
truths— 5481 

Gospeller, the, Vd. 1895—497 

Gospels— <)ause6 of the corruptions of the tracti- 
tional texts of the — 4336; ooptic apocryphal 
— 1717; four harmonised— 812 ; meditations 
for every day — ^1644 ; story of the — 498 ; story 
of the, for children — 1320 ; synopsis of the, in 
Greek— 1385 

Goese, Philip Hemy, Life of— 2768 

'G^othic wood carving of the 14th and 16th cen- 
turies— 4387 

Gounod, Charles— 2005 

Gout and rheumatic gout — 859 

Government and parties in Continental Europe-^ 
4652 

Government office, Life in a — 3875 

Government, the State and its interfer^ice— 2549 

Grace Darling: heroine of the Fame Islands— 
3117 

Grace, Means of, manual on the — 3922 

Grammar, Arabic— 244, 2282; English— 1099, 
1526, 1916, 3394; French— 287, 919, 1375, 
1424, 1785, 1876, 1877, 1997, 2382, 3348, 
3903, 4301; German— 3670, 3736; GreA— 
2954, 3386; Icelandic— 780 ; Spanish— 3749 ; 
Syriao— 175; Turkish— 1341, 4179 

Grammont, Count: memoirs — 513 

Grande Breteche, La, and other stories— 1400 



Grandmother Gwen — 5207 

Gkannie's wonderful chair — 3813 

Grape growing and wine making, American— 2432 

Graphic arithmetic charts, 1, 2—455 

Graphical calculus — ^1848 

Graphology — 3553 

Grasses— 4525 

Gravestones old and curious, In search of— ^4 

Gray, by Gosso— 460 

Gray's elegy in a country churchyard — 3158 

Gkay days and gold in England and Scotlan^^ 

5550 
Great Anglo-American war of 1900 — 1061 
Great Beckleswaite mystery, the— 4556 
Great Britain and Ireland, Gazetteer, Vol. III.— 

963 ; fomgn polity of— 947 
Great captain series — 6127 
Great composers, the — ^2642 
Great drama, the, and other poemf^^ — 3189 
Great forgiveness, A—SS^ 
Great Rift Valley, tho— 2777 
Great white hand, the — 1662 
Greece, history— 5019 ; to 431 B.C.— 3350; consti- 

tuticmal— 3937 
Greek church— 1751 ; office of the— 4516 
Greek, E., the— 2640 

Greek grammar^-2954, 3386 ; iambics— 1857 
Greek life and thought; Vol. II.— 4033 
Greek literature — 89 
Greek lyric poets— 4321 
Greek music— 3306 
Greek papyri — ^1065 
Greek pmlosophy and Roman law in the New 

Testament— 2032 
Greek poetry— 4857 
Greek sculpture— 483, 5199 
Greek states. Cults of the— 2381 
Greek Testament chronicles : Tobit — 4170 ; primer 

2121; psahns with canticles — 4171; resultant 

—841 
Greek tragic drama— 3943 
Greek translationr-^716 
Greek vases, Pictures from — 5523 
Green, T. H., Philosophy of— 1028 
Green arras: poems— 4570 
Green fire : a romance— 4027 
Green Garland, the: children's story — 3869 
Green leaves — ^1463 

Green men of Norwell, and other stories— 4830 
Green-room recollections — 873 
Greenland icefields and life in the North Atlantic 

—2281; across— 5154 
Grenada— 3133 
Gresham lectures and the Gresham almshouses — 

1985 
Grey man, the — 3868 
Grey mantle and gold fringe— 1179 
Grey monk, the: novel — 766 
Greville memoirs, the— 2778, 2780, 4521 
Grimm, Twenty stories from — 2403 
Growth of English industry and commerce during 

the early and middle ages— 3427 
Gryll grango--3222 
Guesclin, Bertrand du — 345 
Guide books: Auchterarder— 3728 ; Bal^, Wells, 

Glastonbury — 2907 ; Black's Edinburgh — 

1653 ; Leamington— 1654 ; Sussex— 1655 ; Iste 

of Man— 2300 ; Boulogne-sur-mer— 3207 ; 

Bournemouth— 2988 ; British Museum — 364; 

Brittany— 2210; Cardiff— 2619; Casseiri 
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n>cke6, to Europe— -1765 ; Central Italy and 
Bome-^5029 ; OSannel Isles and western Nor- 
inaiLdy--2635 ; Colchester — 3193; Cranbrook 
— 3695 ; Derbyshire — 6661 ; Devon and Corn- 
wall blue book— 2691; Devanshire-2689 ; 
Dey<»i coasts — 6394 ; Korth Devon and Corn- 
wall— 6626 ; Dublin and the Wicklow tours — 
2900; English lakes— 890, 1185; Epping 
Forest— 3D00; fishing in Norfolk waters— 
3261; Glasgow— 2616; gossiping, to North 
Wales and Aberystwith— 3243 ; Grenadar— 
3123; Hampshire and Isle of Wight — 
2307; Hastings — 2910; health resorts — 
3568; Hertlord8hire-^189 ; Hnngaiy and 
Biidapest-^274; Ireland— 1434, 2668; Liver- 
pool— 3670 ; Llandudno— 1898 ; London— 
2140, 2617 ; in 1896-2466 ; University— 4649 ; 
Lynton, Teignmouth— 2911 ; Norway— 2633, 
3164; Oxford rides— 4118; Oxfordshire— 
2008; Eivieraa— 4638 ; sailing tours, Part 
v.— 3420; St. David's CaSiedral— 2317 ; 
satchel for Europe— 2191; seaside water- 
ing places — ^2974; Severn valley — 3272; 
Scottish road book— 2201; South Walefc 
—2128; Tunbridge Wells— 3626; Upper 
Teesdale— 2299 ; vale of Llangollen, etc. 
—3313; Valley <rf the Wye-^12, 3340; 
Wafcerford, Wexford, and South-East Ireland— 
3319; where shall we go— 2870; Windsor— 
2913; Yorkshire cyclists— 2316 

Guide to the choice of classical books—4687 

Guide to commercial engineering — ^1608 

Guide to promotion, Part I., ranks of lieatenaat, 
captain, and major — 690 

Guide to travellers on the maintenance of health 
in unhealthy contries — 390 

Guitar, the— 763 

Gulliver's travels— 1332, 5498 

Gums— 2224 

Gunnery— 1888 

Gunner Jingo's jubilee — ^1324 

Guns — artillery and naval— 2087; and cavalry— 
2474; rifle— 2727 

Gustavus Adolphus— 3127 

Ghithrie, Thomas— 4709 

Gutter-snipes — 4685 

Guy Mannering — ^2646 

Gwladys Peml^on— 2199 

Gymnastics— 2410, 2787, 3693 

Gynecology— 3737, 4236 

Hadjira: a Turkish love story— 3346 

Hsematozoa and psorosperms — 3870 

Half a dozen boys — 4804 

Half a dozen girls— 4805 

Half-holidays at the Zoo— 5361 

Half-holidays with our home pets— ^18 

Half -hours with the star»— 1244 ; with t^e teles- 
cope — ^1245 

Half round the world for a husband— 4395 

Hlilket, George: poems — 3266 

Halle, Sir Charles : life and letters— 5220 

Hallowing of sorrow— 4630 

Hamerton, Philip Gilbert-4631 

Hamilton, Rev. James, Memoir of— 1201 

Hamilton, William, of Bangour : poems— 3266 

•Hamilton, William, of Gilbertfield : poems— 3266 

Hamilton's singular points and planes on Fresnel's 
wave surface— 2313 

Samlet— 3662 

Hampshire and the Isle of Wight, the way about 



—2307; pocket county companion— 437 

Ham's customs year bo<^ — 656, 636; inlaiui 
revenue — 637, 638 

Hand, Dorsal interosseous muscles of the human 
-^160 

Hand of Ethelberta, the— 116 

Handbooks, archaeology aod antiquities — 3973; 
baptists — 896; Burke's peerag^-^6087 ; desk 
pamphlet ^3817 ; Dod's peerage — 5152 ; 
foreign office — ^1089; Grenada— Sl33 ; for 
hospitals — 294 ; Jamaica — 1200 ; Johnson s 
official, of cattle fairs — 1890 ; joint stock com- 
panies~^7 ; lady cyclists — 1946 ; law of dis- 
tress— 1482 ; leprosy— 1116 ; Ught artillerjr— 
1968; Lodge's peerage — 6314; mechanical 
engineers — 1916; naval architects and ship- 
builders — ^2106 ; official of the Cape and South 
Africa — 1678 ; pearl gazetteer of the world— 
3819 ; procedure of the House of Conunons— 
501 ; sewerage engineers — 864 ; stock ex- 
change— 444; titled and official classes— 569, 
1128 ; theological colleges— 797 

Handspinning — ^2737 

Handwriting — 3653 

Handy Andy— 1609 

Handy book of Church of England— 1478 

Hane, Joachim: journal, 166^4 — 616 

Hans Brinker; or, the silver skates — 6153 

Hans van Douder : a romance of Boer life— 2872, 
6357 

Happy boy, a— 915 

Happy children— 4786 

Happy-go-lucky — 6507 

Happy hours song book— 1714 

Happy owls, the — 4673 

Harbour light, a— 4035 

Harding scandal, the — ^1406 

Hardware — 3331 

Hardy, Thomas, The spectre of the real— 2792 

Hare, A. J. C. i autobiography— 3498 

Hare, the: shooting, coursing, hunting, cookerr 
—2024 

Harleian society publications, Vol. XL. — 1925 

Harlow's ideal, and other stories — 1036 

Harmony — ^1846 ; and couterpjoint — 5051 

Haro, Haro, Haro I a terrible invocation — ^1800 

Harold— 1159 

Harold the Korseman— 4982 

HarpNer, Dr. Hugo Daniel: memoir — 4642 

Harrison, Frederick: ethical view: duties of • 
man to the lower animals (new chatter)— 
3616 

Harry Terrell : a Dartmoor philoBoi^er— 2353 

Harte, Bret: works. Vol. IX.— 3603 

Harum Scarum— 1327, '6493 

Harvard: historical studies — 4433, 4435 

Hartz reise— ^236 

Hastings, Warren— 4026 

Hastings and its vicinity : guide— 2910 

Hathersage — 1073 

Haunt of ancient peace, a— 4676 - 

Haunted looking glass, the — 4402 

Haunted Manor House, the ; and other talet— 
4646 

Hausa literature, Specimens of — 3643 

Hausaland — ^714 

Hauskrieg, der—- 1136 

Haverfield, F., Koman Britain: map— 4103 

Hawarden Horace, More— 3773 

Hawarden, with Mr. Gladstone— 4812 
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Hawke, Lord £dward--378 

Hawtrey, Dr. £dward Orayen, Memoir of— 2580 

Hay, Sir John Drummond — 5233 

Hazel, oir Peril Point lighthouBe— 3165 

He went out with the tide— 1018 

Head of a hnndred, the— 1999 

Headloaff hall and nightmare al)b^^--678 

Health— Siygiene of the nursery — ^&94>; hyeieoio 

treatment for the preeeryation of the--ol79 ; 

in European capitals — 551 ; in unhealthy 

countries— 390 ; law of public— 1612; new 

hygiene— 4996 ; public — 1132; ritual ol 

heSth for the grown — 3221; soldiers', and 

how to preserve itr— 2721 
Health and happiness, Pathway of— 5399 
Health resorts, climatic. Dictionary of — ^1425; of 

Europe— 3i568 
Healthy dwelling8-^198 • 
Heart disease — ^1339 
Heart of the Continent, the — ^1387 
Hewt of gold, the— 3598 
Heart ol Midlothian, the— 2432, 2968, 5448 
Heart of a mystery: a norel — ^1312 
Heart of Oak-4836 
Heart of the Princess Osra-^^23 
Heart of the world— 1071 
Heart purity-^18 

Heat— 5990; and light-^126; and optic9-4218 
Heather and snow — ^1162 
Heating and yeatilaiting-^306, 385, 5294 
Heayisides, Henry, Centennial edition of the 

works of— 762 
Heayy odds— 1922 
Hebrew history, Vol. II.— 1588; heroes of— 

2267; monai^y-^5562 ; people— 4619 
Hebrew proper names,i Studies in— 4515 
Hebrews, Epistle to, Teachings from the— 6492 
Hegelian dialectic— 1631 
Heine, Heinrich : choice poems— 3952 ; family life 

of— 2789; selections— ^28 
Heir of all things, the— 2790 
Helen:— 3136 

Helen Murdoch, or treasures of darkne88«-«193 
Heliades, The tears of (amber)— 4333 
Helice's heritage— 3462 
Hellas, Sculptured tombs of — 5199 
Help to make ideals real — 3671 
Helps to meditation — 649 
Hemiptera, homoptera of the British Islands, Part 

Vn.— 2704, 4443 
Henry Esmond— 3708, 4932 
Heniy TV., King of France, History of— 3955 
Heptarchy, Conversion of the — ^18tf5 
Her foreign conquest — 4851 
Her lady3iip*8 income — ^2062 
Her own device — ^982 
Her point of view — ^2512 
Her senator — ^2013 
Her welcome home — ^2047 
Heraldry— 2799 
Herb moon, the — 4560 

Here and aln-oad : notes for travellers— 2876 
Here and there memories: anecdotes— 2905 
Here, there, and everywhere : the strange adtvii- 

tores of a penny — 3660 
Heredity— 2061 ; and christian problemr— 26 
Heresies of the ohristian, the — 35lY 
Hereward the wake— 5296 
Hvitags of the roint : sermon*— 6124 
Heikomer, H.— 4258 



Hennas in Arcadia— 1549 
Hennetics— 6396 

Hermit princes : a tale of adventure in Japan- 
Hero of the dark continent, a, Rey. William Af- 
fleck Scott-4801 
Hero of Buff(»^, the— 2097 
Herod the Qreat: an historic drama: poetry-r* 



Heroes, Boy's book of- 1229 

Heroes, the, Greek fairy tales-^74, 5296 

Heroes and hero-worship, on — 3398, 5095 

Heroes, Military— 634 

Heroes of the heart, and' other lyrical poems — 547 

Heroes of Hebrew history — 2267 

Heroic endeayour — 158 

Heroines of daily life — ^1664; Shakespeare's-* 
4000 

Hester Layenham — 3519 

Hester Neale : novel — 839 

Hetton-le-Hole, A list of wcNrda and ^irases in 
every-day use by the natives of — ^1^4 

Hexamshire, Part I.— 1093 

Heywood, John: historical plays— 4448 

High churdi ; or, hear the <^er side — 3963 

Higher arithmetic — ^2582 

Higher oriticism^-4757 ; of the P^tateuch, The— 
108 

Higher mathematics — 4697 

Higher teaching of Shakespeare — ^2250 

Highland widow, the — 3264 

Highway of letters, the — 2613 

Highways and high seas — 4059 

Hill caves of Yucatan— 4060 

Hindu at home — ^1687; castes and sects — 3067; 
civilisation— 922 

Hindustan, European military adventures in, 1784- 
1803—3416 

Hints as to advising on title — ^2398 

Hints for meditation on the seven last words-*- 
933 

His cousin's vrife— 3352 

His Cuban sweetheart— 1283 

His Excellency's English ffoyemess— 2401 

His Honor and a lady— 1499 

His level best: story-^H75 

His life's macnet— 3452 

His natiye wife— 378b 

His vindication — 3215 

Histology — a course of elementary physiology and 
— 3§14; Halliburton's Eirke's handbook of 
physiology — 3495 ; section cutting and stain- 
ing— 3415; text book of— 2663 

Histo^Uihology of the diseases of the skin — 1789 

Histc^c memoirs — 38%, 3955 

Historic Staffordshire— 3125 

Historical aUas of modem Europe — 62, 53 

Historical essays — ^1041 

Historical plays, EngKsh— 4448 

Historical society transactions— 4831 

History and criticism— 3034 

History of Godfrey Kinge— 71 

Histoiy of HeniT Esmond, the— 3708, 4932 

History of mankind. Vol. I.— 3238 

Histoiy of money and prices, 13th century- 
present time— 739 

History of the mystery, the : Review of Review's 
annual, 1897— 65& 

Histo^ of 19th oentiuy Uteratare (1780-1895)— 
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Bistory of tho Paria Commuiid <^ 1871—618 

History of the robins and KeoDer'a traTeU— 49 

Histocy of a soul : poein-^55^ 

History of trade imicHiismr— 2595 

Hitohens, Bev. J. Hiles : a ministering angel and 

how to become one— 4223 
Hockey— 264 

Hodgson, Brian Houghton: life— 4581 
Holiday fortnights at homa and abroad— 42160 
Holiday hoii8e-^147 
Holiday prize, the— 3755 
Holiday tasks— 5148 
Holinees, the secret of — ^286 
Holland, Hans Brinker — 5153 
Hollow tree, the— 3601 

Hohnes, OUyer WendeU : life and kttem— 2135 
Holroyd, Idaria Joeepha, Lady Stanley of Alder- 

leV-^4565 
Holy estate, the— 1374 
Holy Ghost, Praying in the— 2462 
Holy Land-4631, ^19; and the bible— 1994; 

memoirs of — ^2125 
Holy scriptures : lessons appointed by the Qmrdi 

of England-^201 
Holy 8pirit^-^5074, 5124, 5131; in mission— 107 
Holy waii:^-3080 

Home brewed: Deronshire stories— 4540 
Home dressmaking-4278 
Home education— 1173 
Home in Inreresk, a — ^1695 
Home, John: poems— 3266 
Home nursing— 1860, 5388 
Home railways as investments— 2228 
Home trade guide and seamanship— 5592 
Home washi^g^l757 

Homer, Art and humani^ in— 1592; on transla- 
ting— 2; Odyssey— 2893; works— 3175 
Homes of American authoira— 4646 
Homes of Wales— 2705 
HomUetic review, Vol. 30, July— December 1895 

—480 
Homoeopathic therapeuitics — ^2800 
Homoeopathy— 2896 
Honour of Sarelli, the— 3750 
Hope of Israel, the— 5004 
Hopes and fears for art : fire lectures— 2880 
Hopes of the gospel— 2501 
Horace : Epodes-^527 ; Odes, Books I. and 11.— 

2425; Book IH.— 539, 540, 1108; Book IV. 

—2426; Odes and epodes— 3528; Opera— 

3970; 2424 
Horace, More Hawarden — ^2773 
Horace and Virgil, tiie country of — 1419 
Horizontal steam engine, Moael of-^963 
Horn book, History of the— 1786 
Horn, scientific expedition report— 15251 
Hornby, Sir Geoffrey Phipps, admiral of the fleet 

>-^137 
Horse, Anatomy of— 1614; how to buy— 1230; 

in art and nature, Parti I.— 3811 ; breaking— 

121 ; breeder's handbook— 2926 
Horseless carriages— 4860, 5308 
Horses, Anecdotes of— 3400 ; law of— 2922 ; wortii 

following— 2665, 5112 
Hoit, FentoQ John Anthony, Life and letters of— 

2427 
Hortioulture— Bulb culture— <camation culture— 

5158 ; chrysanthemum culture— ^5422 ; in. New 

England— 756 
Hosier's and draper's pocket guide to eostisig, pro- 



fit, and discounts— 4023 
Hospital cose book— 4378; cookery— 4596 ; nun* 

ing— 3443 ; report of St. Thomas, Vol. 23- 

1820 ; reports— 2702, 3028 
Hos^taJs and charities, 1896—2647; oottage- 

54; handbook f 00^-294 
Hossfield's Spemish oompositionr-3749 
Houghton, Arthur Boyd : selection from his works 

m block and white— 2429 
Hound and horn ; or, the life and reoollectiona ol 

George Garter, the great huntsman — 3920 
Hoiurs of thought on sacred things: sermons— 

182 
Hours with the bible : New Testament, 3 yols.— 

2748, 2750 ; Old Testament, 6 vols.— 2742 to 

2747 
House decorations— 1225, 5531, 3622 
House drainage— 4370 
House duty— 1983 
House and hom^— 638 f 
House of Commons, 101^—277, 278, 501; ruined 

procedure of— 1723 
House 'of Halliwell, th&— 5536 
House of joy : fairy tales— 135 
House of surprises, •the— 2861, 3599 
House sanitation, Defectire— 5118 
Household of faitii, the— 1753, 1893 
Household insects— 42 
Household law— 5006 
Household of Sir Thomas More, the— 2039 
Housekeeper's account book for the year 1897— 

4913 
Houses, Dwelling — 365 
Houses of the labouring classes — 355 
How the bank at Monte Carlo was brokeiir— 1698 
How the city of Norwich grew into shap&— 3178 
How the devil was made— 2420 
How Dick found his sea-legs— 3218 
How to answer grammar and philology questioei 

—633 
How to catch trout— 2042 
How to teach swimming ui class — 3078 
How to train young ej^es — 1719 
How we made Rhc^esia — 3190 
Howard, Johtt— 3471 
Howells', W. D. : reminiscences — 3974 
Hudson Bay— 3365 

Hull and nei^boiirhood, Directoiy— 3997 
Hull House, Chica^, U.S.A.— 2801 
Human anatomy — ^60 
Human nature— 3976 
Human physiology— 2103, 4940, 4969 
Human race, The education of the— 3191 
Human understanding— 4009 
Humanity— 4452 
Human enterprise, 0—2654 
Humoui>-2836 
Humphrey dinker— 758 
Hunonback of Kotre Dame— 1111 
Himgary— 4325 ; and Budapestr-3274 
Hunt, Leigh— 1122 
Hunt, W. Holmanr— 4258 
Hunter's familisB minorum gentium. Vol. IV.— 

1923 
Hunting— 893, 1272, ,4720; fox-hunting-^5680 
Huntingdonshire and the Spanish annad a 66 2 
Husbai^ from the sea, a— 1311 
Husband's ordeal, 0—1274 
Hutchinson, Thomas, Life of— 3176 
Hydriotaphia and the garden of Cyrss— 1064 
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Hydro-Electrio methods in iiiedioin&— 2413 

Hydropotiiio establishments, Dictiooazy of— 1425 

Hydrostatics— 1372, 3573, 3371 

Hygiene— Ambulance lectures on home nurting 
and— 5388; of childhood-4629 ; diets for in- 
fants in healtii and in disease— 3691 ; disease 
and defectiye house sanitation — 5118; for 
beeinners— 5425 ; laboratory text book of 
pfublic health — 3674 ; obseryations on the con- 
struction of healthy dwellings — 5198 ; the new 
— 4996; of the nursery— 4994 ; plea for a 
simider life — 8554 ; theory and practice of — 
1215 

Hygienic treatment for l^e preservation of health 
—3179 

aouleota of the British Islands — 



Hymn tune book, with accompaniments, St. 

George's— 2508 
Hymnology--554, 2040, 3972, 5110, 5533 
Hypatiar— 5296 
Hypnotism, mesmerism, and the new witchcraft— 

1080 
Hysteresis-^nO 
I loved her onoe— 1379 
la: a love story — 1248 
Ice age— 2281 

Ice work: present and pas1>— 346 
Icdandic primer with grammar notes and 

glossaiT— 780 
Icones orchideamm anstro-afiicanarnm (or- 

chid8)^3377 
Idea of God, The— 14 
Ideal church. The— 1428 
Ideal of a universcd religion — ^2253 
Ideal suggestion through mental photography-* 

5002 
Idiomatic phrases — ^2695 
IdiomB, French— 3228; German, 200, 548 
Idler, The, 1896—142; Chri8tma»-^278 
Idyllists of the countryside— 2375 
Idylls and lyrics— 4722 
Idylls of the king. Parts 1, 2, 3—3296, 3298; 

Parts 4, 6—2237; Part 6—2678 
Idylls in drab— 5261 
Ill-matched pair. An— 4262 
lUominated manuscripts — English — ^266 
lUnmination — 1 527 
Ulnstrated Bible treasury — 6664 
Illustrated books— 5043, 6046 
Ulnstrated guide to the royal navy and foreign 

navies— 488 
UluBtration, Japanese — 6491 
Illustration of books. The— 1233» 6722 
Image of God, The— 1048 
Imaginary symposium and other papers— 4071 
Imagination of their hearts. The— 446 
Immortal life— 2233 

Immortalilr^, Christian doctrine of — ^2964 
Immunisation against serpent^s venom, and the 

treatment of snake bite with anti-ven»— 

2390 
Impecunioeity, Curiosities of — 761 
Imperatoris Justinian! institutionum libri 

quattuor— 3611 
:liiq»eiial— commercial federatioii^-2408; cus- 
toms union — ^2848; system of weights and 

mieasures— 4966 
Impetigo, Football — ^1 
llmpey, S. P., Leprosy in South Africa and 



spontaneous recovery from leprosy — 587 
Important man. An— 3242 
Impossible person. An— 3861 
Impressions and experiences, reminiscences of 

W. D. Howells— 3974 
Impressions of Theophraatus Such — 1022 
In battle and breeze— 2028 
In the beginning and the Adamic earth^-1685 
In the blue pike— 1960 
In Bohemia with Du Maurier — 4726 
In the cradle of the north wind — 3686 
In the day of adversity— 948 
In the day of battle— 4907 
In direst peril— 1667 
In the Dorian mood — 4773 
In the dragon's mouth— 4669 
In fair Florence— 100 
In a far country: semunui — ^2667 
In the garden of peace — 4707 
In the eipsiee' van— 3666 
In ffolden shackles — 4234 
In the green leaf and sere— 4586 
In haunts of wild game— 1137 
In the heart of the hills— 1460 
In homespun — ^2906 
In honours cause : a tale of the days of George 

I.— 4462 
In the house of the pilgrimage— 4726 
In jail with Charles Dickens— 3013 
In the kingdom of Kerry, etc. — 3426 
In the kinedom of the Shah— 3100 
In the land of harp and feather: Welsh village 

idylls-4936 
In a man's mindr— 4206 
In memoriam — ^794 
In my city garden — 2246 
In New England fields and woods— 1718 
In new South Africa — 6601 
In the Northman's land— 2383 
In Oban town— 2102 
In our kailyard— 4926 
In the power of two — ^2652 
In a sea bird's nest : stories — 3410 
In russet and silver: poems — 4606 
In rustic livery — 6362 
In scarlet and grey (Henniker), and the sceptre 

of the real (Hardy)— 2792 
In the shadow of the pagoda (Burma) — 6130 
In a silent world — 666 
In sunny Australia — 4842 
In this our world — 774 
In time to oome: novel — 3969 
In the wake of King James — ^2146 
In a West country— 4627, 6678 
In the vall^ of Tophet— 2139 
In Vanity Fair : cartoons — 4977 
In the young world — ^1338 
Incarnation — ^2149; principle of the— 4786 
Income tax and house duty — ^1983 
Inconsequent lives— 3626 
Incubated girl. The— 2066 
Incubators and their management — 3001 
Independent treasury of the United Statea— 

2823 
Index guide to travel and art-study in Europe 

— 3197; Kewensio — ^132; to a selection of 

Greek passages — ^1867; to periodicals of 

1895 — ^2807; to the genera and foramin- 

ifera. Part 2, N to Z— 3669 
Indexing, and precis writing— 754, 1118 
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India, The baba log, a tale of child life in — 6327 
Bobbery pack in— 2441; Britieh, Flora— 
5248 ; forty years of progress and reform^ 
3181; from a missionary jKnnt of view— 
3060; Incidents in— ^09; Indigenous 
drugs of — 3126; Invasion of, by Alexander 
the Great— 4028; Native statee— 4350; 
India office list— 1674 ; Sport in— 1501 

India's frontier— 894 

Indian and Oriental armour — ^1964; calendar-^ 
2552; empire— 2804; ideals. No. 1—1671; 
village community — 4783 

Indian journalist. Life of — ^755 

Indian, Story of the— 508 

Indian uncle. The — ^1126 

Individualism, The coming — 2018 

Indoor studies— 3388 

Induction coils and coil making— 4240 

Inductive logic — ^2417 

Industries — and wealth of nations — 6368; 
— ^workers on their — ^2735 

Industry and invention. The romance of — 3413 ; 
— and commerce during the early and 
middle ages — 3527 

Infants Magazine — 3981 

Infant readers — 4126 

Infantile mortality during* child-birth — ^1431 

Infants, Intestinu intoxication in — 6431 

Infancy, Management of — 4373 

Infection, Traumatic — ^164 

Infectious disease — ^2763 

Infective diseases. Etiology and prevention of 
—3870 

Inflammable gas and vapour in the air. Detec- 
tion and measurement of — 4364 

Influence of the Scottish church in Christen- 
domr-4380 

Influenza and diseases — 3928 

Injuries and diseases of the ear — 5551 

Inland revenue year book — 537, 638 

Inmates of the mansion — 4259 

Inn by the shore — 4202 

Insane, Handbook for attendants on — 658 

Inscriptions, Latin — 3894 

Insects— 1218, 1335, 2704, 2842, 4443; house- 
hold— 42; and other fruit pests — 5562 

Inseparables, The: a book for boys — 4351 

Inspection of meat. Practical Guide to— 1797 

Inspiration, Biblical : eight lectures — ^731 

Institutions of Italy— 1926 

Insalar floras — ^2423 

Insurance directory — ^740 

Intaglio engraving — 4809 

Integral calculus — ^2601 

Interest, discount, and profit and loss. Notes 
upon — 3647 

Intermediate state between death and judg- 
ment; see Eschatologry 

International bibliography — 3081; bimetalliam 
— 3317; co-operative congress — 4375; law 
—157 ; railway congress monthly bulletin-^ 
Vol. X.-^5419 

International scientific series — ^2934, 4248 

Interpretation of Greek music — 3306; of litera- 
ture— 2358; of the statutes— 1176 

Interpretation, Studies in— 4576 

Intestinal intoxication in infants — 5481 

Into the highways and hedges — ^1186 

Intoxicating drinks — 1782 

Invalid cookery— 3538; and hospital— 4598 



Invalids, Stray thoughts for— 764 

Inventions and their commercial defveltpment 
—2521 

InTeBtment»— 1834, 2228, 3356; guide— 2853 

Invocation of Saints. The— 2157 

Iras: a mystery — 4425 

Irish bardic talea— 2242; facsimiles— 2284; 
fairy and folk tales — 3342; national invin- 
cibleff— 3722; peasantry— 383, 1449, 1450, 
1899; Septr— 1768; women— 5201 

Ireland— 1033, 1167, 1494, 1868, 2482, 2668; 
Black's guide to— 1434 ; Great famine in— 
2921; Life spent for, W. J. O'Neill Daunt 
— 1485 ; prior to Anglo-Norman occupatioB, 
map — 5243 ; Report of recess committee on 
the establishment of a department of agn- 
culture and industries — 5408; six generar 
tions of friends in — 707; Songs and bal- 
lads— 5326; South-eaot— 3319; Young 
2698, 3446 

Ireland's poverty— 596, 5318 

Iron analysis. Tables for — 4236 

Iron and steel — 528 

Iron and steel industries of Belgium and G^er- 
manv — ^1117 

Iron and steel institute, journal, Pt. 2, 1895— 
560, 4590 

lion and steel. Tabulated weights of — 1123 

Ironclads in action — ^290 

Ironquill, Some of the rhymes of— 3982 

Ironwork, Bent — 732 

Is Barabbas a necessity? — 939 

Is natural selection the creator of species? — 
4509 

Is salvation possible after death ? — 3526 

Is sin a necessity? — 6229 

Isban Israel: a South African story— 3106 

Islam, The faith of— 3271 ; preaching of— 4266 

Island of Capri, The— 3488 

Island of Doctor Moreau, The— 1804 

Isle of Man, Black's guide to— 2300 

Island of Reunion— 5386 

Isle of Rogen: fairy tales — 4253 

Isle of Wight— 5273; The way about— 2307 

Isn't it wonderful?— 1861, 3789 

Isothermal transformation from the liquid to 
the gaseous state. Continuity of — 3232 

Israel and the nations— 4029 

Israel Mort: overman — ^2192 

Italian and English commercial correspondence 
—619, 4039 

Italian art. The midsummer of — ^252; schools 
of painting — 641 

Italian highways — 5295 

Italian literature — 4362 

Italian self taught— 801 

Italy— 4727; and her invaders— 1661; and Boms 
—5029; The institutions of— 1926; Ben- 
aissance architecture — 4245 

Ivan Graham— 2239 

Ivanhoe— 2535, 2548, 3261 

Jack— 4403 

Jack and his brothers: stories for little chil- 
dren— 3441 

Jack at sea: story— 4463 

Jack Beresford's yam: an ocean romance— 4871 

Jack Stapleton, or the romance of a coral 
island— 3946 

Jack's yarns, or perils in the Pacific— 3812 

Jackanapes, Daddy Darwin's dovecot, and Tba 
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story of a short lif&— 1974 
Jackson's cyclist's guide to Yorkshire — 2316 
Jacob Faithful— 2107 

Jacob's ladder and how Jacob cUmbed it — 1543 
Jacques Hamon— 4826 
Jamaica, 1896—1200 
Jamee, or virtue rewarded — 2054 
Jameson, Bev. John: stories of his life and 

work— 3988 
Jameson raid. The — 3240 
Jane Eyre— 931, 3808, 4317 
Janet's boys— 2093 
Jansenism — 1481 
Japan — 4528; Agitated— 2522 
Japanese Alps— 4979 ; illustration — 5491; litera- 
ture — 4813; marriage — 4148 
Japhet in search of a father — 5335 
Jaws of death. The— 2288 
Jefiferies, Richard — 4946 
Jcfferies' land; Swindon and environ»-^603 
Jellaby's housekeeper — 1663 
Jenny Jones and Jenny, and other tales from 

the Welsh hills— 3010 
Jeremiah, Double text of— 4164 
Jemingham letters. The — 5277 
Jeopry the dreamer — 3624 
Jemsalenii— 2068, 3184 
Je8s^-3942 
Jesuits— 2362 

Jesus Christ— 1683, 2361, 4168, 4585, 4681, 
6129, 5197; the home friend— 1778; Ufe— 
900; the poet— 3973; Testimony of the 
four gospels concerning — 3316, 3726; De- 
votion to the heart of — 1481 ; New life in— 
5175 
Jewish ideals — 562; life in the middle ages — 
3754; religion— 2729; scriptures — ^1520; 
jeaac book — 3545 , 

Jewitt, John, Adventures of — 1577 
Jews, History of — 85, 4619; Jewish monarchy — 

1760 
Joan and Mrs. Carr — 1265 
Joan of Arc— 156, 1610 
Joan Seaton— 4287 
Job, The book of— 3989 ; modem reader's Bible 

,. —2127 
Jock o* th' beach — 4494 
Johannesburg — commercial map — 5416; in 

arms — 1337 
John, St., Commentaiy on — ^202 
John, Bk. I.-X., Origen's commentary on — 5348 
John Bull in Egypt, Venezuela, and the Trans- 
vaal, The case of— 3604 
John Chinaman: his ways and notions — 2350 
John Gabriel Boorkman : a play — 3268 
John Halifax, gentleman— 67, 4385 
John Westacott: a novel — 3775 
Johnson, Dr. Samuel — 354, 460; Boswell's 

life of— 1623, 3803 
Johnson, William and Lucy, Missionary life 

of, in Madagascar — 4422 
Johnson's officii handbook of cattle fairs, 

markets, auctions — ^1890 
Joint stock companies— 567 
Jones, Sir E. Bume— 4258 
Jones, Jenkin Lloyd: faithfulness— 4223 
Joubert, Penates de — ^2440 
Journal of Joachim Hane — 615 
Journal of pathology and bacteriolozy, Yol. 
IV.. No. 1—3040 



Journal, inet. electrical engineers. No. Ill — 

559, 124, 1124, 3180 
Journal, iron and steel institute, 1895 — 660,4590» 
Journal of the Boyal Society of Antiquaries of 
Ireland, Vol. Vl., Part. 2, 5th Series— 3650 
Jordan, Dorothea — 5201 
Joseph Bushbrook, or the poacher— 4041 
Joyce's little maid— 3105 
Jubilee calendar for women of the British 

Empire — 5057 
Judaism, Studies in — ^2196 
Judea— i244 

Judge of the four comers, A — 943 
Judges (modem reader's Bible) — 6356 
Judicature quarterly review — January — 865 
Judy, a jilt : novel — 3856 
Juggler and the soul— 4684 
JuglandacsB of the United States — 2586 
JuUan Home: a tale of college life — 3901 
Julian Karslake's secret — 1203 
Julian's vision and other poems — ^2822 
Julius Cnsar— 1297, 2204 ; Questions on Shakes* 

peare's — ^159 
Jun^ffrau von Orleans, Die— 1285 
Jupiter, Rotation period of the garnet Bpot om 

—3236 
Jurisprudence— 2940, 3968, 4040 
Justification of Andrew Lebrun — 5038 
Justinian digest, XVIII., 1—5283 
Jute spinning — 5586 
Kaffir circus. The— 3128 
Kalendars; see Calendars 
Karakorams and Kashmir — 2701 
Karezza— 3698 
Karma^-1463 
KJanna yojga-^2261 
Katawumpus kanticles— 4615 
Kate Grenville— 2129 
Kate Baybum — 4397 
Kate's wise woman — 1892 
Kathleen O'Leovan: a fantai^ — ^1066 
Keats, John (studies in interpretation)— 4575 
Keep^s travels in search of his master — 1907 
Kells, Book of— 1421 
Kelly's directory of Cambridgeshire, Norfolk,. 

and Suffolk— 3996; Lincolnshire— 3997 ; 

West Biding of Yorkshire — 4618 
Kemble's coons— 5288 
Kempis, Thomas h. Imitation of Christ, golden 

thoughts from, selected by J. M. Lindsay 

—4223 
Ken, Thomas- 1920 
Kenilworth— 2538, 8657 
Kent magazine. No. 1, Vol. 1 — 331 
Kent, Weald of. Lays and legends of the — 499* 
Kentucky Colonel, A — ^2952 
Kenworthy, John C. : humanitarian view ; social 

conditions and treatment of animals (new 

charter)— 3615 
Kerguelen islands. Deep and shallow water 

marine fauna of — ^198 
Key to labour problems, A — 3867 
Kickleburys on the Bhine — 5505 
Kidd, Dr.— 4709 
Kidney, Pathology of the contracted granular 

—2819 
Killbojlan bank— 2092 
Kilmainham memories — 3525 
Kilwinning, Mother lodge — 5290 
Kindergarten— 1886, 3029, 3328, 3934, 4216; 
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dramng — 473; geometzy— 2946, 3636; paper 

folding— 1086 
XiiLematics — 5563 
Xinietics — 5563 
Kinroe^— 1165 

Xing, and a few dukee, A — ^1911 
King for a summer — 4771 
King Kenry IV., Part 2—4864; Y., 3663. 4864; 

VI., Parts 1-3—2557 
King John— 2558 

King Matthiaa and the beggar boy — 3991 
King of love. The: Christ's life— 4168 
King Pippin^-6186 
King Richard II.— 2558; III.— 2558 
King's baby. The— 4129 
King's book. Bibliography of the— 2287 
King's huzzar, A — 1930 
King's leman. A— 2878 
King's Own— 621, 3688, 8589 
King's stirrup. The— 2124 
Kingdom of God on earth — 3787 
Kingis Quair, The authoiship of — ^2644 
Kings (modem reader's Bible) — 5355 
King's gardens. The: allegoiy — 4460 
Kings in exile— 1943 
Kings of Norway, Stories of the — ^1192 
Kings, Theory of the diyine right of — ^1517 
Kingsford, Ajina: hear life, letters^ diary and 

works— 178 
Kinffsley, Charles: works — 5296 
Ki|>Ung birthday book. The— 4624 
Kiriak : or the hut on hen's legs — 2187 
Kirke's handbook of physiology — 3495 
Kirstin's adventures — ^1138 
Kirsty's prince — 5503 
Kitchenmaid, The: or someone we know vecy 

well; child's play — 4624 
Kites— 5001 
Kitty the rag— 4814 
Kittys engagement — ^1361 
Kneipp. cure— 1589 
Knibb, William: misBionary — 1766 
Knight of the nineteenth century, A — 3248 
Knightage— 4411, 4413; Burke'fr-5087 ; Dod's 

—5152; Lodge's^--5314; Shilling^280 
Knighte*s tale, ^e— «70 
Knitting— 3254, 4279 
Knowledge, Vol. XIX.— 5297 
Knowledge, duty and faith— 1821 
Knowledge, Theory of— 1096 
Knox, John— 2049 
Koran, The— 1195 
Kriegspiel, the war game — 1067 
KurSstan— 4539 
Laboratory text book of public health — 3674; 

work— 1132 
Xabour— 1309, 2315, 2595, 3867, 3888, 4307; 

annual — ^1897; Atlas of— 4274; problem-^ 

1956; question in Britain — ^1491; SociaHsm 

and strikes — ^1069 
Labouring classes. Housing of the— 356 
Ladakh, Sport in— 769 
Ladies first— 2248 
Ladies on horseback — 2145 
Xady Betty's twineh— 4203 
Lady Bramber's ghost— 3839 
Lady in black. A— 1362 
Lady Levallion — 4992 
Xady Lohengrin— 1812, 5559 



Lady of the Lake— 229, 2524, 6449; Canto 6^ 
1290 

Lady of quality, A — ^946 

Lady Val^s elopement — ^1862 

Lafarge, John: artist and writer — ^1793 

Lamb, Charles and Mary: their lives, friend% 
and correspondents— 4546 

Lamb, William, extracts from his diarj; 
McCheyne from the pew — 5238 

Lamballe, Princeese de — 5358 

Lambert, C. W.: missionary — 5299 

Lambeth conferences, 1867, 1878, 1888 — 5142 

Lamennais, Abb^ de, and the liberal catholic 
movement in Prance — 4498 

Lamplighter, The-3115 

Lamps and pitchers and other addresses to 
children— 1650 

Lancashire cookery book — 4004; pocket ooanty 
companion— 438 

Land laws — 687; q[ueetion in N. Wales— 4196; 
tenure by registration — 1702 

Land of an African sultan. The — 3501 

Land of gold. The— 2172 

Land of the hibiscus blossom — ^1210 

Landmarks of Old Testament history — 2765 

Language — ^2043; Anglo-Saxon — 5495; English 
—2587, 3456; French— 5017, 5166, 5638, 
6384; GaeUo— 2101; Italian— 4039; Latin 
-—6310, 5360, 6420; Polyglot— 3971 ; Spanish 
—5101. 5254 

Langue Anglaisei, La — ^1336 

Laodicean, A.— 117, 1077 

Lapraik, John : poems — 3266 

Las Casas, Bartholomew de: life — 3613 

Last of the Haddons— 3216 

Last of the Mohicans — 3104 

Last touches. The: novel — 3847 

Last years of St. Andrewa— 926 

Late m Ufe— 1699 

Later lyrics — ^1390 

Latemal line system. Discussion on — 3862 

Latin and Greek translation — 3716 

Latin grammar and examination questioiis, 
Digest of— 4294 

Latin handbook — 3876; inscriptions — 3694; 
prose — ^712; composition— 5420; Student's 
companion to— ^5350; textual emendations 
based on Plautus text — 5310; translation— 
3715 

Latitude, traverse tables showing the difer- 
ences of, etc — 3798 

Latour, Gaston de— 4091 

Laugh and learn : nursery lessons and eames— 
3977 

Laundry management — ^2077, 954, 1757 

Lavengro, The scholar, the gypsy, the priest- 
Law — ^Abstracts of the wills of the Mather 
family — 4840; Agency — ^925; Agricultural, 
2033; Agricultural rates act— 3263; An- 
cient Revenue — 110; Annual digest— 1181; 
. Annual practice— 4153 ; Annual statutes— 
585; Auditors— 2164 ; Bastardv— 623 ; Bills 
of sale— 836; Boundaries and fences— 6266; 
Building and land societies — 3433; Canon 
—702, 6424; Chitty's statutes— 586; Com- 
mon— 3810; Compensation — 1432; of con- 
tract— 1518 ; Contracts— 2661 ; Convey- 

. .ancing — 58, 5291; Copyhold enframbhiss- 
ment and the copyhold act, 1894—2372; ol 
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copyholds— 220^; Copyright — 4307; County 
court appeals^ certiorari, mandamus, and 
prohibition — ^2346; County court practice — 
243, 5307. 6470; Criminid— 5230 ; Digest af 
the laws of England— 3436 ; Distress— 
1482; Domestic Relations— 2709 ; Equity— 
2240; Every man's own lawyer — 463; 
Factors — 5058; Factory and workahope 
acts— 2182; Finance act — 5133; Hints as 
to advising on title— 2396; Horses— 2922; 
Household — 5006; Imperatoris Justiniani 
institutionum — 3611 ; International — 157 ; 
Joint stock companies — 567; Judicature 
quarterly— 865 ; Jurisprudence- 2940, 3968, 
4040; Justinian digest — 5283; Leading 
cases — 1308; Leading cases in com- 
mon — 2046; Legal handbook — 
3195; Licensing — ^785; London building 
act, 1894 — ^2386; MaJbLomedan— 320 ; Mari- 
time codes of Spain and Portugal — 4796; 
Mayor's court practice — 2760; Militaiy— 
3474, 4787; Motor caiv-5308; Negotiable 
securities— 3032 ; New guide to the Bar — 
2487; Notes on registration— 3269 ; of the 
comer— 2249 ; Ortolan's Roman— 5384 ; 
Parliament house— 5398 ; Patent— 457 ; 
Perusing titles — 3454; Political, of South 
African Republic — 2099; Probate practice 
—3718; PuUic health— 1612; Railway 
cases— 3385; Railway of Canada— 1818; 
Real property— 4996 ; Registration cases — 
1843 to 1896— 2520; Registration of British 
ships— 3921 ; Residential and business flats 
—916; Soots— 5364; Scots, Encyolo. of. 
Vol. III.— 5212; Scottish licensing— 5418 ; 
Statutes— 1176; Statutes of practical 
utility— 4011; Summary jurisdiction (mar- 
ried women act, 1895) — ^1613; Supplement 
to death duties — 6317; Theory of legisla- 
tion— 4296; Torts— 3411; Trustees, 1866— 
6347; Yaccination acts, prosecutions— 870; 
Winding-up and reconstruction of com- 
panies — ^1506. 

Law and custom of the constitution, Pt. 2, The 
Crown— 1393 

Law and lawyers. Curiosities of— 3641 

Lawn tennis— 3223 

Lawson, Yice- Admiral Sir John: life— 2364 

Lawyer in history, literature, and humour. The 
—1828 

Lawyer's secrets, A — ^2454 

Lawyer's wife, A — ^2740 

Lay of the last minstrel— 230, 2525 

Lays and legends of the Weald of Kent— 4998 

Lays and verses — 1914 

Lays of the heather— 2098 

Layman's day. The— 06 

Layman's introduction to the book of common 
prayer — ^1966 

Lay preacher's guide— 3679 

Lazy tours in Spain and elsewhere— 4727 

Le Fanu, Joseph Sheridan: poems — 5306 

Le Querdec, xves: letters of a countiy vicar— 
4637 

Leadbeater, C. W. : theosophical view; brother- 
hood of all that lives (new charter) — 3616 

Leading cases on various branches of law — ^1308 

Leami^^n, Black's guide to— 1664 

Leather trades directory, 1896—1683 

Leaves from a diary in lower Bengal— 4007 



Leaves from the life of an eminent fossil — ^1441 

Leaves from the note books of Frances M. 
' Buss— 3825 

Lecan, The yellow book of— 2284 

Lectures— on ecclesiastical history — 4458; 
French literature— 4431 ; on justice, police, 
revenue and arms — 4150; on man— 3472; 
on religion — 3635; on the histoiy of philo- 
sophy — 1087; to sanitwy officers— 1090; t» 
voung men — ^17, 903 

Leday in her ain right — 4617 

Lee, Samuel— 2080 

Leeway: a novel — 3998 

Left on the prairie— 3422 

Legal handbook— 3195 

Legend of Montrose— 742, 2534, 4136 

Legends and miracles of Buddha — ^2360 

L^ends of the Blessed Sacrament — ^23T 

Legends of Florence— 1596 

Legends of the Wagner drama — ^1808 

Legerdemain^^664 

Le^slation, Theory of — 4296 

Leicester iJmanao — ^767 

Leicestershire and Rutland notes and queriee 
—768 

Leigh, Rev. Samuel, what he did for the con- 
victs and cannibals— 3994 

Leila, Calderon Pausanias — 5321 

Leisure readings — 60 

Leitrim, Mary Countess of — 5201 

Lent — 651 ; in London : sermons — ^1146 ; a Len- 
ten letter— 1356 

LepidopteTar-2068; Indicar— 4719; Vol. II. — 
1187; Part XXV.— 2874; of the British 
isles. Part. XXX.— 896; Part. XXXIL— 
2304; Part XXXIII.— 3369 ; Vol. Ill— 
4280; 

Leprosy — 587; 1116 

Lesbia: a study — 1315 

Lesser light: some of the minor characters of 
Scripture— 1874 

Leasing, Gotthold Ephraim — ^2208; Minna von 
Bonnhelm— 2082 

Lessons in En^^lish for beginnem— 3394; oib 
living — ^1794 

L'Estranfife, Roger, Adventures of— 4013 

Lesyko tne bastard; a tale of Polish grief — 
5026 

Letter to girls on music — 1882 

Letters — ^archseological and historical, relating 
to the Isle of Wight — 5273; of a country 
vicar, Yves Le Querdec— 4637; received by^ 
the East India Co. from its servants — 
4643; to the clergy— 2184; to young^ 
shooters — 4488 

Levant, A wandering scholar in the — 128 

Lever, Charles: life — 5181 

Leviore plectro : occasional verses — 61 

Liberal Catholic movement in France — 4498 

Liberty and authority in matters of taste— 989* 

Library, Vol. VII.— 604 

Library association handbooks: No. 7, Adop- 
tion of public libraries acts in England and 
Wales^2389 

Library of early Emjlish writers, Vol. 2: 
Richard Rolle of Hampole— 3647 

Library of economics and politios. Vol. I. — 
2823; Vol. H.- 2971; Vol. VII.— 2624; 
Vol. VIII.— 2666; Vol. IX.— 2694; Vol. 
XIV.— 3025 
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Library of the dean and chapter of York: 
Catalogue of the printed books — 5011 

Libraries, Cardiff— 2620 

Licensed victuallers legal text book and al< 
manac, 1896—588 

Licensing law — ^785; Scottish — 5418 

Licia, by Fletcher — 425 

Lies and liars — ^2446 

Life the accuser: a novel — 3809 

Life after death— 394, 4400 

Life and adventures of Martin 
4417 



Linked lives— 3381 

Linlithgowshire, Poets and poetry of — 4303 

Linnean society general index to the first 20 

volumes of the journal (zoology) — 1600 
Liquefaction of gases — ^1976 
List of members of the Boyal Irish Academt 

—2516 
Litanies to Tanit: poem — 5574 
LitenOT and lake reminiscences (De Qnincey)— 

ChnBzlewit^ Literary and philosophical essays — ^1149 

Literary Lonaon: reminiscences, 1779-1853— 



Life and death of Jason: poems— 2889 2950 

Life and labour of the people in London, Yol. 7 Literary remains, with a memoir: Charles 

—351, 4307 Stuart Calverley— 4340 

Life and times of Napoleon, Metrical history of Literary shop. The, and other tale 



-2461 



—1092 
Life, Conduct of— 3554 
Life, Entering on— 2754 
Life for a life— 418 
Life here and hereaf tei^ 
Life in Arcadiar— 2720 
Life in a government office— 3875 
Life in ponds and streaiuB — 4486 
Life interest, A — 4233 
Life of love: a course of licnt leoturee— 22 
Life of Nancy and other stories— 143 



*74 

Literary study of the Biblo— 653 

Literature— 2613, 5119; English— 3006, 3043 

French— 2815, 4131, 4431; German— 4859 

Interpretation of— ^2358; Italiaar-^i362. 

Nineteenth century — ^728; Originality in— 

3770; Beal and ideal in— 4905 

Literature, Boyal society of : transactions, 2nd 

series, Yol. XYIII., Part 1—4832 
Lithographs, Whistler's— 3027 
Litholapaxy— 3143 
Lithology— 846 
Life of our ladye, scriptural, traditional, and Little book of plays for professional and ama- 

topographical— 4747 teur actors — 5045 

Life of privilege. The — 4764 Little boy's own book— 1601 

Life of the waiting soul in the intermediate Little duchess. The— 2243 

state— 2189 Little journeys to the homes of American 

Life spent for Ireland (J. O'Neill Daunt— 2684 authors— 4646 

Life that is easy. The— 1568 Little, Lady Lee: novel— 956 

" ~ Little Ladybird— 3713 

Little larrikin, Tho— 3310 

Little lass and lad, A — 4955 

Little Marie: tales — 4197 

Little men in scarlet, The-^019 

Little Miss Conceit — 3347 

Little Sir Nicholas— 3550 

Little Wanderlin and other fairy tales— 6286 

Little women and good wives — 3049; or, Meg, 

Jo, and Beth— 303 
Liturgies— 168, 171, 1965, 2086, 4616, 4921. 

4976, 5231, 5438 
Liver, Enlarged cirrhotio — 3473 
Liverpool mrectory — 5287; guide — 3570; 
Walker art gallery autumn cochibition: 
catalogue — 4198 



Life, The use of— 600 

Life's everydayness— 4781 

Life's quest — 5514 

Life's secret, A — 5557 

Life's struggle, A — 524 

Lifeguardsman, The— 4853 

Light— 4162, 4182, 4447; and colour— 2298 ; and 

sound— 4222 
Light artillery— 1958 
Light and leading, Yol. I. — 5253 
Light from the land of the sphinx — 6000 
Light of his countenance : the sermons — 2782 
Light of Melanesia: a record of thirty-five 

years' mission work in the South Se^ 

4714 
Liglit of the world. The— 3766 
Light on the Path, Karma, Green leaves— 1463 Lives of British admirals— 4529 



Light railways— 1626, 4607 

Light that came. The, and other dreamings: 
allegories— 3434, 5144 

Light that lies. The— 4366 

Lighter life. The : dialogues and sketches — 4968 

Lillcy, Rev. A. L. Church's view: Christian 
spirit and ideal (new charter) — 3615 

Limb, The— 2283 

Limitations: novel — 3788 

Lincoln, Abraham : a poem— 4237 

Lincoln, Abraham, and Garfield — 3192 

Lincoln and Beverley (cathedral cities)— 4347 

Lincoln's inn. Lyrics of — 2600 

Lincolnshire, the town of Hull and neighbour- 
hood. Directory— 3997 

Lindisfame, Sketches of — 5360 

Lindsay's girl: a novel — 1639 

Linear perspective — 4701 
Lingidate wolfias of the United States— 2583 



Lives of the poets, Yols. 1 and 2—1579, 1580; 

Yols. 3, 4r— 2437, 2438; YoL 5—2820 
Lives of the saints— 38, 39, 40, 41 ; April— 

1445; Mav— 1896; June to December- 

2324 to 2330; for every day in the year— 

4497 
Lives that came to nothing — ^583 
Living, Lessons on — ^1794 
Living lie. A— 924 
Livingstone!, David — ^1539, 4709, 3244 
Livy, Book XXH.— 2453, 5312; Hannibaliaft 

wai^ll57 
Llandudno, Guide to— 1898 
Llan£follen, Yale of — 3313 
Local government act, 1894 — 1658; option— 

373; rates in England — 382 
Local preachers and village methodism— 452 
Lookwood Godwin; a tale of Irish life — 3054 
Locomotive engine and its development — ^778 
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XLocomotive mechanism — 4111 

Locusts and wild honey — 1443 

Log of a privateersman. The — 3854 

Log- book of a fisherman and zoologist — 4331 

Log book of a midshipman — 1546, 3944 

Logarithms — 533 

Logic— 837, 1278, 1365; deductive— 5191 ; in- 
ductive— 2417 ; symbolic— 387, 3083; and 
metaphysics — 1967 

Lombard Street; a description of the money 
market— 1840 

London and environs — ^2617; map — 3280; area 
and weald; geological survey sheet— 486; 
3riehton and South Coast Bailway — 1605 ; 
Building act, 1894 — ^2386; Burial grounds 
— ^2422; Church work in— 5049; Churches 
•of the 17th and 18th centuries— 1863; 
City churches— 3196; City directory— 975 ; 
in 1896 — 2456; life and labour of the peo- 
ple, Yol. 7, 351—4307; literary 1779 to 
1863 — 2950; Mathematical Society pro- 
ceedings. Vol. 26 — 1606; matriculation di- 
rectory— 692; New guide to— 2140; plea- 
sure gardens of the 18th century— 5008; 
The Queen's — 695; Reliques of old — 5534; 
round — ^2958; street names — ^2405; to Pui- 
ham — 424; university guide — 4649; water 
supply— 2726. 4550 

London city. Modem history of, 6641 

London legend, A — 172 

London pride : novel — 3804 

London reminiscences — 5747 

London visions: poems — 5047 

Long chase. A— 3602 

Long Island, IT.S.A.— 4471 

Long odds— 4880 

Longmans geographical series. Book I. — 1155; 
Bk. II. The world— 2457; Bk. III.— 2841, 
3575, 3710; magazine. Vol. 27—1608; Vol. 
28—4651 

Longshoreman, The — 5440 

Long Walls, The: An American boy's adven- 
tures in Greece-^320 

IiOokin|f up said looking down — ^1871 

Loose leaves from a minister's manuscripts— 
5595 

Lord Edward Fitzgerald : an hintorical romance 
3070 

Lord Harborough — 2706 

Lord of the Isles, The— 2526 

Ijord Vyet, and other poems — 5048 

Lord's supper, its meanings and teachings — 
1469 

Lorenzo de Medici and Florence in the 16th 
century — 888 

Loss of John Humble, The— 4074 

Lost Christmas tree, and other little stories 
and verses for children — ^2370 

liost habits of the religious life— 2509 

Xiost in Maine woods — 3530 

Xiost pibroch and other shelling stories — 1197 

Lost possessions of England — 594 

lioet Stradivarius, The — 1029 

lionis XI. et Charles le T^m^raire — 1182 

Louis XIV., The centurr of— 4310 

liove adventures of Al-Mansur — 1068 

liove affairs of a bibliomaniac. The— 2715 

Love and laughter : A legacy of verse— 36 

Ifove is enough : poem — ^2892 

liOve me little, love me long — 1254 



Love's labour lost — 2553 

Loveday : A tale of stirring times — 1371 

Lovely girl, A — 5264 

Jjover's breast knot, A — 4954, 5241 

Lover's tale. The : and other poems — ^2678 

Loving service — 4446 

Loving whispers — ^2165 

Low tide on Grand Pre : a book of lyrics — 5098 

Lower life. The: novel— 3940 

Lucan, De Bello civili Book VII.— 4020 Phar^ 
salia — 4653 

Lucia— 3607 

Lucian, somnium and piscator — 601 

Lucilla : An experiment— 2222 

Luckiest man in the world. The— 4230 

Lucy's temptatiour— 4897 

Ludicrous, The theory of the — ^2836 

Ludwi^ and modern physiology — ^2966 

Lumleian lectures, 1896—4434 

Lunacy — 558 

Lunar theory — ^934 

Lundy Island, Coasts of Devon and — 5394 

Lure of fame. The— 1102 

Lute of AppoUo, The: music — 3949 

Lynton, Lynmouth, etc., guide — 2911 

Lyra hieratica: poems on the priesthood — ^922. 
928 

Lyrical verse from Elizabeth to Victoria— 419 

Lyri.cs in prose — 5146 

Lyrics of Lincoln's Inn— 26(X>— Welsh — 4208 

Lysons, Sir Daniel: early reminiscences — ^2846 

Mabinogion (O Lyfr Coch Hergeot) — 4656 

Macaire: play — 1088 

Mc'All, Robert Whitaker— 2094 

Maoaulay, Lord : life and works, Vol.I. — 4026, 
Vol. III.— 5324 

Macbeth- 2979 

McCheyne, R. M. — 4709; from the pew— 5238 

McCoeh, James: life — 5354 

Mackay, Alexander : the hero of Uganda — ^2830 

Mackenzie, Peter — 1948 

Mc'Leod of the Camerons — 4633 

Macleod, Norman— 4709 

Macmillan, John of Balmaghie — ^2951 

Macmillan's class time table — 3139 ; geography. 
Readers, Book V.— 3201; Magazine, Vol. 
73—1630; school time table— 3140 

Machinery— 2385, 4926; and apparatus for 
manufacturing chemists — ^240 ; the curse of 
—3888; handbook of. Section 1—2612; 
refrigerating and ice-making— 788 

Madagascar and Ashantee — 2649; before the 
Conquest — 2982; in war time — 1590; 
missions — 4422; West Coas1>— 4161 

Madame Lamballe — 3751 

Madeleine and other poems — 6217 

Madison, Dolly — 2765 

Madonna of a day — 439 

Magazines— Art journal for 1896—4267; Bad- 
minton, Vol. II.— 2301, 5028; Band of 
hope review — 3778; Botanical — 6347; 
British workman — 5072 ; Century — 1454, 
Vol. LII. — 3404; Chapman's magazine of 
fiction. Vol. Ill— 1935. Vol. IV.— 3424; 
Chatterbox — 4363; Children's friend — 
3841; Christian progress — 5068; Dublin 
review — 3889; Evangelist montiily— 4214 ; 
Evergreen— 6167; Family friend—- 3899; 
Friendly leaves— 6193; Friendly visitor— 
3917; Golden penny, Jan.- June, 1896-^ 
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2762; Idler^ ChrigtmnB 5267; Infaafa 
magfazine — 3981 ; Intematioiial railway 
cong^ress — 5419; Liffht and leading — 5253; 
Longman's, Vol. XXVII. — 1608, V6U 
XXVni. — 4661; Macmillan'a, VoL 
LXXIII.— 1630; Monthly bulletinr-^6419 ; 
Morning watch — 5363 ; Mothers in council 
—5365; Net caat, etc.— 5377; Oxford-* 
5392; Pelican record— 5400; Prize— 4793; 
Pnpil teacher and schcdarship student, V<^ 
v.— 4106; Qoartier Latin, No. 1—3234; 
Quarto— 2948; Eeliquary, Vol. II.— 4118; 
Beyiew of reviews — 5584; St. Nioholafl-^ 
1729, Vol. XXIII.— 3654; Savoy— 6446; 
Scribner's, V<^. XVIII.— l736,Vol. XIX. 
3267; Strand— 5489; Slarand musical— 
5490; Studio, V<d. VII.— 2999, 6589, Vol. 
VIII.— 5590; Teacher's montl^. Vol. IV. 
—3705; Theatre, Vol. XXVII.— 3303; 
Windsor, Vol. IV.— 4997; Woman's life. 
Vol. I.-II.— 3038; Young standard bearer 
—5012 

Magdala— 1762 

Maggie: a child <^ the streets (New T<»k)-» 
3423 

Maggie's life work— 4466 

Magi, The book of the— 4281 

Magic — 3789, 4014; and mystery — ^1861; and 
sorcery — 2067 

Magic lanterns, modem — 327 

Magical ritual of the sanctum regnum — ^2450 

Magnetic circuit in theory and practice. The— 
1497 

Magnetism — 3186,4741; and electricity-— 4219; 
and the deviation of the compass— 1180; 
terrestrial — ^2305 

Magnetite, Temperature, variation of, the 
magnetic permeabUily of — 3782 

Ma^ie jacket. The — 4506 

Maios in a market garden — 5209 

Maine, Sir Henry, Theories .and criticisms of 
—2378 

Maiolica— 3470 

Maisonette — 5454 

Make beUeve — 5319 

Making a fishery— 5219 

Making his way— 4084 

Making of the British empire,1714-1832 — 3604 

Malabari, Behraraji, M., liife and times of — 
^-- '3181 

Malady of the century. The— 2917 

Mallett, David: poems— 3266 

Malombra— 1035 

Mameluke, or slave ^mastjr of Egypt — 666 

Mammals, geographical history of — ^2844 

Maiden's progress : A novel in dialogue— 552 
2431- 

Man, early history and final destiny of — 73; 
lectures on — 3472; present evolution of — 
703 

3lan (stories)— 3419 

Man amongst men. A— 4664 

MJBin and a woman — 832 

Man and his markets — 3577 

Man, The Christ in— 1448 

Man from the snowy river, and other yerses^ 
1693 

Man of genius, A — ^2904 

Man of honour. A— 4595 

Man of Sorrows, The— 2361; and the joy that 



was set before him — 6129 
Man of to-day. A— 1642 
Man on the march. The— 3098 
Man, The whence and whither of— 2244 
Man who became a savage, llie— 4667 
Man who disappeared, "nie — ^2177 

Man's foes. A— 2231 
Man's helpers— 60, 1908 

Management oi infancy, 1110—4373 

Manchester — 650; conference of the society of 
friends : verbatim rep<nrt — 615 ; Si^ord and 
suburbs, directory of — 5466 

Manchuriar— 1387 

Manoo, the Peruvian chief — 4623 

Mandamus — ^2346 

Manhood, The religion of — 4368 

Manitoba^^673 

Mankind, Vol. I.— 3238 

Manning, Cardinal— 104, 214, 1190, 4408 

Manor, Coombe— 3101 

ManuflJ instruction, drawing — 1850; of electri- 
cal undertakings — 4489 ; of method, a new 
— 1531; trainin£f for tiie standards— 869; 
of Catholic philosophy (natural thedogy) 
—23 

Manual pratique de la correspondence et des 
operations de commerce. Part II. — 2^ 

Maniuacturers and properties of stmctural 
steel — 3396 

Manures — 302, 507 

Manuseripts, autoCTaphs, charters, seals, ffln- 
minations and bindings eodhibited in the 
manuscript department of the British 
Museum — 364; English illuminated— 266 

Many dimensions — 3963 

Many incentives to love Jeons and his sacred 
heart— 1633 

Maori — stales and legends— 4357 ; tattooing— 
2513 

Maps — 4103; Cyclist's route map of England 
and Wales— 2681; England and WaLes— 
459; geological of Africa, south of the 
Zambesi — 2571; Johannesburg — 5416; 
London area and weald-^86; London and 
environs — 3280; Matabeleland — 1355, 
5185; Modem Europe — 5243; Physical 
sketch ma]) of Europe— 3281 ; Boyid wall 
atlas, British empire — ^2961; Transvaal— 
3308; Turkey— 4769; Western Australia- 
1366; 6484 

Mar^eau Fran9ois Severin, 1769-1796 — 146 

Marcella Grace — 4731 

March hares— 2724 

Margaret Drummond, millioiiair« : a noTiri— 
819 

Margaret Grey— 2302 

Mana Stuart— 1286 

Marian reaction in its relation to the Engliih 
clergy-^192 

Marie Antoinette— 1196; Memoirs of the Court 
of— 381; of France— 2562 

Marine engineering — 813 

Marine fauna of 1^ Kerguelen Islands — ^198; 
fishes of the British Islands — 6132; 
organisms and the conditions of their 
environmNits — 5371 

Maris Stellar~4273 

Maritime codes of Spain and Portugal— 4799; 
notes and queries. Vol. IX. — 3586 
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Market towns and villages of old Wiltshire— 
4427 

Marlowe, Clirifitopher and Belphegor — 642; 
liistorical plays— 4448 

Marm Lisa — 4217 

Marmion — 2527 

Marooned on Australia — 3904 

Marquetry — 433 

Marred in the making — 1744 

Marriacfe — 180, 1374, 4514; and divoroe— 320; 
and divorce. The church's dicipline oon- 
cerning— 3492; ethics of— 3698; of di- 
vorced persons in church — ^936; popular 
instructions on— 105; question. The: 
manual of notes for parsons — 4021 

Marriage by capture, A — ^940 

Marriage ceremony, A — 3391 

Marriage mystery, A — 4578 

Married or single— 5125 

Mars— 2090 

Marsena— 1528 

Marsh leaves: nature studies— 456 

Martin Chuzzlewit — 4417 

Martin Noble— 1363 

Martdneau, Harriet — 635 

Martyr missionary of Thibau: C. W. Lambert 
—6299 

Martyrs of Hell's highway — 4180 

Mary, blessed virgin — ^292 

Mary : a nursery story for very little children — 
192 

Mary's meadow, and other tales of fields and 
flowers— 1975 

Mashonaland— 1492 

Mask and a martyr, A — 3634 

Masonic clothing and regalia — 5127 

Masonry — 1745 

Mass, the christians at — 2289; Register of 
intentioiiB for — 5423 

Massachusetts, State of. Contest over the ratifi- 
cation of the federal constitution in Uie— 
4536 

Master of fbrtune— 258 

Master of Trenance, The — 1313 

Master Eoley— 1078 

Master's gifts to women. The— 6462 

Matabeleland — 5185; map — ^1355 

Matelda and the Cloister of Hellfde--336 

Materia medica — 1847; and therapentioB — 
4283 

Pharmacology and therapeutics: dental — 3929; 
(South Africa)— 1752 

Material notes on permanent way — 61a 

Materials, beams, columns, shafts, mechaiiios of 
—1646 

Mather family : Abstracts of the wills of^-4840 

Matriculation directory, 1896—2471 

Matrimony--4021 

Matthew Flinders; or how we have Australia 
—3711 

Matthew Parkyn: stoiy— 4368 

Maud and other poenusi — ^795 

Maxwell, J. Clerk, and modern physics— 492 

May, Guy, and Jim — 3756 

Mayflower essays on the story of the pilgrim 

fathers — ^2637 
Mayor's court practice— 2760 
Mayville : an Anglo-French pleasaunoe— 6344 

Macrini, Selections from— 8700 

Meals and food f<» the schoolboy— 3194 



Measure for measure— 2556 

Meat inspection — 1797 

Mechanical engineering — 3315, 4544, 4867 

Mechanical engineer's pocket book of tables^ 
formulae, rules and data — 1915; tables and 
memoranda for — 757 

Mechanics — elementary — 3573; elements — 5o63; 
for beginners— 1043, 1959; of materials, 
etc. — 1646; preceptors — ^719; and hydrosta- 
tics — 1372 

Mechanism of men of war — 1681 

Medical and surgical uses of electricity— 4822 

Medical — annual — 1178, 1645; directory, 
1896—187; directory of London— 1129 
formulary, pocket — 3655 ; history — 1498 
lexicon, pocket — 5293 ; nursing — 4243 
photography — 1 722 

Medical subjects. Occasional papers on — 1496 

Medicine and surgery : American year book of — 
2770; household — 4160; hydro-eleotrio 
methods — ^2413; lectures on, to nurses — 
3872; manual of the practice of — 1602; 
retrospect of 29, Yol. CXIII.— 3076 

Medicine and kindred arts in the plays of 
Shakespeare — 4729 

Medicine: Trausactioiis of the Boyal Academy 
of, in Ireland, Vol. XIII.— 1779 

Medico chirugical transactions, Yol. 78 — 630; 
Vol. 79—631 

Meditation, Helps to— 649; a treasury of— 161 

Meditations— 933,1207 ; on the gospels— 1644; 
on the revelations of the resurrection viewed 
in connection with the Holy Eucharist — 
2679 

Mediterranean winter resorts — 1261 

Mepfascopic analysis — 846 

Meifisonier, Jean Louis Ernest: his life and his 
art^-4513 

Melancholy, Anatomy of — ^2322 

Melanesia : missions— 47 14 

Melbourne— 2311 

Melbourne House — ^1368 

Melincourt — ^2495 

Memoirs of the court aristocracy and diplomacy 
of Austria — 1792; of Mrs. Augustus 
Craven — ^913; of Madame D'Epinay — 3896; 
of Madame du Barri — ^2688; of Joseph 
Fouch^ — 1852; of the Gemini Generals — 
3329; of Count Grammont— 513 ; of Dr. 
Edward Craven Hawttey — 2580; of the 
court of Marie Antoinette — 381; of John 
Nichol— 2825; of the Cardinal de Bets— 
220 

Memoirs of Margaret Grainger, schoolmistress 
—1331 

Memoniter, Index diary — 834 

Memorable Paris houses — 1550 

Memoranda for reconnaissance — ^1252 

Memorials of the faculty of physicians and sur- 
gfeons of Glasgow — 1498 

Memorials of a gracious life: George Cowell— 

416 
Memories and studies of war and peace — 
4473 

Memories: Mary Anderson — 880 

Memories of my pilgrimage to ^e Holy Land — 

2125 
Memphis and Mycenae— 1783 
Men and women of the century— 4639 
Men of Harleoh : a romance--347d ' 
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Men who cntcify Christ — 3636 Millennium, The — ^748 

Men who win; or, making thinjra happ0n-^933 Miller, Hugh — ^1593 ; My schools and school- 



Men of war. Mechanism of — ^1661 

Menabe, Among the— 4151 

Mensuration — 4937, 6487 

Mental disease — 853 ; clinical leotores on— 077 

Mercantile correepondenoe— 4288 ; Navy lisl^ 

1896—1547; practice— 4608 ; system— 738 
Mercantile Manchester : past and present— 660 
Merchant of Venice — 2564 
Merchant service— 4744 
Merchants, manufacturers, and shippen* 

Kelly's directory of the— 1127 
Mere pug, A : the romance of a dog— 4693 
Mere stories — ^2349 
Meridian circle work — 1620 
Merrie England — ^918 
Merry girls of England— 4690 
Merry nights : stories — 3484 
Merry tales for little folks— 1647 
Merry wives of Windsor — ^2654 
Mesmerism— 1080, 1305, 1540 
Messages to the children — 4605 
Messengers, watchmen, and stewards— ^537 
Metal workers instructor — 1799 
Metallic alloy8-^312; structures, corrosion of 

—2914 
Metallurgy- 126, 1094, 4236, 4590; of silvez^ 

1503 
id:etals— 2215 
Metaphysics— 1967 
Metastasis: poem — 3717 
Metcalfe, Bichard, hydropathist— 2866 
Meteorology— 3055, 5479 
Methods of social reform — 1166 
Metric system. Against the— 2220; of weights 

and measures— 4966 
Metrop<^tan sanitation — 1487 



masters — 5357 
Millet, Jean Franfois; life and letters — 3403 
Mile, Cicero's, Speech on behiJf of — 5106 
Milton, John, Life of, narrated in connection 

with the political, ecclesiastical, and literary 

history of his time — 626; Paradise Lost, 

Astronomy of — 1217 
Mind, How to culture the — 3760 
Mind of the master. The— 2259 
Mind; a quarterly review — 190 
Mine of wealth. A— 1328 
Mineral industry. The— 3648 
Mineral waters, dictionary of — 1425; of Europe 

—2594 
Minerals, Dictionary of the names of — 1457 
Miner's cup. The— 1059 
Miner's pocket book — 163 
Miners and their work under ground — ^2037 
Mines— 1366, 1480 
Mining, 4334, 4364, 4835, 5405, 5484; ezaminfr- 

tions. Guide to. Part III. — 1947; mamial, 

Australian— 2628 
Minion of the moon, A (gentieman's annual)— 

4895 
Minister, The— 4049 
Minister's manuscripts. Loose leaves from m — 

5595 
Minister's money. The— 4101 
Ministering angel. A, and how to become one — 

4223 
Minna von Barnhelm— 2082 
Minor prophets. Practical reflections on everj 

verse of the— 1706 
Minstrel Dick— 3414 
Mirli's ring — 4698 
Misadventure— 4072 



Metropolitan tabernacle pulpit, 41st series— 770 Miscellanea Oenealogioa et Heraldica, Yol 



J 



Mexican myth — 811 
Mezzotinir— 1 694 
Mice, Fancy — 3460 

Michael and his lost angel: play— 2817 
Michael Anflfelo: life (Buonarrotti)— 5214 
Mickle, William Julius: poems — 8266 
Micro-organisms and disease— 8183 
Microscopic researches on the formatiTS 

property of glycogen:— 6123 
Microscopy— 2504, 3564 
Microtechnique, Botanical — 5014 
^^idget New Testament — 3208 
Midrastic literature — 4601 
Midsummer night's dream — 2553, 4866 
Midwifery— see Obstetrics 
Might have been— 4753 
Mfighty atom. The— 988, 4377 
Mighty Tolbec, Th^-6179 
Milch goats— 1106 
Miles, Sllen E. : Our homes beyond the tide, 

and kindred poems — 4223 
Military heroes of England, from Julius C»sar 

to end of Afehan war — 634 
Military History— 6430 ; law— 3474, 4787; phrase 

bo<«, phonographic — ^1700; science — 6196; 

terms, German-English — 1698; traininflr- 

1737 
Military problems for civilian readers— 1641 
Militia— 3023 
Milk, Dairy— 580 
Millais, Sir John E., Life of— 884 



2799 
Miscellanea, including the mysterr of the 

bloody hand, etc. (Juliana Horatio Ewia^) 

—4449 
Miscellaneous papers — ^2030 
Miss Armstrong and other droumstaacsft-^ 

1945 
Miss Cheny Blossom of Tokyo — 4650 
Miss Chilcott's legacy; story— 4290 
Miss LoTcmouse's letters (Picture book) — 54 
Missal of St. Augustine's abbey, Canterbury — 

2962 
Missing prince. The — 4461 
Mission field of 19tii century— 1188 
Mission minstrel, words — 397 ; words and music 

—398 
Missions — ^97, 2363; Asiatics and Africans in 

East London— 2188 ; Blantyre— 4801 ; 

Burmss Thibaw— 5299; Chinar-2303. 4275; 

Congo— 4315 ; East London— 2256 : India — 

3060; Jewish— 232; London Bible and 

domestic female — 337; Madagascar — 4422; 

Melanesia— 4714 ; Modem— 2088, 5513 ; 

Kew Hebrides— 2608, 3565; Winchester 

mission: Portsmouth — ^1953, 3442 
Missouri Botanical Garden, 7th annual report — 

2478 
Mist from the Yarrow, A— 2155 
Mistress and Maid — ^2676 
Mistress Dorothy Marvin— 769 
Mistress of Brae farm. The— 6094 
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Mistress of Quest, The— 2203 

MiBtress Spitfire-— 4470 

Mite Bible, The— 3210 

Moab, AmmoiL, and Gilead— 1095 

Model drawing and ahading from caats — 3780 

Model of a horizontal steam engine— 4963 

Modelling— 1433 

Modern civilization — 995 

Modem dogs of Great Britain and Iraland— 

2488 
Modern English art — 317 
Modem Europe; Historical atlas of. Part I.— 

4103; HiBtorioal developnient of-^246 
Modem French Masters — 1958 
Modeim Helen, A — 2693 
Modem missions — ^2088 

Modem ^nting— 4683 , _, 

Modem Palestine; or, the need of a new om- Morris, Sir Lewis; works— 4723 



Moore, Albert; life and works — 3361 ^ 

Moorland Idylls— 878 

Moral evolution — 3500 

Morals and emotions of a doll. The— 4045 

Moravian church history — 555 

Moray basin, A fauna of the — 935 

Moray, Province of— 443 

More, Sir Thomas, The household of— 2039 

More echoes from the Oxford Magazine — 5392 

Morelli Domenioo, life and works— 3330 

Morgan, Lady — 5201 

Morning watch. The, V<d. 9—5363 

Morocco, Travels in, 1887-89—3501 

Morphology of spore producing members, 

ophioglo88aceaeH-5067 
Morris, Father John, Life and lettera-^102 



Morse lectures, 1895—2244 
Mortality, infantilo— 1431 
Mouses, British— 3440 
Most holy place. The: sermons — 4898 
Most provoking girl, A — ^1414 
Mostly boys; short stories — 2384 



•sad^— 4631 

Mbdem photography— 4268 

Modem political orations — ^2591 

Modern Prometheus, The — 670 

Modem reader's Bible; the book of Job — ^2127; 
Deuteronomy — 3211; EccleeiasteB and the 

wisdom of Solomon— 2126; Ecclesiasticus — Mother Hubbard's picture book — 4390, 4391 
639 ; Genesis, Exodus, Judges, Biblical Mother lodge Kilwinning — 5290 
Idylls, Solomon's song, Buth, Esther, Tobit Mothers — ^and motherhood— 2180, 4886; com- 
— 5356; Kings — 5355; Proverbs — 191 panion — 4064; in council — 5365; Three 

Modem Scottish worthie8--4709 frienda— 3934 

Modern sphinx, A — ^718 Moths — Bombycine of America — ^2150; British 

Modem women— 616 — 645, 1350, 2133 

Modesto Mignon — 3367 Motor carriages — ^2071; Law relating to— 5808 

Moff— 1351 Motors, Pump— 20 

Moffatt, Robert — 4709 Moulds, heematozoa and psorosperms — 3870 

M(^att*s pupil teacher's coarse, Diviflion m.— Mound builders; their works and relics — ^2497 



2930 

Mohammedanism— 4256 
Moko— 2513 
MoUy MelvUle— 5211 
MoltWs letters to his wife — 8603 
Moments with Mary; selections from St. Fran- 
cis de Sales — 1521 
Monastery— 2536, 2969 
Monastery's tale and other poems — 566 
Monastic life — 305 

Monasticism — 3746; Women under — 84 
Money and its relations to prices — ^1242; and 
prices — 739; and social problenu — ^2407; 
science of — ^1494 
Money; thoughte for God's stewards— 4734 
Money-spinner, The, and other character notes 

—6349 
Monk of Fife, A— 156 
Monograph of the bombycine moths of America 

2150 
Monomoiapa, Bhodesia — 3033 
Monsieiar Faulot — ^2813 
Monsieur Yiolet — 5336 
Monte Carlo stories— 12 
Monte Christo, An Americaa — 6283 
Montenegro— 4054 
ATontez, Lolar— 5201 
Montezuma's daughter — 118 
Montgomery, Earl of, see Pembroke and Mont- 

rromery, 13th Earl of — 5403 
Monthly nurses — 3114 
Months, The; nature studies — 3683 
Mookerjee, Dr. Samblia C; life letters and 

correspondence — ^755 
Moonstone, Tho— 980 



Mount Lyrell mines, Tasmania — 4835 
Mountain daisy. A— 3166 
Mountain woman, A — 2496 
Mountaineering — Canadian Bookies — 4993; 
Dolomites— 5459 ; Japanese Alps— 4979; 
Welsh— 3627 

Mr. Bailey Martin— 1809 

Mr. Ma«rnus— 2483 

Mr. Mi&hipman Easy— 2857, 3203 

Mrs. Albert Grundy : observations in Philistia — 
2785 

Mrs. CUfPs yacht— 4910 

Mrs. Martin's company and other stories— 1849 

Mrs. Parkins' baU— 6505 

Mrs. Tregaskiss— 213 

Much ado about nothing — ^2555 

Mufifgleton College; its rise and fall— 2137 

Miillerian duct of amphibians — ^2270 

Munchausen's travels— 4802 

Municipal government, Glasgfow— 4293 

Municipal history, Londoi^-5541 ; Chester— 
5573 

Murder of Delicia, The— 3418 

Musa piscatrix : poems — 4329 

Musalmens of Bengal — ^723 

Muscles, Dorsal interrosseous of the human 
hand— 3169 

Museo del Prado, M3adrid, Catalogue of the 
paintings in the — 5302 

Music — ^and morals — 1082; evolution of the art 
of— 2934; for pupil teachers— 1669; Greek 
—3306; Harmony — 1845; Letter to girls 
on — ^1882; Lute of Apollo: essay— 3949; 
modern, history of — 136; orchestration — 
2670, 3096; philosophy of— 210; St. 
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George's hymn tune book— 2508; Strand 
magazine— 5490; the year's, 1896-426, 864 

Hnncal drill and system of physical training— 
2360 

Musical Educator— 3489 

Musical recollections— 2072 

Musicians, British, National portrait gallery of 
—5527 

My Bagdad— 2692 

My boer chum— 2003 

My boyhood— 5036 

My brother— 4323 

My confidences— 1139 

My dear grenadier — 1259 

My face is my fortune : novel — 1236 

My friend Kathleen— 3836 

My laughing philosopher — 682 

My little Lady Anne— 2658 

My long life (Mary Cowden Clarke)— 3409 

My love Noel— 1211 

My musical life— 1083 

My musical recollections — 2072 

My Paris note book— 1791 

My reminiscences (Arditi) — 3354 

My schools and schoolmasters — 5351 

My son's wife : story for the young— 4782 

My will (Kneipp cure)— 1589 

Mynn's mystery. The— 1980 

Mysteriee of handwriting. The— 3553 

Mystic flowery land : a personal narrative — 4628 

Mysticism— 3450 

Mystery at King's Grant, A— 5136 

Mystery of Bloomsbury crescent. The— 4647 

Mystery of Elias G. Roebuck, The— 5018 

Mystery of Jamaica terrace — ^77 

Mystery of the Laughlin islands. The— 3062 

Mystery of Mr. Bernard Brown — 669 

Mystery of the Suez Canal, A— 2034 

Mythology— 1808 

Myths, Another Meidcan — 811 

Nahum, Habakkuk, and ZqDhaniah (Cambridge 
Bible for schools and ccileges) — 3392 

Names, Hebrew proper — 4515 

Namesakes— 3507 

Nancy Noon— 5496 

Nansen, Fridtiof — 4316; and Peary on the great 
ice cap — 5154 
. Nantucket— 2310 

f Naples and the Camorra, Stories of — 4511 

Napoleon— 2491 ; An aide-de-camp of : memoirs 
— 1291; Bonaparte — 4135, 4149; Napoleon 
I., Emperor of France — 10; Birthplace and 
childhood of — 544 ; Constant's memoirs of — 

/986; The downfaU <^— 2523; Metrical his- 
tory of— 1092 
Napoleon's opera glass — 4827 
NSrad Siitra: an enquiry into love — ^1671 
Narrative of the Holy Bible— 118 
Narrative of Zosimus — 5348 
Nation's awakening. The— 2599 
National and international bibliography — 3395 
National biography — ^2449; National biography 
dictionary. Vols. XL VI., XLVII.— 2828, 
2829, 5304 
National cvclopsedia of American biog^phy. 

Vol. IV.— 4070 
National gallery: the Italian schools 13th to 

16th century — 641 
National portrait gallery of British mnirfciana 
5527 



National temperance league annual— 5374 ; N*- 
tional temperance union tales and sketches 
5375 

National union rfeanings, y<^. ^l?So 

Nations, Industries and wealth of— 536» 

Native states of India— 4350 

Natural hUtory— Cambridge, Vol. II— 2^ 
Children's— 4584.4633; of Auatraha— 3758 
of the seaahore— 3694; of Selbome— 3326 . 
In the green leaf and sere— 4586; Life m 
ponds and stream*— 4486; Boyal— 1617, 18, 
2845 

Natural philoeoiAy— 1044 

Natural religion— 2223 

Natural selection-4619, 5362 

Naturalist in Mid Africa— 453; Naturalist of 
the seashore: life oi Philip Henry Gosse— 
2768 

Nature in ornament — ^2367 

Nature poems — 3574; Nature studies— 4052 

Nature's bye-paths— 1776; orchestra, and other 
poems — 1846; wonder workers: insects — 
2842; wonders— 959, 1909 

Nantical astronomy— 3284 ; terms, French and 
English— 2368 

Naval administration— 1075; annual, 1896 — 
1878; architect's and shipbuilder's pocket- 
book— 2106; guns— 2087; podtet-book, 189^ 
-^978; warfaace— 290 

Navigationr— 308, 1180; and nautical astronomy 
—3284; for yachtsmen— 2377, 5522 

Navy and army list ^214; British— 3494 ; fleet 
—3644; England's— 4563 ; men-of-war — 
1681; Eoyal and foreign— 488; Boyal and 
merchant— 4744; Royal navy list— 2827; 
Torpedoes— 1397 

•Needlework— Beautiful sewing— 3110; Em- 
broidery — ^1570; for scholaFship students — 
2348 ; knitting and plain and fancy— 4279 ; 
patterns, paper f<dding— 2623 

Nelfe als onkel, I)er : a comedy — ^1287 

Neglected privile|re, A — 4169 

Negotiable securities. Law of — 3032 

Negro children and southern scenes — 5288 

Nell Haffenden— 1107 

Nelson, Lord, the death of— 1851, 4155; Hora^ 
tio : life — 5473 ; and his companions in arm» 
—4006 

Nes>al— 894 

Neph^le— 1423 

Nerve cells. Atlas of— 3283 

Nervous diseases of children — 227 

Nervous system— 2052, 5221 

Nests and eggs of British birds— 647, 2134 

Net cast in many waters. The — 5377 

Nets for the wind— 3006 

New and old chips from an old block — ^246T 

New ballads— 4404 

New border tales— 1011, 3131 

New charter, TJbe: a discussion of the rights of 
men and animals, by J. C. Kenworthy, Bev. 
A. L. Lill^, Josiah Oldfield, Frederic Har- 
rison, G. W. Foote, C W. Leadbeater^-3615 

New code for evening continuation schools, 
1896-7—5236 

New England, Evolution of horticulture in^ 
756; fields and woods — 1718; signs, say- 
ings, and 8uperBtition&r-3546; Ten New 
England blossoms— 3^1 . 

New essays concerning human understanding — 
4009 
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l^ew Faast, A— 4888 
Kew ferns of 1892-93—^22 
JJew ground in Norwav — 3155 
New Gumear-1210, 3616 
Kew heavens and new earth— -6432 
New Hebrides : misaiona— 2608, 3565 
New hygiene. The— 4996 

IJew Jerusalem, The doctrine of the— 3003, 3004 
New life in Christ JesuB, The— 6176 
New light of Asia, the— 1348 
New Orleans— 160 
New reciter and reader — 4080 
New redemption. The — 3171 
New Siberia, The— 3884 
New standard story book — 4739 
New starts in Ufe, and other sermons — 6073 
Jjfew Testament (book by book)— 348, 2668; 
Cambridge Bible for students — 45; Midget 
3208; from the Greek text of Tregelles— 
1720; in the original Greek— 2263; Traces 
of Greek philosophy and Boman law in — 
2032 
Ifew virtue. The— 1411 
ITew wheels in old ruts — 1692 
liew York city. Colonial days in— 4441; Long 

Island— 4471; Water supply of— 1803 
2Jew Zealand : Maori tales — 4357 
Newdigate poem, 1896-^5300 
News from nowhere: a romance — ^2881 
Newspapers — 1160 
i^^ewton Forstei>— 2108, 2109 
Next crusade. The— 4394 
Next time. The, Glasses, The way it came— 

2811 
Niagara, The utilisation of — ^5342 
Nicnol, John: memoir — ^2825 
Nicholas Herman of Lorraine— 4885 
Nietzsche, Frederick : collected works. Vol. XI. 

—2915; Vol. VIII.— 2916 
Night in Bethlehem, A— 4572 
Nihilism— 2833 

Nineteenth century — ^battles — 325, 5040; dis- 
coveries and inventions of — ^720 ; literature, 
1780-1895—728; Welsh lyrics of the— 4208 
No place for repentance — ^2163 
No proof— 3678 
Noble life. A— 1471 
Noble lives; early years — 6427 
Nobly planned; stoary— 4«)38 
Nobod^a fault— 783 
;Noctiime8 and pastorals; poema — ^2119 
Nomenclature — 4970 
Non-christian cross. The— 1228 
l^^onoonformity — 1526; in Worcester — 6694 
NonBense and some more nonaense rhymee— 

3617, 3676 
Nora Creina — 4679 

Norfolk — ^broadland, birds, beasts, and fishes of 
the— 1507; and Suffolk broada— 4421 ; and 
Suffolk directory of— 3996; Histoir of 
Freemasoniy in — 1146; pedigreea aad tope- 



graphy — ^2186; watero, fishing — 3261 
North American birds. Part 15 — 3613 
North Devon and North Cornwall — 6626 
Iforth land. Wild— 1897 
North Wales to Aberystwith — 3243 



Northumberland, Hiatory of. Vol 3—1093; and 

Durham, road book of — 1364 
Northumbrian episodes— 4093 
Norton, Mrs.— 5201 
Norway— 2383. 2633, 3164, 3166 
Norway, Stories of the ^ngs of— 1192 
Norwegian self taught — S(& 
Norwich— 3178 
Not quite a lady— 3187 
Notes and half notes; poems — 4852 
Notes and queries, Leicestershire and Bntland 

—768 
Notes for Sunday-school teachers and others — 
251, for teachers on the prayer-book 
offices— 1023; from my bibles — 5359 
Notes of lessons for young teachers— 4928 
Notes on Christian «)ctrine— 4267 
Notes on motor carriages — ^2071 
Notes on the study of St. Paul's epistles — 6234 
Nothing new; talee— 3864 
Notodontidffi — ^2150 
Ndtre Dame de Paris — 646 
Nova Scotia— 3634 
Nude in art. The— 4075 
Number concept. The— 983 
Number and how to teach it — 3645 
No. 11, Chesterton Street— 6274 
Numismatics — 122 
Nunquam papers — 341 
Nun's daily life. The— 6167 
Nursery, Hygiene of the — ^2994; lessons and 

games — 3977 
Nursery book. The: a complete guide to the 

mmtinlication of plants— 3772 
Nursery rnymes and fables — 4060 
Nursery rhymes set to music — 4058 
Nursing- Homie— 1860, 5388; hospital— 3443 ; 
Lectures on medicine to nurses — 3872; 
medical— 4243 ; monthly — 3114; training 
school text book for— 4999; young nurses: 
reading book — 3344 
Nut culture— 2731 
Nnthuiet— 1939 
Nymphs, nixies, and naiads— 91 
O'^Bnen, Toriogh— 2831 
O'Connors of Ballinshinch — 5266 
O'Grady «f Trinity— 2419 
O'Neill, Eliza— 5201 
O' Sullivan, Vincent: poem»--6383 
Oakleigh— 3123 
Oban— 2102 

Obeah simplified : the true Wangab — ^962 
Oberlin, J. P.— 3471 
Obesity : its cause and treatment"-2700 
Obiter Dictar— 912 

Object lessons— 1495, 1719, 1842, 2226, 4490, 
4795; Charts— 1777; for infants— 196; 
Boyal portfolio of pictures and diagrams 
for— 2960 
Object sermons in outline— 3311 
Oblique and skew arches — 3063 



Obstetrics — accidents — 6062; m^umal of mid- 
wifery — 2725; manual of obstetrics — 4424: 
Practice of midwifery — 4816; Textbook of 
2919; Transactions of the obatretrical 
society — ^1346 



North-west passage. Parry's third voyage for • Ocean liners— 5330; of the world— 1408 

discovery of, 1824-25—4088 Ocean outlaw. An— 4130 

Northanger Abbey— 3297 Odd situation. An— 1801 

ll^orthem Pacific, Voyages in the— 2866 Ode for the bi-centenary commemoration 
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Henry Purcell— 6070 

Odee and other poems — 3230; of Horace, Book 
3—134 

Odysseus in Phsecia — ^1164i 

Of the deepest dye : novel — 6301 

Off and away : pictures and 8tories-^)22 

0£Eloe of the credence and divine liturgy of our 
father amone the saints, John Chrysostom 
— ^5231 ; of ULe Greek church vespers, etc. 
—4516 

Officer's note book— 1263 

Offices for the reception into the orthodox eas- 
tern church — ^1/61 

Official intelligence, Burdett's — 371 

Official report of the church congress at Shrews- 
bury, 1896 — 4366; year book of the church 
of England, 1896—376 

Ofifilvies, The— 3107 

Oh what a plafi^i^ is love — 816 

Oil engine. The— 2664 

Oils, vegetable, fixed, and volatile — 4313 

Old Bond's atonement— 3370 

Old Caleb's wUl— 314 

Old Cornwall, A comer of— 5063 

Old English ballads — 4076; customs still ex- 
tant-4420 

Old faith or the new. Which?— 6492 

Old French romance — ^1191 

Old Goriot— 324 

Old Latin and the Itala, The— 2648 

Old light and the new, dealing with the chem- 
istry of colour and the new photography — 
1819 

Old maids' club. The— 3345 

Old Melbourne memories — ^2311 

Old missionary. The— 3978 

Old Mortality, 2 vols.— 2531, 2969 

Old Mr. Tredgold— 1216 

Old oak tree. Story of— 465 

Old pastures. The: a story— 160 

Old Roman city— 342 

Old Testament (book by book)— 347; art 
BibleK-3057 ; chtoactete— 2756, 3 464 ; 
clinist in the — ^2085 ; critical remarics upon 
some passages— 2618; faith, ruling ideas in 
early ages, and their relation to— 1661; 
history, landmarks — ^2755; history. Part II. 
—3288; synonyms — 4499; theology— 18 

Old town folk— 2570 

Old whaling days — ^13 

Old Wiltshire Market towns and villages.— 4427 

Oldfield, Josiah; scientific view; claims of com- 
mon life (new charter) — 3615 

Olive— 3108 

Olla podrida; the pirate and three cutters — 
3592 

Olympic games — 1591 

On the broads — 4421 

On the down grade — 3485 

On the face of the deep— 4051 

On the face of the waters — 4906 

On heroes and hero worship— 3398 

On India's frontier — 894 

On the Irrawaddy; first Burmese war — 3958 

On old fashioned lines; sermons — ^1399 

On the shelf— 1065 

On Southern English roads — 5242 

On the storage of the water of the Biver 
Thames in aid ci the water bnppily of 
London— 4550 



On this high wold— 2566 

On the verge— 2171 

On viol and flute— 1060 

On the world's roof— 4748 

One day— 3795 

One hundred and ten Bible readings from 

Genesis— 205 
One of God's dilemmas — 3014 
One too many. The— 589 
One who looked on. The— 3605, 4716 
Only a drummer boy — 1826 
Only Susan — 4676 
Openinfif a chestnut burr — 3249 
Opera houses and theatres. Modem — 2963 
Ophioglossaceae— 5067 
Ophthalmoscopy, Atlas of— 112, 1991, 2015^ 

3907 
Optical instruments — ^2492 
Optics— 4218 

Opium eater. Confessions of an — 1003 
Oracle encyclopffidia — 1016 
Oracle of Baal, The— 1802 
Orations — 2591 

Oratory— 1562, 4536; History of— 746 
Orchestra, and how to write for it. The — ^2670; 

study of the— 3096 
Orchid of F6; or a tale from Burma— 3198; 

seekers. The— 3651 
Orchid*— 3377; poems— 2280 
Ordeal of Thomas Taffler, costermonger — 196,. 

4067 
Ordnance— 2474; and gunnery— 1888, 2087 
Ore deposits — 5405 
Orestes— 89 
Organic chemistry — 3147; evolution, primary 

factors — ^987; materia medica — 1847; 

matter. Circulation of — ^2941 
Organist and choirmaster's diary, 1896 — 8 
Or?eas and Miradou, with oth&c pieces — 4975 
Oriel window. The— 4710 
Orient line gfuide — 591 

Oriental armour — 1964; wit and wisdom — 3820 
Origen's commentary on John, Books I.-X., and 

Matthew, Books I. II., and X.-XIY-^348 
Originality in literature— 3770 
Ornament— 2007, 2258; analysis of— 1814; 

nature in— 2367 
Ornithology; see Birds 
Orthic shorthand — 4161; Bo<^ of the Psalma 

in— 4908 
Orthopedic surp^ery — 3309 
Ostracoda, Manne and freshwater — 356 
Oswald Cray— 2274 
Other home. The— 3986 
Other suns than ours — 3231 
Otology— 2502, 5557, 5565 
Otto cycle gas engine — 2489 
Oudinot, Marshal: memoirs — 5389 
Ought we to pray for the departed? — ^966 
Our baby— 1660 

Our Bible and the ancient manuscripts — ^1134 
Our country flowers — ^2766 
Our cousin Noel — 4383 
Our dear home life— 4514 
Our divine Saviour, and other discourses-— 123 
Our feathery folk— 3508 
Our goodly heritage — 4031 
Our home beyond the tide, and kindred poems 

—4223 
Our journey to Sinai— 3066 
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Our ladye. The life of, scriptural, traditional, 
and topographical — 4747 

Our life after death— 394 

Our little sunbeams — 3984 

Our Lord Jesus Christ— 1683 

Our military problems for civilian readers — 1641 

Our own story and other tales— 194 

Our responsibilities for Turkey — 2614 

Our seven homes— 5104 

Our streeitr-^505 

Out of bounds— 1532 

Out of Egypt: stories from the threshold of 
the East— 5237 

Out of His fulne6s-^735 

Out of the workhouse — 5341 

Outoast of the islands. An — ^985 

Outdoor life in England— 469 

Outlaw of Camargue, The— 1490 

Outlines of economic theory — 3880 

Outsider, The— 1749 

Outskerzy : the story of an island — 3733 

Ovaries and fallopian tubes. Diseases of — ^1773 

Over the Andes from the Argentine to Chili — 
5126 

Ovid, Heroides I., V., XII.— 674; Metamor- 
phoses, Book VIII.— 1221 

Owen, Eoe O'NeiU— 789 

Oxford Bums, The— 3822 

Oxford Byron, The— 3829 

Oxford — almanack — 5391 ; rides : main roads — 
4118; university calendar, 1897—6393; 
university statutes, 1896—4802 

Oxford English dictionary (development— difflu- 
ency) — 197; Vol. III. (diffluent— disbur- 
den) — 3213; disburdened — disobservant. 
Vol. IV., fish, flexuose— 4068, 4069 

Oxford magazine. More echoes from the: re- 
prints— 5392 

Oxford characters— 4878 

Oxfordshire, The way about— 2008 

Pacha of many tales. The— 2858 

Pacific, Northern voyages in the — 2355; Parts 
of— 677 

Paddy Finn— 3999 

Paddy's woman, and other stories— 2053 

Pagan soul. A— 275 

Pageant, The— 236, 4866 

Pages from the day book of Bethia Hardacre — 
1632 

Paget, Admiral Lord Clarence E.: autobio- 
. graphy — 672 

Parrot papers. The — ^2151 

Pame, Thomas : writings. Vol. IV.— 4750 

Painter's honeymoon, A — ^2981 

Painter's romance, and other stories — 534 

Painters and paintings — 1742; and their works 
—2436; Vol. 11.-^987 

Painting: Italian schools in National Gallery, 
13th to 16th century— 641; modem— 4683; 
modem. The history of — 199; Sculpture 
and architecture— 699 

Paintincp— 4198 ; in the Museo del Prado at 
Madrid, catalogue of — 5302 

Paladins of Edwin the Great— 3587 

Palestine— 4631, 4919 

Palestinian Syriac literature— 511 

Falladia— 4482 

Palmer, Boundell: memorials. Part I. — 2932 

Palmistry and physiognomy — 3773 

Panics, Phases of— 3747 

Pi^al attempt to reconvert England — 1689 



Paper folding — ^1086; needlework patterns^ 

2623 
Paper mills directory — 1226; of Great Britain 

and Ireland — 5581 
Papier nulch^ — 877 
Papuan gulf— 1210 
Paracelsus, Life of — 4541 
Parade, 1897-^984 
Paradise Lost, Book III.— 636 
Paradoxes— 2143 
ParaMtes : a treatise on the making and flying 

of tailless kites— 5001 
Paraphrasing — ^1666 
Parasitic di^ases of poultiy — 4934 
Paris— 3119; commune, 1871—396,618; days 

and evenings — ^2029 ; during the " Terror," 

Diary of a citizen of — 4302 ; Le siege de — 

1731; memorable houses — 1550; notebook. 

My— 1791 
Parish— church tracts — ^2493; churches of 

Wirral, Notes on — 3983; councils guide — 

1658; district visiting book and sick and 

communicants* list — ^203 
Parish on wheels, A — 4922 
Parliament house book, 1896-7—5398 
Parliament house, Dublin — 490 
Parliamentary acts: education bill, 1896 — 

2318; companion, 1896— 2696; reform— 1839 
Parson Jones— 622 

Passage in the life of a gfalle^ slave — 4090 
Passages for Greek and Latin — 3716; unseen 

Latin translation— 3715 
Passing the love of women — ^1204 
Passing thoughts in verse — ^2877 
Passion for romance. The — 4604 
Passion lays— 2181 
Passion of our Lord — 5197; and the blessed 

sacrament of the altar — 514 
Passion of passions. The — 2759 
Pastes— 2224 

Pastimes— 5028, 5168, 5169 
Patent law and practice— 457 
Pathoeenic bacteria— 2100 
Patho&gical anatemy, 5568 ; society of London, 

transactions. Vol. XL VI.— 2936 , 
Pathology— 804, 2052; Journal of. Vol. IV., 

No. 1—3040 
Pathway of health and happiness — 5399 
Paten, John G., missionary to the New Hebri- 
des— 2608 
Patriotic poetry, English — 1238 
Patriotism and Christianity — ^1343 
Paul Clifford— 603 
Paul Heinsius— 1621 
Paul : a little mediater— 3826 
Paula: a sketeh from life— 3871 
Pausanias the Spartan — 5321 
Paying guest. The — 491 
Peabod^, George— 3471, 3661 
Pearl divers and Crusoes of the Sargasso Sea-^ 

4903 
Pearl English dictionaiv, atlas of the world, 
gazetteer of the world, and book of general 
information — 3818; gazetteer of the world 
—3819 
Peasantry, The; Lee Paysans — 3777 
Pediatrics; the hygiene and medical treat- 
ment of children — ^224, 5520 
Pedigrees— 1923, 2185, 5441 
Peele, George; historical plays— 4448 
Peeps heavenward— 228, 288 
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Peeps into bird life— 1423 
Peerage and baronetage^— 6087« 6163, 6497; 
baronetage, knightage— 372; baronetage^ 
knightage, and companionage — 4413; 
baronetize, knightage, and House of Com- 
mons— 277 ;_peerag^— 4412; Shilling peer- 
age— 281; Wind(BOi^-6696 

Peg the rake— 3641 

Pelican record : C. C. college magasinft— 6400 

Pen, pencil, baton, and mask — 1866 

Pen portraits — 5096 

Penelope and others — 4190 

Pennsylvania university, department of his- 
tory, European history. Vol. III. — 6404 

Penny, A: strange adventures of— 8660 

Pensees de Joubert — ^2440 

Pentateuch, Higher criticisms of the — ^108; ser- 
mons on — ^^16 

Pentecost, The power of— 2261 

People, Pictures of — 4496 

Peoples'— banks— 3037; dictionaiy of the Bible 
— 3241; edition of the lives of the saints, 
June to Dec.— 2324 to 2330; poultry book 
—680 

Pepacton — ^1894 

Pepys, Samuel, Diary of— 842; Vol. 8—2498 

Percival Eeene — 4042 

Perfect in Christ Jesus— 3938 

Pericles— 3666 

Periodicals of 1895, Index to— 2807 

Perlycross— 3796 

Permanent way material. Notes on — 61a 

Persephone— 65, 66 

Persia^-3100, 4244, 4539 ; life and customs- 851 

Persian MSS., in the library of the university 
of Cambridge— ^66 

Persis Yorke — 57 

Personal characteristics from French history — 
1721 

Personal consecrationr— 4318 

Personal memories (Fanny Dykes) — ^2373 

Personality, Alterations of — 3794 

Perspective — 1774, 1775, 4701; Advanced, 3rd 
grade — 434 

Peter Mackenzie : his life and labours — 1948 

Peter the peacemaker — 5499 

Peter Simple— 1637, 3204 

Peterborough diocesan kalendar, 1896 — 681 

Petrarch: sonnets — ^2738 
f Petroleum as the illuminant for beacons and 

buoys — ^2597; vapour — 4364 

Pevcril of the Peak, 3 vols.— 2540 

Phantom of the river — 4444 

Phantom ship. The— 3590, 4042a 

/Pharmacology and therapeutics — 660; dental — 
3929 
Pharmacopoeia of the Evelina hospital — ^2159; 
pharmacy — 4874 
Phases of panics — 3747 
Philanthropist at large— 309 
Philanthropy— 3025, 4734 
Philately— 5178. 5446, 5452 
Philip Augustus— 2433 
Philippa— 4057 

Philip s class work register — ^1815 
Phillipus Theophrastus Bombast of ISohen- 

heim. Life of — 4541 
Phillis by Lodge— 425 

Philology— 3895; and literature, 7rfiiich*-1786 
Philosophe sous les toits, tTn— 247 



Philosophy — natural — 1044 ; of belief — 
1394; of music— 210; of right— 2414; of 
theism — 4481; raoverbiial of Confucius— 
62; synthethic. Vol. 8—5476 

Phil's octave — ^76 

Phoenicia— 4244 

Phonetics of the Gaelic language — ^2101 

Phonographic military phrase book — 1700 

Photo trichromatic printing — 3753; sinco- 
graphy — 4628 

Photograms of 1896—4097 

Photography— Annual, 1896—3292 ; Bichromate 
siats in— 2627; colour-^5311, 5379; early 
work in — 3515; first aid in — 6575; modem 
— 472; guide to— 4268; new— 399, 1819; 
practical; pocket book — ^2254;BadiogrM»hy 
— 3021 ; Boentgen rays-^182, 4724 ; Skia- 
graphy- 1722, 5433 

Phozocephalus and Apheruflft— 2341 

Phrase book for French scholara— 2579 

Phrenology— 807, 1984, 1985, 3738, 3760, 4190 

Phthisis, treatment oi — ^2949 

PhylHs of Phm8tiar-3609 

Physical education- 2360 2410, 2787, 3603, 
and electrical engineering — 3992; exercises 
— 3084; geography — 3710; science— 346; 
training — 1730; units — ^1628 

Physical laboratory nuanual— 403 

Physicians and surgeons of Glasgow, Memoriab 
of the facultjr of— 1498 

Physics and p(^tios — ^1841 

Physics note book— 4770 

Physiognomy — 3773 

Physiography— 3939, 4875; Part II.— 2025 

Physiology — ^255; central nervous system— 
5221 ; elecbro-^physiology — 3792 ; elemen- 
tary — 3384; elementary, practical, and his- 
tology— 3914; human— 2103, 4940, 4969; 
Eirke's handbook — 3495; nerve cells— 
3283; text book— 5260; Ludwig and 
modem— 2695 

Piccadilly tales — 683 

Pickwick papers — 4418; (school reading book) 

Pictish remains in Scotland — 1209 

Pictorial atlas of skin and syphilitic diseases 

—5415 
Picture books— 3842, 4003, 4188, 4189, 4192, 

4389, 4390, 4391, 4392, 4685 
Picture gallery of Charles I.— 206 
Picture of the king. The— 3838 
Pictures from the Greek vases — 5623; of 

people— 4496; of the year 1896—2939 
Picturesque America — 2646 
Piebald horse and other stories— 4338 
Pierrette and the Abb^ Birotteau — ^2621 
Pierrot: a story — 249 
Piers Plowman— 3188 
Pig keeping for profit — ^2466 
Pigeon shooting — ^2871 
Pilgrim, The, and other poems— 2060 
Pilgrim child. The— 3453 
Pilgrim fathers— 28, 2637, 3548 
Pilgrim's progress. The— 3080, 5084, 5085 
Pilgrimage of Strongsonl, The, and othtr 

stories— 3432 
Pinero, Arthur W., plays — 4772 
Pirate, The— 2539 
Pirate and three cutters. The— 3592, 5337 
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Piscopia, Helen Lucietia Cornaxo, life of— 1703 

Pistds Sophia: a gnoetic gospel — 4t)99 

PithecanfiiTopiis erectna: a transitioiial form 
between man and tke apes— 440 

Pitifnl passion. A— 176 

Pittonia: a series of botanical papery, vol I1I.« 
Part XIII.— 2010; Part XIV.— 2400 

Pizarro, Fittncisco: life — 3514 

Plain facts for fair minds— 3668 

Plain poems — ^2499 

Plain talks on plain subjects — 1267 

Plant breeding— 321; life— 6436 

Plants, flowering— 132; the spraying of— 1164; 
and their application to ornament — 2007 

Platelaying, curves — 676 

Plato, The school of— 1896 

Platonic affections— 2990 

Platas: PseudolxLfr— 3629 

Playmates— 1643 

Playthings and parodies — 1223 

Plea foor God— 2286 

Plea for the gospel. A— 3172 

Plea for a simpler life— 668, 3664 

Pleasant work for busy fingers— 1886 

Pleasure cycling — 1413 

Pleasure gardens of the 18th century, London 
6008 

Pleasure and profit in Bible study — ^1666 

Plimoth plantation. The history of — 28 

Pliny, Elder : chapters on the history of art— 
4776 

Plotinus— 629 

Plumbing, standard practical. Vol. 2—430 

Plutarch's Uves— 1214 

Pneumatics — 3673 

Pocket guide to cycling — 1876; guide to Europe 
— ^1766; memcal formulary— 3666; medi- 
cal lexicon — 6293 

Poe, Edgar Allan, Works of— 4778 

Poems : By the way and Love is enongh*-2892 

PoenLS of love and Ufe — 3865 

Poesis de Tenfance choisies — 165 

Poetry: a popular analysis — ^1763 

Poets laureate. The— 3338; Lives of the. Vol. 
II.— 1579; Vol. III.— 1580; Vol. III.— 
2437; Vol. IV.— 2438; Vol. V.— 2820; and 
poetry of Linlithgowshire— 4303 

Point of conscience, A novel — 651 

Points at issue between the church of England 
and the Church of Borne— 2663 

Poisoning, What to do in case of — 5373 

Poisons— 6693 

Poker manual — ^791 

Polemics— 1624, 2563, 3668, 4119, 6082, 5192, 
6228, 6229 

Police, revenue, and arms: lectures— 4160 

Political economy — 4172; capital — 1171; dic- 
tionary — 5395 ; Labour question — ^1491 ; 
lectures — 4150; Local option — 373; phases 
of panics — 3747 ; principles of wealth dis- 
tribution — 4405 

Political history— 3469; laws of the South 
African Bepublic— 2099; letters— 6403 ; 
memoirs— 4521 ; orations — ^2591 ; philo* 
sophy— 3333; science— 382, 747, 4660, 4664; 
situation: South Africa— 2966; and social 
science, American Academy of. Annals, 
Vol. Vni.— 5020 

Politicians— 4122 



Politico— 3tl42, 3722, 4662; Introduction to the 
science of— 211 

Polo, Modem^l89 

Polyglot correspondent— 3971 

Pon(& and streams. Life iur— 4486 

Poor BlossMu: the story of a horse— 3631, 3632 

Poor in great cities— 293 

Poor Jack— 2468, 3206, 3691 

Poor little mother — 4106 

Poor, Bich and— 6065 

Pope, by Stephen— 460 

Pope Leo XIIL— 3200 

Pope's bull on Anglican orders — 4296 

Pope's encyclical. The, and the -pa^gal aggres- 
sion: two sermons— 3144 

Popular catechism. A— 1239 

Popxilation, classified by trades, London— 361 

Porcdain, English— 79 

Porphyry, the philosopher, to his wife Mar- 
cellar— 299 

Portfolio, Vol. 8—689; John Lafarge— 1793 ; 
summer number — ^2739 

Portfolio of pictures and diagrams: third 
series — 4127 

Portrait in my uncle's drawing room, The- 
2998 

Portraits, Engraved — 1058 

Portuguese in South Africar— 2681 

Posies out o' rings : poems — 4767 

Position of argon and helium among th« ele- 
ments— 3237 

Positive philosophy — ^1465 

Post, a general freight and passenger— 4381 

Post office London directory, 1897 — 5316 

Post office packet service. History of — 201 

Postage stamp album — 6446, 5452 

Postage stamp*— 5178; envelopes, post-cards, 
etc.— 361 

Posters in miniature— 4762 

Post-mortem examinations— 3846 

Post-mortem, and other poems— 902 

Posthumous papers of the Pickwick dub— 
4418 

Potatoes— 1330 

Potchefstroom: a military episode of the Trans- 
vaal— 1811 

Pottery, English— 79 

Poultey— Ailments of— 4284; book— 680; para- 
sitic diseases of — 4934 

Powell, Vavasour: the Baptist evangelist of 
Wales— 1486 

Power loom. Construction of the^-3079 

Power of the dog. The— 1642 

Power of Pentecost, The— 2261, 4206 

Power of Pentecost— 4206 

Power of the Spirit— 577 

Practitioner, Vol. 2—648 

Pray for us— 2977 

Prayer book— 1023 

Prayer, Common, studies in the history of the 
book of— 171 

Prayer, Short method of— 6216 

Prayers— 2393 ; Family— 2339; for mass and 
other devotions— 5423; for the people— 
2653 

Prayers and promises — ^1660 

Praying in the Holy Ghost— 2462 

Preaching— 4957; The art of— 1037 

Preaching of Islam, The — 4256 

Precious promisee. The— 2767 

Precis writing — ^754 
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Piehifltaric America, Vol. I.— 5497 Proe and cons: leading controversies erf the 

Piehifltoric man and beast— 4583 _ day—1833, 2296 

Prelude, The; or growth of a poet's mind-^ Proee fancies: second seneff— 2832 

6560 Prose tales— 1706 

Premature burial— 519, 4175 Prot6g6 of Jack HamUn's, A, and other stones 

Premiers— 5069 —3503 

Prempeh, The downfaU of— 2169 Protestant fiction— 3807 ^ t«j ^ 

Presbyterian alliance: report of the sixth gene- Protestant reformation m England and Ireland 

ral council (Gla^ow)— 4789 —3861 



Prescriptions, Pharmaoeutical — ^744 

Present age, Buling ideas of the — 1054 

Present day tracts. Vol. 13 — 431 

Present evolution of man — 703 

Press workinffof metals — 2215 

Price book. Builders, architects, oontractora, 

1896—590; Spon's— 872 
Pride and prejudice — 3058 
Priests census book for 874 and 1400 namash-* 

5479 
Primary factors of organic evolution — 987 
Prime ministers. Sketches of — 5069 
Prince Boohoo and the little Smuts — 4612 
Princess, The— 792 
Princess D^sir^e, The— 5056 
Principle of the incarnation. The — 4786 
Principles of the transformer — 5044 
Principles and practice of teaching in their 

relation to Sunday Schools — 2036 
Printing^l015, 2059 
Prints, Fine— 5537 

Pritchard, Charles: life and work — 4792 
Private life of an eminent politician: Prince 

Michel Teissier — 4122 
Private life of the renaissance Florentines, The 

—4300 
Private sanitoria for consumptives — 5275 
Privateersman, The — 5338 
Prize for boys and girls. The, 1896—4793 
Probate practice— 3718 
Problem of Hfe, The— 1467 
Problem of prejudice. The — 3082 
Problems in biology— 4849 
Problems of the Far East— 1938 
Problems of modem democracy — 4500 



Protestantism^-3312; English— 1638 
Protoplasm, The energy of living — 4648 
Proverbial philosophy of Confucius— 62 
Proverbs (modern reader's Bible) — ^191 
Proverbs, proverbial expressions, and popular 

rhymes of Scoiland^l913 
Provincial lady : a novel — 847 
Provost marshal. The— 4712 
Psalms — 1301, 2945 ; with canticles in Greek— 

4171 
PsoTosperms — 3870 

Psychic vigil in three watches, A — 5013 
Psychical research. Proceedings of the incor- 
porated society of; Vol. 2—1243 
Psychology— analytic— 2230; The crowd- 2447; 
elements— 3642 ; genius and degeneration— 
3964; ideal suggestion through mental 
photography — 5002; outlines of — 5510 
Pubuc compames. Secretaries of, and their 
duties— 1883; finance— 4100; health— 
3674; health in European capitals — 681; 
health laboratory work — 1132; health, law 
of— 1612; Libraries acts— 2389 ; men of to- 
day— 3200; school's year book — 693; speak- 
ing and debating — 1562; worship— 2718 
Publishing— 939 

Pumps aim pump motors, Pt. 12 — ^20, 914 
Punch, Judy and Toby: story— 4311 
Pupil teacher and scholarship student, Vol 4 — 

1709; Vol. v.— 4106 
Pupil teacher's course: Division 3 — 2930 
Puppet booth : twelve plays — ^2732 
Puppy dog's tales. (Picture book) — 55 
Purcell, Henry: Bicentenary commemozalioB 
ode — 5070 



Proceeding of the incorporated association of Pnritan in England and New England, The- 
municipal and county engineers. Vol, 3389 

XXII.— ^165 Puritan's wife. A— 4761 

Proceedings of the incorporated society for Purple east: a series of sonnets on England's- 



psychical research. Vol. II. — 1243 



desertion of Armenia — ^284, 833 



Trocedings of the Boyal Institution- 2719, Put-and-call, The— 2794 



2726, 2836, 2941, 2965, 5054, 5055, 6170, 

5311, 5342, 5371 
Proceedings of the royal Irish academy— 2617 
Professor of Medicine, The — 4978 
Professor's experiment. The— 3532 
Progress— 1276 

Progress of artillery and naval guns— 2087 
Prohibition— 2346 
Prolegomena — 4115 

Prometheus bound, and other poems— 4324 
Promised land — 5410 



Pyramids and pool games — ^937 

Quaint Nantucket— 2310 

Quaker grandmother, A — 4589 

Quaker poets of Great Britain and Ireland— 

2294; Worthies— 2038 
Quales ^o — ^776 

Quand j'ltais petit : Part I.— 3790 
Quantitative-chemical analysis, elementary— 

3849 ; estimation of the sugars — 6640 
Quartier Latin, the. No. 1 — 3234 
Quarto, The— 2948 



Promotion, Guide to : ranks of lieutenant, cap- Queckett Microscopical club journal, series Ko> 
tain, and major— 690 2, Vol. VI., No. 38—2604 

Properties: selections— 5509 Queen Elizabeth— 3112; courtships of— 1671, 

Property, Beal, Law of— 4995 5263 

Prophec^— 5004 Queen Moo and the Egyptian sphinx— 2078 

Prophets and their interpreters. The— 1754; Queen of Bedlam, The— 2066 

minor. Practical reflections on every verse Queen Victoria — 3723; Ufe — 6468; life an* 
of the— 1706 reign— 4255, 4626; and William I. German 

Proportional representatioiir-2666 Emperor — 3720 
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Queen's London — 695 
Queen's preferment, The--4232 
Queer people— 3862 
Quentin Durward, 2 vols — 2541 
Quest of the golden pearl. The— 3980 
Question of copyright. The— 2176 
Question of degree, A — 1039 
Questions and answers on cayalry outposts — 
2895 

Questions and answers for lessons on objects — 

4795 
Questions of the church catechism briefly ex- 
plained — 481 
Questions on English history and literature — 
696 

Questioos on metallurgy — 1094 

Quicksilver: or the boy with no skid to his 
wheel^— 3906 

Quiet days and retreats — 1207 

Quiet thoughts of a q[uiet thinker. The — 4887 

Quo vadis: a narrative of the time of Nero— 
4144 

Quotations, Dictionary of English — 1940 

Baoe with death, and other poems (recitations) 
—3383 

Eachel Langton— 1353 

Racing — Bookmaking and backing — 2488; 
chronicle — ^2847, 6323; Form at a glance— 
5188; Horses worth following— 2665, 5122; 
S.P. covering— 2421; Turf gems— 2713; 
5173; Turf ready reckoner— 2481 ; The 
win— 2875 

Badcliffe, Beginald, Becollections of — 698 

Badiography— 3021 

Bafael : a romance — 3879 

Bailrocbd control. State — ^2694; report, anatomy 
of— 857 

Bailway oases decided by the railway and canal 
commissioners, reports of — 3385; crossings, 
switches and formulae — 3152; law of 
CanadiB^1818 

Bailwaya— 1605, 1626, 2228, 3156, 5419; and 
tramways — 575; light— 4607 

Badnfall in British Isles— 5499 

Bainy day picture book — 4003 

B&ja yoga— 3725 

Baiah's sapphire. The— 1303 

Balmgh history readers, lY. standard— 4107 ; 
V. standard— 4799 

Bambles in Galloway — 3499 

Bamsay, Allan — 1750; poems — 3266 

Bandom Becollections of some noted bishops— 
4582 

Bandom roaming, and other papers — 565 

Bape of Lucrece — 3364 

Bape of the lock. The— 2168 

Baphael : £Qs life, works and times — 658 

Bat catching; — 5037 

Bates, local, in England — 382 

Bationale of mesmerism — ^1305 

Bavenstone: novel — 3853 

Baymond's rival — 3837 

Beaders — 3649; Cassell's new geographical Bk. 
YII.— 388; Domestic science— 2485 ; Bk. 
lY. — 4733; Domestic economy Staiidard 
Y.— 2840 ; Egyptian— 4332 ; Elementary 
science, Bk. I.— 968; Bk. III.— 3405; Gol- 
den, Standard I.— 4602; Fluent, Bk. Y.— 
8088; Bk. YI.— 3047; French— 835, 5538; 
French and English dual— 3376, 2728; 



German — 468; Macmillan's geographv, Bk. 
YI. — ^2465; New standard story book I. — 
4739; Pickwick papers 3437; Baleigh 
history. Standard lY.— 4107; Y.— 4799; 
Boyal crown. No. 2 — 4126; No. 6—2959; 
Boyal science — 5436; Science— 3087 — 
Yictoria, Bks. I., II., III.— 2942 to 2944; 
Waterloo object— 1842 
Beading and speaking. The art of — 3467 
Beadings, leisure — 60 
Beady, aye ready : addresses to working men — 

1113 
Beady reckoner — 4468 
Beal and ideal in literature. The — 4905 
Beal lady Hilda, The: novel— 423 
Beal property, law of — 4995 
Beason and religion — 2479 
Bebecca and Bowena — 5505 
Bebel, The— 184 
Becently discovered MSS. — 5348 
Becitations— 3383, 3614, 4080, 4081, 4239, 
4410, 5174; for infants— 1701 ; music, 
geography and kindergarten occupations — 
1784 
Becollections of Alexis de Tocqueville — 4943 
Becollections of a literary man — 5139 
Becollections of forty years in the house, senate,. 

and cabinet— 1302 
Becollections of Scottish episcopalianism — 550 
Beconnaissanoe — 1 252 
Becords and record searching — 5441 
Bectum, anus, and contiguous textures. Diseases 

of— 1825, 2736 
Bed badge of courage— 992 
Bed book of Hergeot: four romances of the — 

4656 
Bed court farm — 855 
Bed deer. The— 5529 
Bed gauntlet— 2543 
Bed men and white — 1381 
Bed Bepublic: Time of the Paris commune, 

1871—396 
Bed Scaur, The--5206 
Bed star. The — 612 
Bed umbrella, and other stories — 3493 
Bediviva— 1931 
Beds of the Midi, The— 3486 
Beef er and rifleman : a tale of the two services^ 

—3941 
Beflections and comments : essays in social and 

political philosophy — 1998 
Beflections on the origin, history, and destiny 

of the earth and Satan— 5432 
Beformation, Erasmus and the — 3477; protes- 

tant— 3851 
Befri^erating and ice makinor machinery — ^788 
Beggio, Due de: Memoirs — 5389 
Begfmentol records: The Black Watch— 4472^ 
Begister of intentions for man — 5423 
Begisters of the ancient parish of Bebinffton,. 
Cheshire — 3256; of Bidston, CbesMre — 
3257; Christ Church, 1538 to 1754—162 
Begistration under the representation of the 

People aotk 1884, etc.— 3269 ; cases — ^2520 
Begular fraud. A— 1578 
Belease, The, or Caroline's French kindred — 

2606 
BeUgio medici — 5076 

Beligion, ancient and modern thought — ^2452; 
Buddhism— 5080 
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^BeligiozL and science — 14, 4553, 4476 
Beligion, Jewish— 2729 
BeOgion of manhood. The — 4368 
BeUgion, subjectiye — 1711 
Religious conlaroversy. The end of — 2610 
BeligiouB education — 458, 2657, 3913 
Beligious life. Lost habits of the— 2509 
Beligious rights of the Catholic poor — ^2472 
BeligiouB thought in England in the 19th cen- 
tury— 5267 
Bdiquary, The, Vol. II.— 4113 
Beliques of <Ad London — 5534 
Bemarkable comets — 602; eclipses — 2459 
Bembrandt, Etchings of — 3945 
Bemedies— 1199, 5372 
Beminisoencee and notes of 70 years' life, 

travel, and adyenture. Vol. 2 — 529 
Beminiscences of Agra — 466 
Beminisoences of Eton in the forties — 5113 
Beminiscences of the time of the coronation — 

—1260 
BeminiBoences of Walt Whitman — 3555 
Beminiscences of a Yorkshire naturalist, W. 

Crawford Williamson— 2269 
Benaissance, architecture in Italy — 4245 
Benaissance, Florentine painters of the — 908, 

4300 
Benal and urinary diseases — 4850 
Benan, Ernest and Henriette — 1715 
Reply of Holy Catholic and Apostolical Orthodox 

church of east to encyclical of Pope Leo 

XIII. on reunion — 485 
Beport — of the International co-opeorative con- 

fress— 4375; select commilAjee on. the 
ameson raid — 3240; sixth general coandl 
of the Presb^rian alliance at Glasgow— 
4780; scientific study of the mentu and 
physical conditions of childhood— 401 

Bepreeemtation, Proportional — ^2666 

Republic of childhood. Vol. I., Froebd's gifts 
—3328, 4216 

Bepudiation of the State debts, U.S. — ^2971 

Bes judicata^— 2309 

Bes romanae — ^2352 

Besidential and business flats. Law of — ^916 

Besultados del observatorio Naoional Argen- 
tine en Cordoba — 4376 

Besultant Greek Testament — 841 

Besurrection, Meditations on the revelations of 
the 2679 

Besurrection men — 3771 

Betreats, with letters and notes of spiritual 
direction — 1005 

Betrospect of medicine. Vol. 112 — ^29; Vol. 113 
3076 

Retroepectiye reviews — 1595 

Betz, Cardinal de— 220 

B^union, Island of, Bambles in^-6386 

Reunion of Christendom— 449, 1002 

Rev^otion of the Christ— 1627 

Revenge— 4276 

Revenue and arms : lectures — 4150 

Revenue laws of Ptolemy Philadelphns — ^110 

Reveries and realities: or life and work ia 
London— 4699 

Review of Reviews, Vol. 12, July-Dec., 1895 — 
704; Vol. 13— 2953; Vol. 14—5584; annual, 
1897—5588 

Reviews and critical essays — 1697 

Revolt of man. The — 4297 



Revival sermons — 3224 J 

Revolt of the young Mao Cormacks, The-3908 
Revolution and counter revolution — ^2869 
Reynolds, Richard— 2016 
Rheumatism — ^2464 
Rheumatoid arthritis — 2625 
Rhodesia^-3033, 3190, 4641, 5501 
Rhymes from a rhyming forge — 4810; of iron^ 

quill— 3982 
Rhyoiites of the County of Antrim, with a not^ 

on Bauxite— 2351 
Rich and poor — 5065 
Richard III. tragedy— 4141 
Richard Feverell— 4694 
Richard Savage— 1370 
Richelieu— 1604 
Riches of Chaucer, The— 2662 
Richmond, Dukes of. Records and reminiscencM 

of Goodwood and — 5289 
Richmond on Thames: Portfolio— 2739 
Rickerton medal. The— 3046 
Biding— 2145 
Bifle, Notes on the^2727 i 

Bifle raujpfeirs. The — 3640 
Bights of children — 5222; of men and animals 

—3615 
Bigfid dynamics — ^1156 
Bime of the ancient mariner— 4117 
Bise of the Dutch Bepublic— 1659 ; Vol. U. 

2136; Vol. II.— 2897 
Bitual of health— 3221, 3953, 5512 
Bival Crusoes, The — 4000 
Bivals, The— 4871 
Biverby— 3823 

Bivers and canals — 3164; The Shannoor— 5576 
Biverside letters — ^2081 ; Bomance, A — ^1130 
Bivieras, The— 4538 
Biviere, Briton — 4258 
Bizpckh, and other poems — 3299 
Bead book of Nor&umberland and Duriiani' 

1354 
Beads and pavements in France — ^717 
Bob Boy— 231, 2529 
Bobc of Lucifer, The : novel— 843, 1369 
Bobert Burns and other tongues — 561 
Bobert Helmont: the diary of a recluse, 1870- 

71—3430 
Bobert XJrquhart — ^1294 
Bobinson Crusoe — 1000, 1001, 3121 
Bodney Stone — 4430 
Boentgen rays — 4182, 4724 
Boger Vanbruffh's wife — ^234 
Bognvald, Earl, and his forbears — 5475 
Bogue's daughter, A — 1292 
Bop^ue's march. The — 4568 
BoUnd, Madame— 2235 
Boland Kyan: an Irish sketch — ^260 
Boll of golden thoughts for daily veading: 
selections in prose and poetry — 8646; of 
thoughts selected from the works of W. E. 
Gladstone--3429 
Bolle, Bichard: works. Vol. IL— 3647 
Boman Britain: map---4103 
Boman Catholicism, Primer of — 860 
Roman city, an old — 342 
Roman du prince Othon — 2997 
Roman Empire — 1047, 3479 
Roman fever— 4073 
Roman gossip— 454 

Roman law — 5387; in the New TestaDUB^ 
2032 
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Boman see in the earlr church — 1428 

Bomance of a king's Ufe — 5282 

Bomance of commerce. The — 4086 

Bomanoe of Dijon— 3893 

Bomance of industiy and invention. The— 3413 

Bomance of Mary Sain — 4.768 

Bomance of Bahere, and other poems — 517 

Bomance of the Sea, The— 4216 

Bomance of Waetdale — 4680 

Bomanes, George John, Life and letters — 1271 ; 

4825; poem^— 4824 
Itome — 5029; ancient— 2852 ; history— 2041, 

3351, 2470; in the middle ages— 4620 
Bome and England; or ecclesiastical conrti- 

nuity— 4119 
Bome and Pompeii — 343 
Bome of to-day and yesterday — 4416 
Bome, TJnion with — 3041 
Bomeo and Juliet — 1738 
Bomish schism and the English church — ^1906 
Bontgen rays — see Boentgen rays 
Boots of the mountains — ^2882 
Bosarian's yearbook for 1896—76 
Boee, Alexander, catalogue of engraved 

portraits— 1058 
Bose and the ring — 5505 
Boee of Allandale, The— 4904 
Bose tree of Hildesheim, The: poem — 5542 
Bosebery, Earl of: addressee at Glasgow and 

Dumfries on Bobert Bums, 1896—4124 
Boss, Alexander: poems — 3266 
Bosaetti birthday book. The— 2614 
Boy — 3226 

Bough mischance — 512 
Bough notes on remedies — 1199, 5372 
Boumonia, Bulgaria, Servia, and Montenegro — 

4054 
Bound about Armenia — 3967 
Bound the hearthstone — 4176 
Bound London— ^2958 
Bound the world rambles — 4341 
Bound the world with " A gaiety girl "—1403 
Bound the year — 4052 

Boyal Academy of medicine in Ireland : trans- 
actions. Vol. 13—1779 
Boyal Astronomical Society: General index to 

vols 30-52; of the monthly notioeB, 1869- 

1892—2596 
Boyal Christopher, The— 4657 
Boyal crown infant reader. No. 2 — 4126; No. 6 

—2959 
Boyal Dublin Society proceedings. Part IV., 

Y6L. VIII— 1620; Vol. V.— 356; Vol. VI. 

--440, 2369, 2351, 3232; Vol. VIII., 2318, 

2597, 3236 
Boyal exchanges. History of the three--4985 
Boyal Historical society transactions: Vol. 

IX.— 225; Vol. X.^4831 
Boyal infirmary cliniques — 2810 
Boyal Institution, proceedings of the — ^2719, 

2726, 2836, 2941, 2965, 5054, 5055, 5170, 

5311, 5342, 5371; National biogj?aphy— 

2449 
Boyal Irish Academy, Irish facsimiles— 2284; 

list of members — ^2516; proceedings, Y(A, 

III.— 2517; transactions. Vol. XXV., Pt. 

18—2439; Pt. 19—2565; Pt. 20—2341 
Boyal Medical and chirugical society. Transac- 
tions— 630, 631 ; Vol. 79—4692 



Boyal natural history — 1617, 1618; section 9 — 

2845 
Boyal Navy, and merchant shipping in relation 

to the navy — 4744 
Boyal navy list: Lean's— 2827 
Boyal portfoDio of pictures and diagrams--' 

2960; 3rd series— 4127; plant life— 5436 
Boyal priesthood and its offering : confirmation 

^983 
Boyal St. Gleorge, history reader— 1708, 1728 
Boyal science readers— 3649 ; Bk. 2—226 
Boyal Society, catalogue of scientific papers; 

VoL 11—722 
Boyal Society of antiquaries in Ireland, journal,. 

Vol. 6, Part 11—3650 
Boyal Society of Edinburgh, Transactions of; 

Vol. 8, Nos. 15 to 19—3782, 3928, 4181, 

4094, 3852; No. 9—369; No. 10—198; No. 

12—2270; No. 13—3186; No. 14—3169; 

Vol. 38, No. 7—15; No. 5—572 
Boyal socie^ of literature. Transactions, 2nd 

series. Vol. 18, Pt. 1—4832 
Boyal Wall atlas. The British Empire— 2961 
Buabon— 3313 
Budeness of the honourable Mrs. Leatherhead — 

4863 
Bugby football— 4121 
Biigen fairy tales — 4253 
Buhmkorff induction coil — ^2918 
Buin of the world's agriculture and trade — 3252: 
Buined procedure of the House of Commons — 

1723 
Buiub, the juggler — 1557 
Buled fonhs for tabular statements — 1918 
Bules for regulating nomenclature, with a view 

to secure a strict application of the law of 

jpriority in culomological work — 4970 
Buling ideas in early a?es and. their relation to- 
old testament faiw — 1661; ideas of the- 

present age — 1054 
Bunning the blockade, American civil war — 

4174 
Bural almanac and sportsman's illustrated-! 

calendar — 379 
Bussell, Alys : the woman question — 5439 
Bussia, underground — ^2996 
Bustic adornment for homes of taste— 625 
Bustic life in France — 4177 
Buth, Book of — 4128 ; (Modem reader's Bible>> 

-^356 
Buth Davenant — 5052 
Buth Farmer— 1635 
Butherford, Alison: poems — 3266 
Buyter, L. Admiral de — 5353 
S. of Diophantus— 4181 

S.P. covering and dead-heat ready reckoner — ^24211 
Sacrament, Legends of the blessed — ^237 
Sacramental confession — 1206 
Sacred city of the Ethiopians, the — 1859 
Sacred poetry, American-^250 
Sacred study, Foundations of — 87 
Sacrifice of fools, the— 2675 
Saga of the sea swallow, the — 5149 
Sagafl-4784 
Sailing tern's, Part V., west coast of Scotland, the^ 

Orkneys, and the North Sea— 3420 
Saint Anthony of Paduar~53 ; Anthony of Padua, 

Manual of devotions in honour of — ^2852; 

Benedict. Saints of the order of— 6421 : Ber- 
nard, Abbot of Clairvaux— 6159 ; Editha andt 
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Tamworth church— 1810 ; Ephraim the Sy- 
rian, Dissertation on the gospel oommentajy 
of— 2795; George, history reader— 1708, 
1728 ; James, G^ieral epistle of, in Gre^, an- 
notated — 386 ; John the apostle, the teaching 
of — ^2416; Luke, gospel— 4844; Margaret, 
Queen of Scotland, gospel book of facsimiles 
—4010 ; the life of— 2588 ; Mark, Gospel ac- 
cording to— 2769, 4845 ; Martin (Oarfax) Ox- 
ford, history ,of the church and parish — 
6182; Mary's of Old Montrose— 3141 ; 
Mathew (books of the Bible) — 3791 ; gospel — 
1461, 4846 

St. Paul— 1758 ; Peter, Gospel of and apocalypse 
of— 5348; Peter, The See of— 1824; Peter 
Mancroft, Norwich church — ^1566 

St. Augustine's Abbey, Canterbiuy, Missal of — 



St. Bartholomew's hospital reports. Vol. XXXI. 

-^28 
St. Botolph's Church, Boston, Lincoln^— 727 
St. David's Cathedral, Bishop's Palace, Coast 

chapels, etc., Gxiide to — ^2ol7 
St. George's hymn tune book and acoompaniments 



St. Luke's gospel, Commeatary— 4776 ; set for 

Oxford local examinations — 5467 
St. Nicholas magazine — 1729, 3654 
St. Paul's epistles, Notes on the study of — 5234 
St. Konan's well, 2 vols.— 2542 
St. Thomas' hospital reports, Vol. XXIII.- 1820 
St. Winifred's ; or, the world of school — 3902 
Saints, The invocation of— 2157 
Saints, Lives of the— 38, 39, 40, 41 ; (April) 1445. 
(Mlay) 1896; June to December— 2324 to 
2330; of the order of St. Benedict— 1249, 
5421 ; Short lives of the— for every day in the 
year — 4497 
Saints, Prayers for the— 2977 
Sakhalin, penal island of — 3884 
Salford, Directory of— 5465 
Salon 1896—3255 
Salt analysis, Single— 2076 
Salvation after death— 3526; the easiness c^— 

1026 ; the way of— 1982 
Saltonstall gazette, tiie— 3202 
Samantha in Europe— 130 
Samson Agonistes — 3209 
Samuel I. and II. — 46 
Sanctuary and sacrifice— 326 ; of suffering, the — 

2577 
Sanctum, regnum. Magical ritual of the— 2460 
Sandow on physical training— -1730 
Sandys, Frederick, Art of— 5444 
Sanitary engineering— ^198 ; institute, ezamina- 
tions in sanitary knowledge — 734 ; illustrated 
list of exhibits which have received medals 
from the— 2190; Journal of the. Vol. XVI., 
Part 4—735 
Sanitation— ^mestic — ^1168, 4370 ; metropolitan 
—1487 ; water supply— 1640, 1781 ; of New 
York— 1803 
Sanitoria for consumptiyes— ^276 
Sankara, The imitation of— 447 
Sapphira of the stage— 2824 
Sarah Deck's victory— 746 
Sartor resartus— 1900, 3399, 3832 
Sanun almanack and the diocesan kalendar, 1896 

—736 
Satan, How the devil was made— 2420 



Satan worship in modem France — ^2084 

Satchel guide for Europe— 2191 

Satellite evolution— 663 

Sauces, A book of— 4104 

"Saucy May," (The; or, the adventures of & 

stowaway — 3918 
Saul of Tarsus— 1758 
Saunders, Eleanor and Elizabeth— 1412 
Saviour of the world — ^2193 
Savonarola, Qirolamo-^5521 ; Life and times of— 

3015 
Savoy, The, Vols. I— m.-^5446 
Saw mills, their arrangement and management— 

4272 
Sayings, signs, and superstitions in New England 

—3546 
Scalar invariants of two linear vector functions— 

2439 
Scandinavian folk-lore— 4383 
Scarlet and blue ; or songs for soldiers and sailors 

—4*56 
Scavenging : disposal of house refuse — ^1090 
Scenery of Switzerland — ^2458 
Scenes of familiar life — 3916 
Sceptre of the real. The (Hardy)— 2792 
Scholar gipsies — 4330 

Scholar of a past generation, Samuel Lee — ^2080 
Scholia Aristophanica — ^725 
School— calendar (1896)— 1288 ; oietho I -IMl, 

3863; time table— 3140 
School for scandal, The, and the rivsJs— 4871 
School in fairyland — 4163 
School of instruction at Aldershot, Gmde to— 

1737 
School of Plato— 1895 
School, Shakespeare — 3662, 3663 
Schoolboy, Meals and food fai>-2194 
Schoolmaster sketches— 613 
Schopenhauer's system in its philosophical signi- 
ficance— 2340 
Schott methods of the treatment of chronic dis- 
eases of the heart — 1339 
Schwarzwalder donfgeschichten — 3357 
Science — and art examinations : mathematics— 
1250 ; art and technical colleges, schools, and 
teachers in the United Kingdom, Directory of 
—3567 
Science, elementary object lesson charts — ^177 
Science gossip. Vol. 2, new series — 3402 
Science handbooks— 2636 ; Standard VI.— 4304 
Science of money — 1494 
Science of spiritual life, The— 3843 
Science, Popular — 60 

Science readers — 5436 ; Book I. — 968 ; Book 11.- 
3087; Book IIL— 3405, 3649; dome'H^ic- 
4733 ; Royal, Book II.— 826 
Science and technology. Catalogue of modem 

works on-^5086 
Science and theolos^ — 2265 
Scientific papers— 4229; of Royal Society, Catir 

Vol. XI.— 722 
Scieiitfflo romances — 3963 
Scotch girl's exile. The— 4314 
Scotch stories— 1197, 4925 
Scotland— Qiild's history of— 667 ; church history 
655, 5329; deer forests of— 2403; oo«lf«ia? 
tical architecture, Vol. I.— 607; Vol. 11.— 
4662; Fife and Kinross— 1165 ; Gray di^ 
and gold in England and— 5560 : history of— 
5385 ; true stories from— 4187 ; Pictish re- 
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mains in — ^1209 ; proverbs foid proverbial ex- Semitic text and translation series, YoL I. — 3820 

pressions and popular rhymes — ^1913 ; story of Sense and sensibility — ^1836 

Christianity in— 1670 ; wild life of— 2357 Sentimental sex, Tlie--3024 

Scots law — SmA ; Encyclopaedia of, Vol in. — Sentimental Tommy— 4282 

5212 Septiiagint, Concordance to the, Part Y. — ^1552 

Scott, Sir Walter, The story of his first love — Sequels of disease— 4434 



1732 

Scott and t^e land of Scott, Story of— 1903 
Scott, Rev. William Affleck— 4801 
Scottish chiefs— 3229 
Scottish church and imiversity almanack — ^743 ; 

history. Vol. II.— 2667 ; influraioe of— 4380 
Scott^h churches — 1796 
Scottish civilisation— 2850 
Scottish county histories — 4688 
Scottish episcopaJianism — 550 
Scottish fairy and folk tales— 3132 
Scottish language. Dictionary of — 976 
Scottish licensing laws — 5418 
Scottish life and character — 4956 
Scottish poetry of the eighteenth century, Vol. I. 

Scottish Road boc^- 2201 
Scottish worthies— 4709 
Scoundrels : a book of— 4210 
Screw and gear cutting— 2385 



Serious comedy,A — 1667 

Serious subjects. Common thoughts on— 4666 

Sermon on the mount — 5204 

Sermon preparation— -33 

Servia and Montenegro— 4064 

Set to obey— 4974 

Seven last words of our Lord— 137, 935, 1103, 1193 

Seven stories — ^2733 

Severn valley — 3272 

Sewage puritication — 2689 

Sewerage engineers hand-book — 854 

Sewerage and sewage disposal — ^716 

Sexes, Go-education of the — 2026 

Shades of the choir carvers of Amiens, and Perse- 
phone : two plays — 65 

Shades, shadows, and perspective— 3962 

Shadow of heaven. The : sermons — 3368 

Shadows on love's dial — 384 

Shaftesbury, Lord — 3471 ; and (Jeorge Peabody — 
3661 



Screw threads and methods of producing them — > Shakespeare — and his predecessors — 1417 ; higher 
4544 teaching of— 2250; secret— 352; studies and 

essay on English dictionaries — 328 ; historical 
plays— 4448 ; tragic art of— 4882 
Shakespeare, William, Works— 1740, 2560; Vol. 
VL, VII.— 2206; Vol. X., XI.— 2980; Vol. 
XII.— 3273 (Stratford-on-Avon edition) 5455, 
5456 
Shakespeare's — ^heroes on the sta^e— 4220: Leio- 
ines— 4600 ; Hollinshed— 4166'; Julius Csesar, 
questions on — 159; plays, medicine and kin- 
dred arts m— 4729 ; sonnets— 4139, 4140 ; town 
and times— 3022; true life— 2812 
Sham goldr-3036 

Shannon, The, and its lakes — 5576 
Shapes in the fire— 4872 
Sheep— 1747 

Sheet metal worker's instructor — 1799 
Shellev, Percy Bysshe : life— 344 
Sheridan: a biography — 3235 
Sliipbuilding and marine work of the whole world 

—751 
Ships, British, Registration of— 3921 
Shirley : table talk-4879 
Shod with silence — 4445 
Shooting— 998, 2404, 5103 
Shop ^ks— 2012 
Shore, Louisa: poems — 4873 
Storeditch, A story of — 3542 
Short notes : useful matter— 979 
Short plays and charades— 4988 
Shorthand, Orthic— 4161 ; Book of the Psahns— • 

4908 
Should aiild acquaintance be forgot — 4596 
Shrewsbury church congress, 189i6— 4356 
Shropshire lad. A— 11(3 
Sibena^-3884, 4209 
Sidartha: a story of mystery— 4291 
Sidmouth parish church, Reminiscences of utter- 

* ancee from — 5111 
Siege de Paris, Le— 1731 
Sign of the cross : a novel — 5039 
Sign of the red cross. The— 3933 
Signals, International code of — ^2019 



Scribner's magazine. Vol. XVIII. — ^1736 ; for Jan.- 
June (1896), Vol. XIX— 3267 

Scripture problems and their solutions — 312 

Scrooby to Plymouth rock. From — 3648 

Sculptors and sculpture — ^1743 

Sculpture— 483, 699, 4672 

Sculptured tombs of Hellas — 5199 

Sea of Gidilee: missions— 232 

Sea baths and hydropathic establishments, Dic- 
tionary of — ^1425 

Seabirds, British— 1006 

Sea-fishes— 5132 

Sealskin cloak, The— 3799 

Seamanship — 5592 

Seashore natural history— 3694 

Seaside watering places — ^2974 

Second book of nursery rhymes set to music — 

4058 
Second Empire : France — 4193 

Second madame, memoir of Elizabeth Charlotte, 

Duchesse d'Orleans — 610 
Second opportunity of Mr. Staplehurst, The — 1264 

Secondary education — ^2550 

Secret of holiness— 286 

Secret service, A: nihilism — 2833 

Secretarial handbook and correspondence guide — 

479 
Secretaries of publio companies and theu* duties— 

1883 
Secrete of sancUty — 4635 
Section cutting and staining— 3415 
Secularism, Modem — 3913 
Securities, Negotiable— 3032 
See of St. Peter, The— 1824 
Seed and shower— 2610 
Seed basket: addresses— 4858 
Seed com for the sower — 3225 
Seedlings-^99 

Selbome, Natural history of — 3326 
Self-denying ordinance. A — ^1074 
Self-improvement— 4688 
Selve. L*--5390 
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Signs and seasons — 5089 

Silence, with other sermons — 1222 

Silence of Dean Maitland — 6210 

Silent gods and sun-steeped lands — ^1040 

Silhouettes~2234 

Silk of the kine, The— 2104 

Silkworms— 460 

Silver flagon, The— 4369 

SUver Ubrary-^231, 4621 

Silver, Metallurgy of— 1603 

Simon Rvan the Peterite — ^1676 

Simple object lessons from nature — 1495 

Simpler life, Plea for— 668 

Simpleton, A — 3638 

Simplicity— 4790 ; in Chriflt--4146 

Simpson, Sir James Y.— 4709, 4876 

Sin— 6229 

Sin for a season — 3846 

Sin of another. The— 2806 

Sin of Hara*, The— 2113 

Sin of St. Hulda, The— 5147 

Sinai— 3066 ; The law of— 216 

Sinaitic palimpsest — ^1597 

Singleheart and doubleface— 218 

Sins, The fwffiveness of — ^114 

Sintram and his companions — 6190 

Sir Benjamin's bounty— 4677 

Sir Qec^Erey de Skeffington: a romance of the 

crusades— 283 
Sir George Tressady— 5731 
Siren voices — 2809 
Sister martyrs of Ku Qxeng— 1412 
Six generations of friends in Ireland — ^707 
Six months in Jerusalem — 3068 
Sketch of the currency miestion, A — ^1477 
Sketches for scamps— 4780 
Sketches of Lindisfame— 6360 
Sketches and stories, grave and gay — ^2656 
Skiagraphy— 1722, 4724, Archives of clinical- 



Skin diease— 1, 147, 772, 1789; and syphUitic 
affections, Pictorial atlas of— 6415 

Skinner, John: poems — 3266 

Skirving, Adam: poems — 3266 

Skull, Foramina at base of— 93 

Slave raiders of Zanzibar, The— 4337 

Slavery — 656 

Slum to Farm Colony— 1884 

Smallest Gennan-EngUsh and English-German 
dictionary — 2211 

Smirched— 4S37 

Smith, George, of Coalville— 4561 

Smith, Rev. Roberts: quiet thoughts: extracts 
from diaries — 4887 

Smith, Sidney, life and times — 4112 

Smith's weaJmess : story — 4464 

Smoke: novel— 1349 

Smoking--4942 

Smoking craze. The — ^2618 

Smollett Tolnas : poems— 3266 

Snake bites, Immunisaticm against — ^2390 

Snarley vow— 5339 

Snow white and rose red and other plays for 
childienr-4839 

Snowstorm, The— 2397 

Sober by act of parliament — ^2849 

Social — democrac3% Gennan — 5439; life of the 
Qieeks, Vol. H.— 4033; observances— 2218 i 
question— 4180 ; reform— 1166; rights and 
duties: addro88es---1317 : scnoce annuals — 



5020 ; settlements : Hull house, Chicago — 
2801 ; social theonr : a grouping of social lacta 
and principles — ^2624 

Socialism— 2249, 4891, 5001; its growth and 
outcome — 4062 

Society cartoons — 497Y 

Soldiers— 4312 

Sokiier in battle— 1373 ; tales— 4C02 

Soldier of the legion. A— 3549 

Soldier's health and how to preserve it — ^2721 

Solid geometry and mensuration — 4937 

Solomon's song (Modem readers' Bible) — 5356 

Solos in verse— 691 

Solutions to the examples in Loney's plane fsi- 
gonometrv — ^2839 

Some fair HiDemians — 5201 

Some more nonsense Aymes — 3675 

Some principles of religious education — ^2657 

Some unconventional people — 4602 

Some whims of fat o 14 29 

Some women's ways — 3438 
, Something new : a dream story for little children 
— 43'S 

Something to do, please — 4766 

Son, Advice to ar--4745 

Son of the forge, A— 3069 

Song book, Happy hours — ^1714 

Songs and ballads of young Ireland — 5326 

Songis— Bnf lish— 3483 ; for liittle people— 4487, 
5195 ;, for little singers — 2835 ; for soldiers and 
saik>rs— 4456 ; from the Greek— 4857; from 
Vagabondiar-5099 ; and lyrics, golden toeasury 
of-^751 ; and meditations — 4557 ; and odes — 
5151 ; of brotherhood— 927 ;^ of love and death 
—4249; of the maid — 5464; of a session— 
4098 ; of travel— 3697 ; and verses— 3343 

Scmgs without answer : poems— 4794 

Sonnets— 4139, 4140 ; from the Portuguese— 4324 

Sons— of fire— 3074 ; of freedom-^544 

Sophocles amd Shakespeare, Tragic art of— 4882 

Sophocles, Antigone, Ajax— 41M, 3676; plays— 
4894 

Sophonisba: or, the prisoner of Alva, and other 
poems — 4416 

Sorceress of Paris, The— 3886 

Sorcery— 2067 

Sorrow, Hallowing of — 4530 

Soudan frontier, From Cairo to the — 3011 

Soul, Garden of the— 2393 

Soul of the sermon. The — 1489 

Sound— 1462, 1712 ; and music— 790 

South Africa-1652, 1678, 3233, 3240, 3308; 
Beohuanaland of — 1936 ; Boer war, Transvaal 
—4345. 4641 ; Directory of— 1310 ; and Egypt, 
Campaifl;ning in — ^1183; English and Dutch 
in— 2275 ; ito people and politic8-^27 ; map 
of Johannesburg— 5416 ; map of Matabelelaad 
—5185 ; Mashonaland— 1492, new-^5501 ; 
political situation — ^2966; Portuguese io— 
2581 ; Rhodesia— 3033. 3190, 5585 ; tales from 
—1889 ; Transvaal— 1097, 1619, 1811 ; Trans- 
vaal and Orange Free State— 2141 ; ZululandL 
Natal, and the Transvaal— 2406 
South African gold mines, Transvaal — ^2611 
South African materia medica — ^1752 
South African orchids — 3377 
South African Republic, PoUtacal laws of— 2099 
South African stories— 3128 
South America. Pacific line guide— 67S 
South Sea missions — 4714 
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Southern English road»-^242 

Southern sideli^ts— 2435 

Southern skies— 1247, 2175 

Southwell diocesan church calendar— 69 

Souvenirs of Xante Claire, Mademoiselle Aubert^ 

2001 
Sovereign reader, The— 3616 
Sowers, The— 188 
Sowing and reaping — 4717 
Spaced dictation tests and exercise book— 1919 
gpain--4727 ; Bible in— 921 ; and Portugal, marl- 
tune codes ol— 4796 
Spanish Armada— 662, 3636; tracts. No. 1—4398 
Spanish and English commercial correspondence— 
730 ; dictionary — 4194 ; language — 5104, 
5254; self-taught--803 
Spanish ballads and songs — 4994 
Spanish composition — 3749 
Spanish cousin — 3372 
Spanish main— 1269 

Spas and mineral waters of Europe— 2594 
Speaker of the House of Be^esentatives, The— 

3469 
Speaking— 3467 

Species, Is natural selection the creator of — 4509 
Specific gravities and oceanic circulation— 369 
Specimen lessons — ^762 
Speech, Christianity in common — ^1263 
.^indies and oars— 4562 
Spinning, Hand— 2737 
Spinsters sweet arts, The, and other poems — 

3301 
Spirit of the age : sermons — 36 
Spirit of the Dominicans order, illustrated from the 

lives of its saints — 3887 
Spirit, Power.of the— 577 
Spirit's seal— 4718 
Spiritual life— 2179; the science of— 3843; some 

principles and practices of — 628 
Spiritual TC«ding for everybody— 1174 
Spiritual stepping stones— 4309 
SpirituaUsm^l55, 1977, 5013 
Splanchnology — ^215 
Spon's architects' and builders' prioe book, 1896— 

872 
Spook ballads— 3220 

Sport— Qycling— 1091, 1413, 1677; deer hunting 
—^29; fishing— 1480: fox hunting— 5580 ; 
hunting— 1272 ; 4720 ;' pigeon shooting— 2871 ; 
poetry of— 4760 ; racmg— 2421, 2481, 2488, 
5112, 5173, 5188, 5323; rat-catching— 6037 ; 
shootmg— 998 ; wild-fowling— 969, 5103 
Sport in the Alps, past and present — ^2404 
Sport in Ashanti— 3672 
Sport in Indiar— 1501 
Sport in Ladakh— 769 
Sport in man^r lands — 3678 
Sport, occupation and pastime — 5169 
Sporting stories and sketches — 1995 
Sporting tales — ^1131 
Sports and games— 69, 189, 257, 264 
.Sports and pafltimes— 2301, 5028, 5168 
Spraying of plants — 1154 
Spring notes from Tennessee— 2585 
Spring's immortali^ and other poem8-T2630 
Sporgeon, Charles Uaddon : the man and his won- 
derful message^— 2609 
Sporzheim, Dr. John Caspar, phrenologist— 3738 
Squib and his friends— 4518 
Squire, The— 676 



Squire of the padsh, The— 3741 

Stoble management — 2490 

Staff and tonic sol-fa notations — 1669 

Staffordshire, Historic — 3125 

Stages in atonement : addresses — 911 

Stages in the journey — 576 

Stained glass as an art — 5245 

Stamps, postage— 361, 5178, 5446, 5452 

Standard V., manual training — 860 

Standard of value, The — 5280; The disturbance 
in the— 2622 

Standard opera glass, The— 2290 

Stanley and Africa— 3282 

Stanley, of Alderley, Lady Maria Joeepha — 4565 

Stanley of turf. The— 2217 

Star sapphire. The— ^115 

Stars— 1244 

State, An examination of the nature of the — 3333 

State and the individual. The — 4664 

State in relation to education — 1472 

State and its interference — ^2549 

State railroad control— 2694 

Statement of Stella Maberley, The— 1764, 3762 

Statesman's year book — 1314 

Statics— 4055, 4125, 5563 

Stationers, printers, booksellers, publishers, and 
paper makers dictionary, 1896—1584 

Statistics— 1314 

Statuette and the background — ^1427 

Statutes — annual— 585; Chitty's — 586; interpreta- 
tion of — ^1176; of the University of Oxford 
(1896)— 4082 

Statutory trust investment guide— 2853 

Steam engine— 4526, 496d; horizontal — 3315; 
considered as a thermo-dynamio machine — 64 

.Steam heating — 5294 

Steamships — 5330 

Steel : a manual for steel nsert— '2475 

Steel, Structural— 33% 

Stellar-3963 

Stella's story : a Venetian tale— 4401 

Stenography— 4161, 4908 

Stephen's Ashton's dragon — 3285 

Steps iieavenward— 3286 

Sterility— 1856 

Sterne, Laurence, Life of — ^8717 

Stickit minister, The— 422 

StiH i|pward^-4951 

Stock and share broker's directory, 1896—2167 

Stock Exchange \handbodc — 444; investments— 
1834, 3356 

Stockinffs, Knickerbocker, cycling and shooting — 

Stone cutting and masonry — ^1745 

Stookownecs, Practical veterinary advice rf 0]>«-3(ll 

'Stolen mask, A — 2266 

Stone in the bladder. Modem .treatment ^of, by 

litholapaxy — 3143 
Stone, Marcus— 4258, 4271 
Stonewell^s scout : a story of tike American xMi 

war— 3529 
Stops of various quills— 3177 
Stora^ of the water of the river Thames in aid of 

the water supply of London — 4550 
Stories for men and women, first series — 3656 
Stories from *he diary of a doctor— 1177 
Stories from Waverley for childrei^— 4491 
Stories and legends from Washingtop £rving— • 

4594 
Stories of animal sagacity— 3874 
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8torie8 uf the Caesars from Suetomus — 6546 

Stories of ef^eryday life in modem China — 4973 

Stories of the far west — ^1665 

Stories of the kings of Norway — ^1192 

Stories of my life and work (Her. John Jameson) 

^3988 
Stories of Naples and the Camorra— 4511 
Stories of tile trees, The— 3449 
Stormy days— 4335 
Stormy past, A — 4843 
Stormy voyager, A: novel — 4920 
Story book. Standard I.-4739 
Story of Bell, The— 3878 
Story of Bums and Highland Mary, The— 2900 
Story of Bums and the land of Bums — 1902 
Story of the chemical elements — 5367 
Story of Christianity in Scotland — ^1670 
Story of the Church of England— 2144 
Story of the creation— 2229, 4911 
Story of David Livingstone — ^1539 
Story of extinct civilisations of the east — 4244 
Story of forest and stream, The — 5428 
Story of the glittering plain, The— 2883 
Story of the gospels for children — 498, 1320 
Story of the hero of Uganda : Alexander Mackay 

—2830 
Story of the Indian— 608 
Storv of an Irish sept. — 1768 
Story of John Wesley, The— 4625 
Story of a London clerk — 1321 
Story of a lost soul : a novel — 3118 
Story of Maurice Lestrange— 3619 
Story of my life— 3498 
Story of my life. Sir Richard Temple — 4929 
Story of the Nations series (Vol. XUII.), 

— Bohemiar-2743 ; Vol. XLIV., the Balkans 

—4054 
Story of an old oak tree — 465 
Story of our own planet — 4306 
Story of our railways — 3156 
Story of Philip Methuen, The— 1206 
Story of a piece of coal — ^2854 
Story of the rebellious grunters — ^1116 
Story of Scott and the land of Scott— 1903 
Story of Sir Walter Scott's first lov©— 1732 
Story of Shoreditch, A— 3542 
Story of a short life, The— 1974 
Story of Sigurd the Yolsung, and the fall of the 

Niblungs— 2891 
Story of Ursula. The— 3371 
Stowell's housekeeper's account book— 4913 
Strains produced in iron, steel, and nickel tubes in 

the magnetic field — 3186 
Strand magazine. The, Vol. XII. — 6489 
Strand musical magazine. The, Vol. IV.— 6490 
Strange case of Dr. Jekyll and Mr. Hyde with 

other fables— 1319, 2569 
Strange sad comedy, A — 3659 
Strange solution, A — 4510 
Strange transfignraition of Hannah Stubbs, Thfr— 

1170 
Stratford-on-Avon — 3022 
Strathendrick and its inhabitants from early times 

—1755 
StrathpeflFer spa— 1987 
Strawcutter's daughter. The, and the portrait in 

my uncle's drawing room — 2998 
"Stray thoughts for girls— 245 
Stray thoughts for invalids — ^764 
Stray thoughts of a life-time— 2603 



Street names, London— 2405 

Strength, How to obtain— 2410 

Strength in quietness, and other sermon talks* 

2035 
Strengthened with might — 3475 
Strictly incog.— 1798 
Strikes and social problems— 661 
String work — ^282 
Striving for the mast^y — ^1256 
Strong man armed, A — 1951 
Stmctural botany — 1734 
Stmggle of the nations : Egypt, Syria, and Assyria 

—4046 
Struwelpeter, Egyptian— 1502 
Stuarts, England under the, 1603-1688—3463 
Students handbook to the Psalms — ^1301 
Studia biblica et ecclesiastica, Vol. IV.— 1769 
Studia Sinadtica— 1050 
Studies from life-^120 

Studies in ancient history — 1629 

Studies in black and red : famous rriminftln WZ 

Studies in black and white — 760 

Studies in chemical dynamics— 3522 

Studies in Dante— 3608 

Studies in Hebrew proper names— 4516 

Studies in Degelian dialectic— 1631 

Studies in interpretation— 4576 

Studies in Judaism — ^2195 

Studies in the morphology of sporo-prodiieiDg 

members, II., ophioglossaoeee — 5067 
Studies subsidiary to the works of Bishop Bute 

3151 
Studio, The, Vol. VI.— 1329; VoLVH.— 2999; 

Vol. Vm.^5590; winter numbef^-5689 
Study and research in the University <^ Cam- 

bidge, Advanced— 3579 
Study in shadows, A — 1152 
Study of the orchestra — 3096 
Stumbler in wide shoes — 3584 
Sturdy beggar, A, and Lady Bramber's ghost- 
Subjective religion — 1711 
Suburban residence — 1225 
Success, Foundations of— ^146 
Sudan, Fire and sword in the — 3673 
Suez Canal, A mystery of the — ^2034 
Suffolk broads— 4421 ; Directory of— 3996 
Sugar analysis — 5540 
Suggestions in architectural design — 2672 
Suggestions for promotion of amif^ of Christen- 
dom— 787 
Suggestive forms and arrangements for desiim— 

1084 
Sullivan, Admiral Sir B. J., Life and letters— 779 
Sulphuric acid and alkali — 2091 
Sultan and the powers, The — 5325 
Summary juriscuction (married women) act, 1895 

—1613 
Summer in Arcady — 3761 
Sunmier, The book of— 2394 
Sunday morning talks to boys and girls — 2116 
Sunday reading for the young, 1896—4918 
Sunday school teachers— Notes for — 521 ; Pnoit* 

oal hints to— 1251 
Sunday school teaching— 2036, 5194 
Sunny days of youth: talk to boys and yonag 

men — 3497 
Sunrise stories : a glance at the literature of Jmm 

4813 
Suns— 1246 
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Sunset idyll, A, and other poems— 4087 

Sunshine and shadow— 2l70 

Sunshiny holiday, A--5269 

Sux>erstitions — 4383 

Supremacy and sufficiency of Jesus Christ, The — 

4586 
Surface anatomy and landmarks — 3744 
Surgery— 1961, 5286, 5591; abdominal— 2991 ; 

aseptic — ^1153 ; of the aUmentaary canal-^4687, 

5343; of the chest— 2931; 4749— system of. 

Vol. n.— 3012 ' 
Surgery, international encyclopaedia, Vol. VH.— 6 
Surgical diseases of the oraries and fallopiaii tube 

—1773 ^ 

Surgical emergencies — 3002 
Surveying, Practical — 817 
Survival of the unlike, The-^5031 
Susannah-^16 

Sussex, Black's guide to— 1655 
Sutherland, Geology and scenery of— 953 
Sutton in Holdemess— 3374 
Sweden, History— 7 ; wood industries of— 2275 
Swedenborg, Emerson's lecture on— 269; divine 

philosophy— 2771 
Swedish life— 3776 
Sweet disorder: a novel — 595 
Swept out to sea — 3556 
Swift (Dean) in Ireland — 573 
Swimming — 3078 
Swindon, and environs — 4603 
Swiss confederation : map— 4103 
Swiss Family Bobinson— 3182, 5009 
Switzerland— 4727 ; Scenery of— 2458 
Sydney's chums: a story of East and West 

London — 3925 
Symbolic logic, Part 1—387, 3083 
Symbolism— 1228, 3721, 4877; Animal— 1973 
Synonyms, English— 499 ; Old Testament— 4499 
Synopsis of current, electrical literature — ^1220 
Synopsis of the gospels in Greek— 1385 
Syphilis... 5415; and venereal diseases... 1573 
Syria and Assyria — 4046 
Syriac dictionary— 3278 ; gospels— 3071 ; Vema- 

cular. Grammar of — ^176 
System of ^gynecology, A — 4235 
System of surgery, Vol. II.— 3012 
Talmud Babli and Yerushahnir-4601 
Table talk of Shirley— 1307 ; second series— 4879 
Tables and memoranda for mechanics, engineers, 

ete.— 767 
Tables for iron analysis — 4236 
Tabriz— 4539 

Tabular precis of militarv law— ^74 
Tabular statements, Bnled forms for— 1918 
Tabulated weights of iron and steel— 1123 
Tacitus, annals, Book I.— 840, 2575 ; Book L VL 

-^04; history, Bk. 1—4924, 3293 
Tactical problems: solutions— 3146 
Tactics— 2632, 5196 
Tafilet^lOTS 

Tailoring— 1051, 1135, 3814 
Tailoring ta-ade. The— 3270 
Take my advice— 784 
Tale of Chk)e and other stories— 2863 
Tale of the home of the Wolfings— 2884 
Tale of the ten, The— 1275 
Tales from Hans Andersen — 4242, 5021 
Tales from South Africar~1889 
Tales from the telling house — ^1416 
Tales from the terrace— 786 



Tales of Astonishus— ^77 ^ 

Tales of Ind, and other poems— 4110 

Tales of the Transvaal— 2975 

Tales, prose — 1706 

Tales told by the fireside— 333 

Talisman, The— 2546 

Talks about autographs — 4558 

Talks to the king's children— 1761 

Talks to the young folks— 141 

Tahnud, The— 4173 ; BabU of Yerushalmi— 4601 

Talmudical fragments in the Bodleian — 1284 

Tamers of the sean-6378 

Taming of the shrew — ^2554 

Tamworth church— 1801 

Tan-Ho: a tale— 68 

Tantalus torn:, The^2153 

Taquisara: novel— 3866 

Tartarin on the Alps — 1484 ; of Tarascon— 1483 

Targiunim, the Talmimd Babli and Yerushalmi 
and the midrastic literature, Dictionary o(f. 
Part IX. ^ 

Tasmania, Mount Lyrell mines — 4835 

Tatler, Selections fr(Hn contributions to — 5486 

Tattooing— 2513 

Taxation and taxes in the United States, 1791 to 
1895-2430 

Taxidermy — 1433 

Taylor, Bayard— 1759 

Teachers — ^handbook of the bible— 694; to royal 
science readers — 5436; monthly. Vol. IV. — 
3705 

Teaching of nature in the kingdom of \^ 

Teaching of orthic shorthand, Part 1 — 4161 

Teaching of St. John the Apostle— 2416 

Tears of the HeUades (amber)^!|333 

Teddy's button-5294 

Teesdale, Upper- 2299 

Teeth— 2276 ; and mouth, care of the— 3064 

Teissier, Prince Michel : life— 4122 

Telescope— 1245 

Telesoopio astronomy — 476 

Tel-el-Amama letters— 5549 

Temperance autobiography of Bev. William Betd 
—219 

Temperance and Intemperance — 4 

Temperance readings and recitations — 4081 

Temperance songs and lyrics — 3085 

Tffluperature variatioo of the magnetic permea- 
bility of magnetite— 3782 

Tempe8lr-1298, 2556, 2569 

Temple, Sir Richard, life 4929 

Temptations of Ernest EUerby, The— 4455 

Temptation of Norah Leecroft, The— 1212 

Temptation of Saint Antony— 470 

Ten commandments — ^216, 1304 

Teo New England blossoms, and their insect 
visitors — 3d21 

Ten nights in a bar-room and what I saw there— 4 

T&a years in a Portsmouth slum— 1953, 3442 

Ten years later — 4435 

Tennessee, Spring notes from — ^2585 

Tennyson, A primer of — 1007 ; poetry of — 5518 ; 
poetical works — 5004 

Terence, Adelphi — 3009 

Tertell, Harry : a Dartmoor philosoj^er- 2353 

Terrestrial magnetism — 2305 

Terriers— 2448, 5303 

Territorial tyranny of the Turk, map— 4759 

Testament of Abraham — 5348 
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Testamentary abstracts from Devonahire wills— 

—2605 
Testimony of the four gospels conoeming Jesns 

Christ— 5316, 3726 
Texts and studies, Vol. IV., No. 3., 2648 
Thames — ^Blackwall timnel — 5054; storage of the 
water of the river, in aid of the water supply 
of London— 4550 
Thankful heart, A : story— 4437 
Theatre— 873; Vol. XXVI., July-Dec. (1895)— 

796; Vol. XXVn., Jan. -June (18%)— 33030 
Theatres, American, Planning, and construction of 

1864 
Theatrical world of 1895—882 
Theatricals : an interlude — ^1334 
Theism— 4481 
Theocritus— 4340 

Theodoric the Goth in Italy— 5300 
Theological colleges of the Church of England and 

Episcopal Church of Scotland— 797 
Theology and its literature — 4349; Natural — 23; 
of knowledge— 1096 ; of the Old Testament— 
18 
Theories and criticisms of Sir Henry Maine— 2378 
Theory of legislation — 4296 
Tbeosophy— Plotinus — 629; of the Upanishads — 

798, 4191 ; transcoiMlental universe— 3948 
Therapeutics— 660, 4283, 5548; dental— 3929; 

homoeopathic — 2800 
There was once a prince — 4668 
Thermo-electric reactions and currents between 

metals in fused salts — 4247 
Thiebault, Baron, memoirs — 4178 
Things that matter, The — 505 
Third triennial charge, The— 2639 
Thirty-nine articles, The, and the age of the refor- 
mation — ^2775 
Thirty-nine articles of the Church of England, 

Vol I.— 1049 
Thirty years of Paris and of my literaiy life 

(Daudet)— 3431 
This goodly frame the earth — 3305 
This wonderful universe — 5202 
Thomson, James : poems — 3266 
Thomson, Joseph: African eicplorer — 4939 
Thoreau, Life of— 1281 

Thomes of Hiurston, The: domestic story — 3539 
Thoughtful hours : poems — 5298 
Thought of the spuitual life— 2179 
Thoughts and dreamings — ^1386 
Thoughts (Ml evolution — ^2379 
Thoughts on modem tactics-^2632 
Three bears. The— 4392 
Three boys in the wild north land— 5566 
Three boys on an electric boat— 4953 
Three girls in a flat-^509 
Three graces, The— 1572 
Three gringoes in Venezuela and Central Amertoa 

-3120 
Three hours at the cross — ^1098 
Three Irish bardic tales— 2242 
Three men and a god — ^2686 
Three midshipmen. The— 4001 
Three musketeers, The — 3134 
Three years in a man trap — 889 
Threshold covenant ; or the beginning of religioiii 

rites— 5512 
Thrond of Gate— 4784 
Through the buflfer state— 1163 



Through the Dolomites— 2956 

Through the eternal spirit-^131 

Through fire and flood— 2476 

Through jungle and desert — 1912 

Through swamp and glade— 4066 

Through their spectacles — 5313 

Through thick and thin— 1563 

Through thorns and briars — ^2232 

Thucydides, Book III.— 1340 

Thus spake Zarathustrar— 2916 

Tibullus and Propertius : selections — 5509 

Tidal friction— 663 

Tides ebb out to the night. The — 4633 

Tiflis— 4539 

Tiger Uly, The— 467 

Timbuctoo, The mysterious— 5390 

Timon of Athens— 2205 

Tithe commutation tables — 848 

Title, Law of— 2398 

Titled landed and official classes, handboc^, 189& 

—569, 1128 
Titles, Perusing— ^454 
Titus Andronicus — 1739 
Titus, The arch of— 3184 
Titus : a comrade of the cross — 3559 
To CJentral Africa on an iceberg— -5485 
To step aside is hiunan : novel — 1279 
To tell the king the sky is falling— 3805 
To Winipeg, Manitoba, and back— 4673 
Tobacco talk and smoker's gossip — 4942 
Tobit (modem reader's bible)— 5556 
Tocqueville, Alexis de : recollections — 4943 
Todte gast, Detr— 1398 
Toilers of the sea^-546, 1112 
Tokiwa and other poems— 51 
Told in the twilight— 1293 
Tom Brown's school days — 5262 
Tom Grogan— 2214, 2564 
Tom Sawyer: detective, etc. — 5515 
Tom Sharman andl his college chums— 4616 
Tomalyn's guest— 5086 
Top brick off the chimney. The— 3408 
Tophet, In the valley of— 2139 
Toriogh O'Brien— 2831 
Torpedoes and torpedo- vessels— 1397 
Torriba : a princess of the Amorayes — 2772 
Torsional oscillations of wires-4094 
Torts, The law of— 3411 
Touch of sorrow. The— 2783 
Tow and jute spinning— 6586 
Towards the eternal snows — 637 
Tower of Ghilzan, The— 5215 
Tower of London, Bishops in the — ^167 
Tower of Taddeo— 2927 
Town and bush— 4507 
ToxicolofiT— 2390, 5373, 5595 
Tracts— 431, 2493 
Trade— 3030 ; in the far east— 2255 ; nmsaiioes- 

1090 ; unionism— 2592, 3270 
Traditional texts of the Holy gospels— 944 
Tragedy of— Cymbeline-^665 ; King Richard DL 

—4141 ; Pericles— 5666 
Tragic blimder. A— 957 
Tragic drama &f the Greeks, The— 3943 
Tragic idyl, A— 5066 
Traits and stories of Irish peasantry— 383 • Vol 

n.— 1449; Vol. in.— 1450; Vb!. IV.^1899 i 
Trance, catalepsy, sind other forms of fmspendad 
animation— 4175 
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Transactioiis of the Clinical society of London, 

Vol. 29—4363 
Tea exchange tables — 496 

Transactions of the Dermatolosical society of 
Groat< Britain and Ireland, 1895-6, Vol. ll.— 
3699 
Transactions of the Obstetrical society of London, 

Vol. 37—1346 
Transactions of the Patholo^cal society of Lon- 

d(m. Vol. 46—2936 
Tranflactions of the Royal Dublin society, Vol. V, 
series 2, part ia--356; Vol. VI., series 2, 
part 1—440 
lYansactions of the Royal Historical Society, VoL 

IX., 1895-225, 4831 
Transactions of the Royal Medical and Chiragical 

630, 631 ; Vol. 79^-4692 
Transactions of the Royal Society of Edinburgh, 

Vol. 38, No. 5-^72 ; No. 9-^69 
'Transactions of the Royal Society of Literature, 

2nd series. Vol. 13. Pait 1—4832 
Transactions of the Society of engineers, 1895— 

1609 
Transcaucasia and Ararat — 5079 
Transcendental magic — 4014 
Transcendental uniyerse, The— 2409, 3948 
Transcripts and studies : essays — 4426 
Transformer, principles of the — 5044 
Transformers for single and multiphase currents — 

4614 
Translated (Brief memoir of Eustace Q. D. Max- 
well)— 186 
Translation, Extracts for — ^2056 
Translations— 2057 

Transyaal— 273 ; and Orange Free State— 2141; 
Annuaire des mines aor — ^2611 ; at home 
in^l097 ; j Boer war— 4345 ; map— 3308 ; 
New South Africa — 5501 ; of the Boers — 
1579; Potohefstroom— 1811 ; tales of— 2975; 
trouble, and how it arose— 183 
Trappeurs de I'ArkansaB, Les — 5017 
Tramnotic infection — 164 
Travel and adventures, Reminiscences of— ^29 
Travels in Africa^l227 

'Traverse tables, showing the differences of latitude 
and the departures to every minute of the 
quardrant and to every five places of decimals 
-^798 
Treasury of meditation — ^161 
Treasury of pleasure books for the young — 1347 
Treaties and conventions between Great Britain 

and fordgn powers — ^1558 
Treatment, T5ie year book for 1896—297; Dic- 
tionary of — 5545 
Tregarthen: novel— 664 
Tremlett diamonds. The— 1280 
Trench, Melesina Ohevenix-^5201 
Trent, Ckwncil of— 478 
Trespaflsera of two: a novel — 358 
Tricycles— 4867 
Trigonometry- 2839 

Triple Alliance, England and the— 5411 
Trips abroad: a novel scheme of work — ^1784 
Tristram and Goote's probate ia'actice-*^718 
Friumphs of the printins press— 2059 
TroUus and Gre88ida-^-239 
Troubadours, Lives oi the— 4457 
Trout, How to catch— 2042 
True church and where to find it — 402 
True grasses. The— 4525 



True stories from Scottish history— 4187 

True womanhood— 4399 

Trustees, Duties and liabilities of — ^1865; on.-^ 

5347 
Tubal pregnancy — ^1773 
Tubinares : petrels and albatrosses — ^737 
Tunbridge Wells and neighbourhood — 3626 
Tunnel under the Thames at Blackwall— ^64 
Tunnelling— 2209 

Tuppy: wie autobiography of a donkey — ^1787 
Turba philosophorum— o727 
Turf gems— 2713, 5173 
Turf readv reckwier — ^2481 
Turkey — 5325; and the Armenian atrocities — 

3o75; map — 4759; our responsibilities for— 

2614 
Turkish fairy tales— 3774 
Turkish £^amma]>— 1341 
Turkish self-taught— 815, 4179 
Tump&e tale8-4679, 5340 
Tuttlebury tales, The— 4774 
Tybome, and who went thither in the days of 

Queen Elizabeth-^5005 
Tyne folks, masks, shadows and faces — ^1691 
Tynedale, William: translator of the likglish 

Bible-3276 
Types of American character — ^27 
Tyrants of Kool-Sim, The— 4365 
Tsars and Russians, Empire of the — 1853 
Twelfth night— 1299, 25& 
Twelve serm(nis— 3680 to 3690 
Twenty lessons on the development of the voice 

for singers, speakers, and teachers — 5508 
Twenty atories from Grimm — 2403 
Twenty years after— 442 
TwiUght of the Idols, The— 2915 
Twixt cup and lip— 4645 
Two boy tramps — 4086 

Two campaigns : Madagascar and Ashantee — ^2649 
Two French queens— 4492 
Two ^ntlemen of Verona — ^2553 
Two Henriettas, The— 4678 
Two is c(»npany — 3714 
Two knapsacks in the Ghannel Islands — ^2643 
Two little sisters and Humphrey— 4821 
Two Marys, The— 2148 
Two majsters — 3426 
Two oflfenders: novel — 673 
Two on a tandem (bicycle) — 3540 
Two queens : Caroline Matilda of Denmark, and 

Marie Antoinette of France — ^1196, 2562 
Two royal lives : Queen Victoria and William I., 

German EmDeror — 3720 
Two years ago — 5296 
Two years of school life — 1241 
Two years on the Alabama— 753 
Ugly Idol— 4742 
Ugly man, The— 5517 
Ukick the Ready— 666 
Ul8te^-1167 
Uncanny tales— 4711 

Uncle Sam's letters on phrenolo^ — 4190 
Uncle Tom's cabin— 775, 1322, 3289, 4912 
Unconscious humourist, and other essays — 4972 
Unconventional girl. An — ^2516 
Uncrowned King, An — 4522 
Under crescent and stair — ^1070 
Under his banner: missions — 5513 
Under the Naga banner— 3582 
Under quicken boughs : poems— 4566 
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Under sealed (Mrdera — ^1392 

Under side of tmings, The— 1856 

Under two flags— 1686 

Underouireats of the second empire — 4193 

Undergronnd Russia— 2996 

Undesenrin^ woman. An — ^2938 

Undine— 6190 

Unfinished commimication, An^-3963 

Unhealthy countries, Guide to trayellers on the 

maintenance of health inr— 390 
Uninitiated, The : his experiences and imi^essions 

—400 
Unique reciter, The— 3614 
Unitarianism— 421 
United Kingdom— Archsological surv^ey of— 5369 ; 

stock and share brokers* directory, 1896 — 

2167 
United States of America — ^1455; constitution— 

474; goyemment— 1302 ; public wcMks — ^1415; 

taxes and taxation — 2430; treasury — ^2823 
Units: poems— 4654 

Unity of the book of Genesis— 109 

Unity, not unifonnity: some thoughts on the 
union of churches— 380 

Uniyersal attraction and its relation to the chemi- 
cal elements — ^750 

Uniyersal (directory and diary for manufacturers 
and merchants of the United Kingdom — ^2677 

Uniyersity correspondence, Vol. V. — ^^0 

Uniyersitgr tutorial series — ^GeBsar de bello gallico. 
Book n.— 2331, 2334 ; Book m.— 2336, 2338 ; 
Liyy, Bookj 22—2453 ; matriculation directory, 
1896—2471; Roman history— 2470 ; Tacitus, 
annals, Book I.— 2575 ; Virgil, aeneid. Book 
n.— 2590 

Unjust steward, the— 4077 

Ui^ind word, th&— 4386 

Unknown masterpiece, and other stories — ^1401 

Unlike, the surviyal of — 5031 

Unto Thee— 4884 

Up the chimn^ to Ninny land (fairy tale) — 66 

Up inarms — 552 

Upanishads, the — 4191 

Upper Teesdale— 2299 

Urania, Night, and other astrcmomical poems — 
56* 

Uric acid— 1072 

Urinary disease — 4850 

Urine— 2245 

Ursula Challoner— 5061 

Ursule Mirouet — 9 

Utilisation , of Niaraga, the — 5342 

Vaccination — 870 

Vade mecum— <5lerk of the works — ^2798 ; microco- 
tcmiists* — 3564 

Vagaries of loye, the — 4675 

V^e of cedars, the— 874, 3048 

Vale of Llangollen, Chester, Wrexham, Ruabon, 
LlaingoUen, Gorwen, and Balar— 3313 

Valfre, Blessed Sebastian— 2065 

Valley of the Wye : guide— 2912 

Vamba: an. historical drama — 5579 

Van Dyck, Sir Antony, his life and work — 510, 
5216 

Vanbrugh, Sin John pittas — ^2247 

Vanish^ emperor, the — 1827 

Vapour in the air. Inflammable— 4364 

Vaihtl— 1377 

Yaughan, Rowland: his books— 5519 



Vector functions, Scalar inyariants of, linear — 

2439 
Vedanta philosoi^y. Addresses on the — ^2251, 



Vedanta-sutras (sacred books of the east) — 657 

Vegetable culture— 432 

Ve|^tarianism — ^2761 

Veil lifted : a new light on the world's history— 

1586 
Veitch, John: memoir — 4328 
Velasquez, de Silya, De^ Rodriquez — 4251, 4252 
Venerabilis Baedae— 1837 
Venetian art — 820 
Venetian June, a— 4485 
Venezuela — and Central America — 3120 ; boimdary 

commission — 3268 
Vengeance of James Vansittart — 818 
Ventilation— 385 
Venus and Adonis — 3667 
Venus and Cupid, or a| trip from Mount Olympus 

—2947 
VergU, Aeneid, Book I.-VI.— 4960 ; Book II.— 

2590; Book Vll.-Xn.— 3724 ; Book VUI.— 

821, 822, 823; Bo(^ XI.— 4961 ; done into 

English yerse-:-2894 ; Eclogues— 824 to 827 
Vergil, t^e : a r(»nance of Zulu life — ^2480 
Verses — ^2371; and flyleaves— 4340 ; and sonnets 

906; suggested and original — 4204; written 

in India — ^1616 
Vesper book— 410 
Ves^pocket companion for christian workers — 

4949 
Veterinary — advice for stockowners— 311 ; anatcHuy 

—1325, 3075; manual— 2976 
Vicar of Wakefield— 495 
Vicomte de Bragelonne — 4436 
Victoria, Queen— 3720, 3723 ; and Empress : slx^ 

years — 4255; her life and rMgn— 4626; life 

--5468 
VidxH-ia readers. Books I., 11., m.— 2942, 2943, 

2944 
Victorious life, the — 4765 
Victory of defeat, and other poems — 2020 
Vict(»y: reminiscences and letters of Mrs. H. 8. 

Phillips— 1648 
Vignettes: a miniature journal of whim and ex- 
citement^— 4382 
Village reciter, the— 4239 
Vilk^ tales and jungle tragedies — ^1475 
Violet, the: a novel— 4032 
Violet Vereker's vanity — 3764 
Virgil; see Vergil. 
Vh^n Mary— 4747 
Virgin soil— 3719 
Virginia in 17th centiuy— 368 
Visio Pauli— 5348 
Vision, and other poems — ^1684 
Vision of Angels, the — 2434 
Visit to blestland, ar-3145 
Visual arithmetic— 861, 862 
Vitrics— 5245 
Vocabulary of technical military terms, Qennaa- 

English— 1698 
Voice and spiritual education— 1468 
Voice of the charmer, the— 4691 
Voice of the people, the— 3073 
Voice production— 684, 808, 809, 5506; and 

enunciation — 2699 
Voices from a mcmey box-^4478 
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Yolcaoio fneck of tertiaiy ag6 in ^ oounty ol 

Galway— 2565 
Yokimetrio analysis— 3702 
Yolontaiy schools and Goyeonunent Bill— >2598 
Volunteers and the national defence— 2268 
Vox humana : poetry — 5413 
Voxometric revelations — 1680 
Voyage of Bran, soa of Febal^-829 
Voyage of Maeldune and otherpoems — 3300 
Voyages— €aptain Cook's— 5779, 3867 j in 

Northern Pacific— 2365; Parry's— 4088 
Waddington, Samuel: poems— 4965 
Wagner drama, Legends of the — 1808 
Wages and capital— 2576 
Wa& of Bounder's rents, the — 3583 
Waiting for the glftr-1104; on God— 2902 
Wake, Archbishop, and the project of union, 

1717-1720-1157 
Wake robin— 37 
Waldenses, their rise, struggles, persecutions, and 

triumphs — 484 
Waldtraut : a story of the forest — 4833 
Wales — 4936; history of the church of — ^1921; 

Kort^, gossiping guide to— 3243 ; land ques- 
tion in-4196 ; South— 2128 
Wales : a natdcmal masazine, Vol. 2—451 
Walford's county fammes — 830 
Walker, Frederick : life and letters — 5333 
Walker art gallery, Liverpool, illustrated cata- 
logue of the autumn exhibition of Tiictojcs — 

41% 
Walk— from London to Fulham— 424; round 

Auchterarder— 3728 
Wallace: a poem— 2714 
Wallenstein's tod— 2196 
Walter Gibbs, the young boss— 4938 
Wanderer in the spirit lands, a — ^1977 
Wandering heir, the— 700 
Wandering scholar in the Levant — ^1'^ 
Wanderings in imknown Australia — 5244 
Wanted, a wife— 3745 

War and peace, Memoirs and studies of — 447^5 
War, British army and business of — 1453 ; game 

—1067 
War Office list— 2257 
Wardlaw, Lady: poems — 3266 
Wardlaws, the— 1969 
Warehousing regulations — 538 
Warfare of girlhood, the— 129 
Warfare of science with the(^ogy in Christendom 

-2265 
Warren, Mercy— 4322 
Wiffs of the Roses— 1019 
Warwick-English history— 3026 ; Shakespeare— 

4141 
Warwickshire hunt, Annals of the— 4720 
Wa8tdale>, a romance of— 4680 
Watches of the sacred passion — 5197 
Water— analysis— 1360 ; on supply— 1640, 1781; 

supply of London— 2726, 4650 ; of the City of 

New York— 1803 
Water babies-^296 
Water-colour_painters — 4713 
Waterford, Wexford, and South-East Ireland-* 

3319 
Watering places of England, Scotland, and Ireland 



Waterlool olmct lesson reader, standard IV,— 1842 
Waterton, Charles, his home^ habi^s, and handi- 
work-3966 



Waterworks : temperance readings and zecitatioiAS 

-4081 
Watt, Ames C. P. : twenty-five years' mission 

Watts, G. F., Life and work of— 960, 4258 
Waverley novels (48 vols.)— 2528, 2547 
Waodng and waning of the crescent: map of 

Turkey— 4759 
Way— about Devonshire, the— 2589; Hampshire 

and the Isle of Wight— 2307 
Way down east i Nova Scotia— 3534 
Way it came, the— 2811 
Way of marriage, the— 4580 
Way of salvation, the— 1982 
Way of transgressors, the— 1024 
Way of the world at sea, the— 3481 
Way thejr should go— 6397 
Waymarks for teachers — 3 
Ways of the world : vers de societe — 1469 
Wayside and woodland blossoms — 1316, 2995 
Wayside tales— 4552 
Ways to win— 2017 
We and the world, Parts 1, 2—464 
We three and Troddles— 881 
Wealth — acainst commonwealth — 3571; distribu- 

ti<Mi— 4405; of nations— 5368 
Weasel aim-^4670 
Weather : influenza and diseases, from the records 

of the Royal Edinburgh Infirmary for fifty 

years— 3928 
Weaving— 3079 
Web of an old weaver— 4890 
Webb. Sidney Roberts, Congo missionary — ^15 
Webster, Alexander: porans — 3266 
Week of mourning, the— 1422 
Weights and measures, metric systeimr-4966 
Well at the world's end, the— 4061 
Well-meaninff woman, a— 4512 
Wells office hock : liturgy— 4976 
Welsh— lyrics— 4208 ; of the 18th century— 3323 ; 

mountaiireerinff— 3627 
Wesley, John— 5065 
West country. In ar-4627, 5578 
West Indies— 1200 ; and the Spanish Main— 1269 ; 

Island of Antigua — 2923 
Western Australia: map of gold fields — ^1366, 

5484 
Western Avemua, the— 4817 
Westminster Cathedral record- 1367, 1807 
Westward Ho 1—4622, 5296 
Wexford-;5319 

Wharton, Philip, Duke of— 4819 
What can she do?— 1270 
What cheei^-4837 
What ffold cannot buy — 876 
What I think of South Africa, its people and 

politics— 427 \ 
What Katy did— 3858 ; at school— 1932 
What shall I tell the children?— 1258 
What the cards tell— 2868 
What they say in New England — 3546 
What to do in case of poisoning — 5373 
What to drink— 2264 
Wheels of chance, the: a hoUday advontiire — 

4207 
When Arnold comes home— ^4669 
When Charles I. was kmg-^910 
When granny was young — 3740 
When Greek meets Greek— 1081 
When hearts are young— 4395 
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When leases were gieen—- 127 

When William lY. was King— 2295 

Whence and whither of man— 2244 

Where the Atlantic meets the land— 2!I38 

Where billows break-'-4414 

Where dutv Ues— 631 

Where is tne true church ?— 3518 

Where Kitty fomid her soiil— 3730 

Where shall we so? guide to the watering places 

of England, Scotland, and Ireland -2f/0 
Where Thames is wide--^985 
Where the waters ebb and Soiw— 120 
Which is absm>d~- 4532 
Whist— 475, 686, 2031 
Whispering tongues : story— 4238 
Whispers of truth from tlie stars— 4553 
Whistler's lithographs: catalo^io— 3027 
White aprons-^000 
White dove of Amritzir, the— 4779 
White-faced priest, tho— 4093 
White feather and other stories— 420 
White ladye of Rosemount, the— 4369 
Whitefield, George, Life story of— 2703 
Whitman, Walt. : reminiscences of — 3555 ; a studv 

—782 
Who can say?— 4889 
Who did it?— 4508 
Wholesome words : sermon — ^125 
Why not ; or, climbing the laddeE^-^5485 
Wide, wide, world, the— 3324, 3326 
Widow on wheels, a — ^1548 
Wild flowers— 3168 ; worth notice— 2075 
Wild fowl— 646 
Wildfowlmg— 969, 5103, 4488 
Wild justice: a dramatic po«n— 2277 
Wild life of Scotland-^357 
Wild north land— 1897 
Wild Ruthvens, the— 868 
Wilkie, William: poems— 3266 
Wilkinson, Major-Generals 0. and J., the Gemini 

generals : memoirs — 3329 
Will o' the wasp— 4825 
Will, that wins, the: novel— 5587 
William I., Emperor of Germany, and his suc- 
cessors— 3412, 3720 
Wiliamson, ,W. Crawford— 2269 
Wills of the Mather family, proved in the county 

court at Ghester, 1573 to 1650—4840 
Wihnot's child— 3219 
Wilson, John: poems— 3266 
Wiltshire, old market towns and villages— 4427 
Win, the: turf ready reckoner — ^2875 
Winchester— diocesan kaJendar, 1896—852; lyrics 

of the white city — 5582 
Winding up companies and reconstruction — 1506 
Windsor, GRiide to— 2913 
Windsor Magazine, Vol. 11.— 291; Vol. IV.— 

4897 
^^dsor pelage— ^96 
Wines— ^1 
l^^gless angel, a— 1663 
Winning ha^d, a— 3050 
Winnipeg— 4673 
Winter resorts— 1261 
Winter sunshine — 376 
Winter's tale, ar-2566 
Winthrop, Margaretr-448 
Wirnd : notes on the parish diucches of— 3983 
^^res: tOTsional oscUliEUiicms of — 4094 



Wlidoai ol 8ol(Mnon (modem zeader^s Bible)— 
2126 

Wisdom of the simple, the : a noTrir>-3797 

Wit, wisdom, and folly— 4671 

Witoh of Withyf ord, the— 1456 

WitchcraftH-3767; the new— 1080 

Witch-finder, the--5401 

With an ambulance: experiences during Franco' 
German war— 726 

With the Boers in the Transvaal and Orange Free 
State in 1880-1—2141 

With Cochrane the dauntless, in donoh American 
waters— ^59 

With the colours — 3544 

With KeUy to Chitral— 3373 

With Rhodes in Maji^onaland -1492 

With the tide, and other poems — 2388 

With the yadit and camera in Eastern waters— 
3833 

Within her grasp— 3707 

Within the maze— 856, 1383 

Without dogmar-241 

Without fear or faith— 4730 

Without prejudice: essays — 5567 

Without sin— 2173 

Wizard, the— 4527 

Wolfias, Lingulate— 2583 

Wolfgang, John: business man— 4289 

Woman— The wsceat of— 2690; question— 5439 ; 
under the English law— ISR^; under m<mas- 
ticism— 84 

Woman and the man — ^1436 

Woman at bay, a— ^15 

Woman in the dark, the — 4818 

Woman in white, and the moonstone— 980 

Woman intervenes, a — ^11 

Woman of the iron bracelet — 897 

Woman, what have I to do with thee? — 292 

Woman who wouldn't, the — ^1924 

Woman with a future, a— 999 

Woman's errors, a — 4419 

Woman's kingdom, the — ^1984 

Woman's life. Vol. XH.— 3038 

Woman's thoughts about wcmien, a — 5121 

Woman through a man's eyeglass— 5443 

Womanhood— 4399 

Women— 1873; daily life of: devotions— 4142 ; 
in English life— 3174; jubilee calendar for— 
3057 ; married summary jurisdiction Act, 
1895—1613; modem— 516; of colonial and 
revolutionary times — 448, 4322; their posi- 
tion in Greek poetry— 2631; who wift— 
5106; workinaj— S15 

Wonder voyages. The book of— 4597 

Wonderful mission of Earl Lavendei^-5141 

Wonderful universe, this — 5202 

Wonderland ; or, curiosities of nature and artr« 
5469 

Wood-carving— 4096 ; choir staHs and their carv- 
ing— 47^; French— 4829; Gothic— 438? 

Wood-cutting or enmraving— 5491 

Wood industries of Sweden — 2276 

Wood of the brambles— 185 

Woodhouse, James: life of and poetical work»- 
,3336 

Woodstock : chronicles of the royal borough— 18W 

Woodstodc— 2547 

Wooing of fortune, the— 2359 

Wooing of Phyllis, the— 1927 
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Wooing of Webster, the^-879 

Woolwioh mathematical pa|wr8— 2319 

Wotxsester, Konccmformity in— 669^ 

Word building and spelling bode— 80 

Word for the navy, a : poem — 261 

Words of advice for sedLers— 6482 

Word ol Qod, and other senn<tts, the— 2306 

WordM of comiael for CSuistian woricers— 4900 

Wordsworth: lyric poems — 2278; poems— 2279, 

1812; Vol. Vll.— 3748 
Work, Vol 10—1384 
Work in sreat cities— 557 
Wcn-k of the Church in Ixmdoo— 5049 
Worker in iron, a — 563 
Workers on their industries — ^2735 
Woikintf women — ^1873 ; condition ol— -2315 
WorId-^457, 2841, 3360; atlas of th»-3818; 

countries of the — 31 ; gazetteer of the--967 ; 

pearl gazetteer of the— 3819 
Wwfd and a man, the— 1817 
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